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OFFICIAL   RECORD 


OF 


THE   STATE  BOARD   OF  HEALTH. 


A  Quarterly  Meeting  of  the  Board  was  held  at  the  State 
House  on  Wednesday,  October  1,  1873,  at  10.30  A.  m.  Present : 
Messrs.  Bowditch,  Davis,  Hoadley,  Webster,  Frothingham,  and 
Derby.  At  11.30  A.  M.,  by  appointment  previously  made,  the 
Board  received  the  parties  engaged  in  slaughtering  and  packing 
swine  and  rendering  fats  in  the  vicinity  of  Miller's  Eiver,  in  Somer- 
▼ille  and  Cambridge,  concerning  whose  establishments  formal  com- 
plaints had  been  presented  to  the  Secretary  since  the  last  meeting 
of  the  Board.  The  following  remarks,  having  b^en  drawn  up  in 
writing,  and  receiviag  the  assent  and  approval  of  the  Board,  were 
read  by  the  Secretary :  — 

*  Gentlemen,  —  The  circumstances  under  which  we  have  asked  you  to 
be  present  at  our  meeting  to-day  are  as  follows  :  Nine  petitions  concern- 
ing your  establishments  engaged  in  slaughtering  and  packing  hogs  and 
melting  fats,  in  the  vicinity  of  Miller's  River,  in  East  Cambridge  and 
Somerville,  were  presented  to  us  on  the  25th  of  September,  1873.  The 
petitioners  declare  themselves  prepared  to  show  that  these  establishments 
are  noxious  and  offensive,  and  call  upon  'us  to  close  them.  The  law  of 
1871,  Chapter  167,  General  Statutes,  makes  it  owe  imperative  duty  to  or- 
der you  to  cease  and  desist  from  pursuing  your  business  if  these  charges 
are  proved.  It  is  notorious  that  the  portions  of  East  Cambridge  and 
Somerville  which  you  occupy  are  regarded  as  offensive ;  that  a  public  nui- 


Banco  exists  in  that  locality.  It  is  also  generally  believed  that  acrid  and 
nauseating  vapors,  coming  from  the  boiling  of  fats,  are  a  chief  cause  of 
this  nuisance  ;  and  that  these  vapors  deprive,  at  certain  times,  thousands 
of  persons  of  their  inherent  right  to  the  enjoyment  of  unpolluted  air. 
These  opinions  are  so  prevalent  that  we  see  no  reason  for  ignoring  them  at 
this  time  and  place.  It  is  evident  that  the  stoppage  of  your  business, 
under  the  law  referred  to,  without  provision  being  made  for  its  continuance 
in  a  more  favorable  location,  where  it  could  be  conducted  without  offence, 
would  entail  great  loss  upon  yourselves,  great  suffering  on  thousands  of 
persons  who  are  either  directly  or  indirectly  in  your  employment,  and 
would  seriously  interfere  with  the  conunerce,of  the  port,  of  Boston. 

Under  somewhat  similar  circumstances,  two  years  ago,  the  butchers  of 
cattle  and  sheep  were  invited  to  meet  this  Board,  and  the  result  of  the 
conference  was  the  building  of  an  Abattoir  where  about  one  half  of  the 
slaughtering  and  rendering  of  Brighton  is  now  done  without  offence  to 
any  one,  and  in  which  we  believe  will  soon  be  concentrated  all  the  business 
of  that  kind  in  the  neighborhood  of  Boston.  We  have  now  invited  you 
to  meet  us,  together  with  the  complainants,  that  opportunity  might  be 
given,  in  an  informal  and  friendly  way,  for  any  propositions  which  you 
may  desire  to  make  concerning  the  important  interests  at  stake.  Should 
you  be  willing  to  propose  that  within  a  reasonable  time  the  business  of 
slaughtering  hogs  and  rendering  fats  would  be  transferred  by  you  from 
the  crowded  vicinity  of  Miller's  River  to  some  other  place  where  you 
could  have  the  benefits  of  ample  space,  railroad  connections,  and  direct 
drainage  to  deep  water  with  strong  currents,  and  where,  by  concentration, 
the  requirements  of  public  health  could  be  observed,  we  think  a  basis, 
might  be  found  for  an  arrangement  satisfactory  to  all  parties,  and  of 
great  advantage  to  the  sanitary  and  commercial  interests  of  the  neigh- 
borhood and  of  the  State. !  The  present  meeting  will  occasion  no  loss  of 
time  in  the  settlement  of  these  important  questions,  as  in  case  no  con- 
clusion is  reached  satisfactory  to  the  petitioners,  a  time  will  be  fixed  at 
once  for  the  opening  of  the  hearings  at  this  place. 

After  the  reading  of  the  above  address  the  Board  left  the  room 
for  half  an  hour,  that  the  parties  might  have  opportunity  for  free 
consultation  among  themselves.     At  the  expiration  of  the  time 


above  named,  the  Board  returned  and  were  addressed  by  Mr. 
Muzzey  and  Mr,  E.  H.  Derby  (both  counsel  .for  Mr.  Squire,  one 
of  the  parties  complained  of),  and  by  Mr.  Mclntire  for  the  petition- 
ers. It  was  then  stated  by  the  Chairman  that  three  hearings  must 
be  had  on  petitions  previously  received  before  the  Miller's  River 
cases  could  be  taken  up. 

A  meeting  of  the  Board  was  held  at  the  State  House,  on  Wednes- 
day, October  22,  1873,  at  10.30  A.  M.  Present :  Messrs.  Bowditch, 
Davis,  Hoadley,  Webster,  Frothingham,  and  Derby.  A  petition  was 
received,  signed  by  John  M.  Tyler  and  others,  asking  that  the  pow- 
ers given  to  the  Board  by  Chapter  167,  Acts  of  1871,  Greneral  Stat- 
utes, be  exercised  to  cause  John  t.  Squire  &  Co.  to  cease  and  desist 
from  keeping  and  slaughtering  hogs,  and  melting  and  rendering  in 
their  establishment  in  the  cities  of  Cambridge  and  Somerville. 

Whereupon  it  was 

Ordered,  That  a  hearing  be  had  on  this  petition  on  the  first 
day  of  December,  1873,  at  10  o'clock  a.  m.,  at  the  State  House  in 
Boston,  and  that  the  above-named  parties  be  notified  by  the  Secre- 
tary of  the  time  and  place  appointed  for  the  said  hearing,  three  days 
at  least  before  the  said«first  day  of  December. 

• 

A  meeting  of  the  Board  was  held  at  the  State  House  on  Monday, 
December  1,  1873,  at  10  a.  m.  Present :  Messrs.  Bowditch,  Froth- 
ingham, Hoadley,  Webster,  Newhall,  and  Derby.  A  hearing  was 
had,  on  the  petition  of  John  M.  Tyler  and  others,  concerning  the 
establishment  of  John  P.  Squire  &  Co.  Mr.  Mclntire  appeared  for 
the  petitioners,  Mr.  Muzzey  and  Mr.  K  H.  Derby  appeared  for  J. 
P.  Squire  &  Co.     Mr.  J.  P.  Squire  was  present.     The  following  wit- 

nessed  were  examined :  Samuel  Slocumb,  Charles  0.  Welch,  Charles 

• 

Henry  Famsworth,  Henry  S.  Hill.  A  memorial  from  Mr.  Alexan- 
der, representing  the  Cunard  Steamship  Company,  was  presented 
by  Mr.  Muzzey,  and  received  by  the  Board.  Previous  to  the  intro- 
duction of  testimony  the  following  protest  against  the  proceedings 
of  the  Board  was  presented  by  Mr.  Muzzey :  — 


In  Stats  Board  of  Hsaltb, 
December  1,  1878. 

In  the  matter  of  John  P.  Sqmre  et  cU,,  on  complaint  of  John  M.  Tyler 
etcd. 

And  now  come  the  respondents,  and  object  that  this  Board  cannot  law- 
fully proceed  to  hear  the  complaint  against  said  respondents,  because  all 

of  said  Board  are  not  in  attendance. 

By  their  Attorney, 
(Signed)  H.  W.  Muzzet. 

At  1.30  P.  M.  the  Board  adjourned  till  December  2, 1873,  at  9  a.  M. 

A  meeting  of  the  Board  was  held  pursuant  to  adjournment  on 
Tuesday,  December  2, 1873, 'at  9  A.  m.,  at  the  State  House.  Present : 
Messrs.  Bowditch,  Frothingham,  Hoadley,  Newhall,  Webster,  Davis, 
and  Derby.  The  hearing  on  complaint  against  John  P.  Squire  & 
Co.  was  resumed.  The  following  witnesses  were  examined :  Jonas 
Woodard,  Asa  Tyler,  W.  S.  Soule,  Joseph  Burdakin,  Grove  H. 
Loomis,  Charles  E.  Munroe.  At  IJ  P.  M.  the  Board  adjourned  till 
December  3,  1873,  at  9  A.  M. 

At  the  request  qf  Mr.  E.  H.  Derby,  counsel  for  J.  P.  Squire  & 
Co.,  the  following  additional  record,  concer^g  the  attendance  of 
members  of  the  Board  on  the  2d  of  December,  1873,  is  herewith 
made :  — 

There  were  present  at  the  opening  of  the  proceedings,  Messrs. 
Bowditch,  Newhall,  Hoadley,  Webster,  Frothingham,  and  Derby. 
Dr.  Davis  arrived  at  10  A.  M.  Mr.  Hoadley  was  absent  from  10  till 
11.45.     Mr.  Frothingham  left  at  1  P.  M. 

A  meeting  of  the  Board  was  held  by  adjournment  on  Wednesday, 
December  3, 1873,  at  9  o'clock  A.  m.,  at  the  State  House.  Pres- 
ent at  that  hour:  Messrs.  Bowditch,  Newhall,  Webster,  Frothing- 
ham, and  Derby.  Mr.  Hoadley  arrived  at  9.14  a.  m.  Dr.  Davis 
arrived  at  10.07  A.  M.  At  different  times  during  the  session  of  the 
Board,  Messrs.  Newhall,  Derby,  and  Hoadley  left  the  room  for  peri- 
ods varying  from  one  to  five  minutes.    The  hearing  on  complaint 


against  John  P.  Squire  &  Co.  was  resumed.  The  testimony  of 
Charles  K  Monroe,  which  was  not  finished  at  the  previous  meet- 
ing, was  continued.  Mr.  S.  P.  Sharpies  was  then  examined  as  a 
witness.  At  1  p.  m.  the  Board  adjourned  till  Thursday,  December 
4  1873,  at  9  A.  M. 

A  meeting  of  the  Board  was  held  by  adjournment  on  Thursday, 
December  4, 1873,  at  9  o'clock  a.  m.,  at  the  State  House.  Present  at 
that  hour :  Messrs.  Bowditch,  Newhall,  Frothingham,  Webster,  and 
Derby.  Dr.  Davis  arrived  at  10.02  o'clock  Dr.  Derby  left  the 
loom  for  three  minutes  between  the  hours  of  eleven  and  twelve. 
The  hearing  on  complaint  against  John  P.  Squire  &  Co.  was  re- 
sumed. Mr.  E.  H.  Derby,  counsel  for  Mr.  Squire,  desired  that  the 
protest  against  proceeding  without  the  presence  of  every  member 
of  the  Board  should  be  regarded  as  renewed  from  day  to  day.  The 
examination  of  Mr.  S.  P.  Sharpies  was  continued  The  following 
witnesses  were  then  examined :  Dr.  Samuel  L.  Abbot,  Miss  Jennie 
M.  Arms,  James  Hunter,  and  Charles  E.  Meyer.  At  1  p.  m.  the 
Board  adjourned  to  meet  on  Friday,  December  5,  1873,  at  9  A.  M. 

A  meeting  of  the  Board  was  held  at  the  State  House  on  Friday, 
December  5, 1873,  at  9  A.  m.  Present  at  that  hour:  Messrs.  Bow- 
ditch,  NewhaU,  Webster,  and  Derby.  Mr.  Frothingham  arrived  at 
9.10  o'clock.  Mr.  Hoadley  arrived  at  11.34  o'clock.  Dr.  Davis 
arrived  at  10.03  o'clock.  The  following  witnesses  were  exam- 
ined :  William  G.  Russell,  Joseph  Magoun,  James  Lee,  Jr.,  Lydia-  T. 
Rooney,  Jane  Binney,  Mary  W.  Clark,  Maria  Spare,  Charlotte 
Fogg,  Dr.  Samuel  H.  Durgin,  Alonzo  W.  Boardman,  Dr.  B.  S.  Shaw, 
Dr.  John  B.  Taylor,  Dr.  Anson  P.  Hooker.  A  letter  from  Dr. 
S.  L  Abbot  was  received,  giving  certain  dates  which  had  been 
asked  for  by  the  counsel  for  Mr.  Squire.  The  letter  was  read  by 
the  Secretary.  The  Chairman  announced  —  after  consultation  with 
the  members  of  the  Board,  during  a  recess  of  ten  minutes  —  that  the 
hearing  would  be  continued  on  Monday  December  8, 1873,  at  9  A.  M. 
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A  meeting  of  the  Board  was  held  at  the  State  House  on  Monday, 
December  8, 1873,  at  9  A.  ic  Present  at  that  hour :  Messrs.  Bow- 
ditch,  Webster,  Frothingham,  N ewhall,  and  Derby.  Mr.  Hoadley 
arrived  at  9.14  o'clock  Dr.  Davis  arrived  at  10.07  o'clock.  The 
Secretary  presented  a  letter  from  Dr.  S.  L.  Abbot.  Edwin  F.  Bowker 
presented  a  plan  of  the  Miller's  River  District.  Mr.  E.  H.  Derby 
opened  the  defence  of  J.  P.  Squire  &  Co.  The  following  witnesses 
were  examined :  John  P.  Squire,  Eben  N.  Horsford.  Mr.  Frothing- 
ham, a  member  of  the  Board,  was  not  present  from  2  o'clock  till  2.30 
o'clock  p.  M.  A  recess  was  taken  by  the  Board  from  1  o'clock  until 
2  o'clock  p.  M.  At  5  o'clock  p.  m.  the  Board  adjourned  until  Tues- 
day, December  9, 1873,  at  9  A.  M. 


A  meeting  of  the  Board  was  held  at  the  State  House  on  Tuesday, 
December  9,  1873,  at  9  o'clock  a.  m.  Present  at  that  hour :  Messrs. 
Bowditch,  Newhall,  Webster,  Frothingham  and  Derby.  Mr.  Hoadley 
arrived  at  9.14  a.  m.  Dr.  Davis  arrived  at  10.10  A.  m.  The  Chair- 
man announced  that  the  session  of  the  Board  would  be  closed  at 
2  p.  M.  this  day,  and  that  the  next  session  would  be  on  Friday, 
December  12, 1873,  at  9  A.  M.  The  examination  of  Eben  K  Hors- 
ford was  continued.  The  following  witnesses  were  then  examined : 
Charles  E.  Avery,  Charles  A  Goodrich,  Everett  L.  Colson,  Edward 
Bumham,  John  M.  Graves.    At  2  p.  M.  the  Board  adjourned. 


A  meeting  of  the  Board  was  held  at  the  State  House  on  Friday, 
December  12,  1873,  at  9  a.  M.  Present  at  that  hour:  Messrs. 
Bowditch,  Webster,  Hoadley,  Frothingham,  Newhall,  and  Derby. 

• 

Dr.  Davis  arrived  at  10.10  A.  M.  The  following  witnesses  were  ex- 
amined :  John  M.  Graves,  Joseph  S.  Pike,  Hezekiah  C.  Bickford, 
John  S.  Lyon,  Obadiah  George,  Samuel  W.  Burpee,  Samuel  K  Cham- 
berlain, Jonathan  Stone,  Oliver  Ayers,  Zimri  H.  Cobleigh,  Jacob 
Abbott,  John  H.  Bapp.  A  letter  was  read  by  Mr.  Mclntire  from 
Mr.  Barnard,  of  St  Luke's  Hospital,  in  New  York.    A  letter  re- 
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ceived  from  the  Sanitary  Superintendent  of  the  Board  of  Health  of 
the  city  of  New  York  was  read  by  the  Secretary.  Adjourned  at 
1.30  P.  Bi,  nntU  Monday,  December  15,  1873,  at  9  A.  M.,  to  meet  in 
the  Green  Boom,  by  consent  of  all  partie% 

A  meeting  of  the  Board  was  held  at  the  Green  Eoom  of  the  State 
House  on  Monday,  December  15,  1873,  at  9  a.  m.  Present  at 
that  hour:  Messrs.  Bowditch,  Webster,  Newhall,  Hoadley,  and 
Derby.  Mr.  Frothingham  arrived  at  9.14  o'clock.  Dr.  Davis  ar- 
rived at  10.15  o'clock.  The  following  witnesses  were  examined  : 
John  H.  Rapp,  Michael  B.  Crowe,  William  G.  Carson,  George  0. 
Brastow,  Estes  Howe,  Isaac  Bradford,  John  M.  Merrick.  At  1 
o'clock,  P.  M.  the  Board  adjourned  to  meet  in  the  Green  Boom  of  the 
State  House  on  Friday,  December  19,  1873,  at  9  A.  M. 


A  meeting  of  the  Board  was  held  at  the  State  House  on  Friday, 
December  19,  1873,  at  9  A.  M.  Present  at  that  hour:  Messrs. 
Bowditch,  Newhall,  Hoadley,  and  Derby.  Mr.  Webster  arrived  at 
9.07  o'clock.  Mr.  Frothingham  arrived  at  9.10  o'clock.  The 
following  witnesses  were  examined:  Charles  W.  H.  Moulton, 
Harvey  George,  Curtis  Davis,  James  D.  Greene,  Edward  K 
Richards,  Charles  J.  Adams,  James  Alexander,  J.  Warren  Mer- 
rill, Dr.  Eben  Jackson,  Brad.  K.  Throckmorton,  Henry  0.  Houghton, 
Patrick  McCabe,  Henry  C.  Lincoln,  David  M.  Oliver,  Luther  P. 
Wiggin,  Columbus  Tyler,  James  Gould.  Dr.  Davis  arrived  at  10.10 
o'clock.  The  counsel  for  J.  P.  Squire  &  Co.  presented  statistics 
of  population  and  of  taxable  property  of  Cambridge  and  Somer- 
ville.  The  counsel  for  the  petitioners  presented  a  copy  of  pro- 
ceedings of  City  Councils  of  Cambridge  in  1872.  At  1  o'clock,  p.  M., 
the  Board  adjourned  to  meet  at  the  State  House  on  Saturday,  De- 
ecember  20,  1873,  at  9  A.  m. 

A  meeting  of  the  Board  was  held  at  the  State  House  on  Satur- 
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day,  December  20, 1873,  at  9  A.  m.  Present  at  that  hour :'  Messrs. 
Bowditch,  Newhall,  Webster,  Hoadley,  and  Derby.  Mr.  Frothing- 
ham  arrived  at  10  o'clock  Dr.  Davis  arrived  at  10.10  o'clock. 
The  following  witnessest  were  examined :  Horatio  G.  Parker, 
George  Upton,  Everett  L.  Colson,  Eben  N.  Horsford,  Thomas  Cun- 
ningham, Hamlin  B.  Harding,  Watson  B.  Hastings,  Nathaniel 
Jackson,  William  Bliss,  Edward  Kendall,  Knowlton  S.  Chaffea 
Mr.  Webster  of  the  Board  read  some  extracts  from  a  Keport  on  ren- 
dering in  the  city  of  Providence,  made  by  Dr.  Snow  of  that  city. 
At  1.15  p.  M.  the  Board  adjourned  to  meet  at  the  State  House  on 
Monday,  December  22,  1873,  at  9  A.  M. 

A  meeting  of  the  Board  was  held  at  the  State  House  on  Monday, 
December  22,  1873,  at  9  A.  M.  Present  at  that  hour:  Messrs. 
Bowditch,  Webster,  Frothingham,  Newhall,  and  Derby.  Mr.  Hoad- 
ley arrived  at  9.15  A.  M.  Th^  Secretary  was  absent  from  the  room 
for  twenty-five  minutes  to  allow  him  to  obey  a  summons  from  the 
Supreme  Court.  This  absence  was  from  12.15  until  12.40  P.  M.  Mr. 
Frothingham  acted  as  Secretary  during  the  absence  of  Dr.  Derby. 
The  following  witnesses  were  examined ;  J.  G.  Chase,  J.  E.  N. 
Squire,  John  L.  Porter,  William  M.  Richings,  John  McSorley,  Perry 
Clark,  John  H.  Stevens,  John  P.  Squire,  Charles  E.  Avery,  Eobert 
L.  Sawin,  Samuel  W.  McDaniel,  B.  Joy  JefiHes,  George  R.  Brine, 
S.  P.  Sharpies.  Mr.  John  H.  Stevens  presented  a  plan  of  a  new 
trap  for  drains.  The  counsel  for  J.  P.  Squire  &  Co.  presented  a 
Parliamentary  Report,  1873,  concerning  slaughter-houses  in  Lon- 
don. Mr.  S.  P.  Sharpies  presented  an  analysis  of  dried  ipud  from 
Miller's  River  basin.  Mr.  S.  P.  Sharpies  presented  a  correspondence 
between  himself  and  Professor  Chandler  of  the  Board  of  Health  of 
New  York,  in  August,  1873.  At  1.10  P.  M.  the  Board  adjourned  to 
meet  on  Tuesday,  December  23,  1873,  at  9  A.  M. 

A  meeting  of  the  Board  was  held  at  the  State  House  on  Tuesday, 
December  23, 1873,  at  9  A.  M.    Present  at  that  hour :  Messrs.  Bow- 
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ditch,  Hoadley,  Frothingham,  Newhall,  Webster,  and  Derby.  Dr. 
Davis  arrived  at  10.10  A.  m.  The  following  witnesses  were  ex- 
amined: Samuel  H.  Durgin,  Isaac  Sweetzer,  William  H.  Kent, 
Thomas  Dana,  Gteorge  L.  Mitchell,  Eobert  Willard,  A.  Winthrop 
Hastings,  Joseph  Magoim,  Charles  E.  Munroe,  John  P.  Squire. 
Counsel  for  petitioners  presented  an  article  by  Dr.  .Marcy,  pub- 
lished  in  the  "Boston  Medical  and  Surgical  Journal,"  June  12, 
1873 ;  also,  a  record  of  the  Board  of  Health  of  Cambridge,  July 
16,  1873,  and  July  23,  1873 ;  also,  a  record  of  the  Board  of  Health 
of  Somerville,  August  25, 1878 ;  also,  a  letter  and  report  from  the 
Board  of  Health  of  Cleveland,  Ohio ;  also,  a  letter  from  an  OflScer 
of  Health  of  the  city  of  Baltimore ;  also,  a  letter  from  an  Office*  of 
Health  of  the  city  of  Chicago ;  also,  a  letter  from  Professor  Chand- 
ler of  New  York,  published  in  the  "Boston  Daily  Advertiser," 
September  1,  1873;  also,  a  letter  from  Professor  Chandler,  dated 
December  16, 1873,  to  Mr.  A.  Winthrop  Hastings.  At  1  P.  M.  the 
Board  adjourned,  to  hear  the  arguments  of  counsel,  until  Monday, 
December  29, 1873,  at  10  a.  m. 


A  meeting  of  the  Board  was  held  at  the  Green  Room  of  the  State 
House,  on  Monday,  December  29,  1873,  at  10  a.  m.  Present  at 
that  hour:  Messrs.  Bowditch,  Hoadley,  Frothingham,  Webster, 
KewhaU,  and  Derby.  Dr.  Davis  arrived  at  10.20  a.  m.-  The  Secretary 
stated  that  he  desired  to  place  on  record  the  presentation  of  the  fol- 
lowing documents  to  the  Board :  1.  A  memorial  of  the  Board  of 
Trade  of  the  city  of  Boston,  with  a  memorandum  of  the  exports  of 
provisions  and  grain  from  the  port  of  Boston,  in  1872  ;  2.  A  record 
of  the  winds  at  East  Cambridge  during  the  autumn  and  a  part  of 
the  summer  of  1873,  kept  imder  the  direction  of  J.  P.  Squire  & 
Co. ;  3.  A  document  relating  to  the  sewerage  of  Glasgow,  Scotland  ; 
4  A  record  of  the  winds  kept  by  R  T.  Paine.  The  Secretary  called 
the  att€ntion  of  counsel  and  of  all  parties  interested  to  the  fact  that 
several  documents  (a  list  of  which  was  read)  had  been  formally 
offered  during  the  progress  of  th^  hearing,  but  had  not  been  placed 
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in  the  actual  keeping  of  the  Board,  and  were  not  now  in  their  pos- 
session. The  counsel  for  J.  P.  Squire  &  Co.  presented  a  letter  from 
William  L!  Bradley.  The  counsel  for  the  petitioners  presented  a 
letter  from  Professor  Winlock,  of  the  Cambridge  Observatory.  Mr. 
Muzzey  then  addressed  the  Board  in  behalf  of  J.  P.  Squire  &  Co. 
Mr.  Mclntire  then  addressed  the  Board  in  behalf  of  the  petitioners. 
At  1.30  P.  M.  the  Board  adjourned. 


Boston,  January  7, 1874. 

I  hereby  certify  that  the  foregoing  is  a  true  copy  of  the  record  of 
the  State  Board  of  Health  in  so  far  as  it  relates  to  the  hearing 
upon  the  petition  of  J.  M.  Tyler,  et  cU.,  against  J.  P.  Squire  &  Co., 
and  I  also  certify  that  the  record  of  the  proceedings  of  each  day  was 
read  and  approved  at  the  next  meeting. 

Attest, 

GEORGE  DERBY,  M.  D., 
Secretary  of  the  State  Board  of  Health. 


[From  the  Record  of  the  State  Board  of  Health.] 

The  following  letter  to  the  Mayor  and  Board  of  Health  of  Som- 
erviUe  was  sent  on  the  17th  of  September,  1873. 

Gentlemen,  —  Your  communication  to  the  State  Board  of  Health  in 
relation  to  the  establishment  of  John  P.  Squire  &  Co.,  in  Cambridge  and 
Somerville,  and  the  establishments  in  Somerville  of  the  Boynton  Packing 
Company,  the  packing-house  of  Lincoln  and  Chamberlain,  the  slaughter- 
house of  J.  O'Brien,  the  rendering  establishment  of  Charles  O'Neil,  and 
the  establishment  of  Charles  H.  North  &  Co.,  was  duly  received  on  the 
11th  instant,  and  was  presented  on  the  following  day,  at  a  meeting  of  the 
Board.  You  request  the  Board  to  "visit  and  inspect  t^ose  establish- 
ments, and  to  take  such  action  as  in  its  judgment  will  be  most  for  the 
interest  of  the  public."  Upon  proper  application  and  proofs,  this  Board 
will  exercise  its  full  authority  over  any  or  all  of  these  establishment^  en- 
gaged in  what  are  known  as  noxious  or  offensive  trades,  but  this  author- 
ity is  derived  from  the  Statute  of  1^71,  Chapter  167,  and  is  limited  by 
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the  terms  of  the  statute.  By  the  second  section  of  that  chapter,  this 
Board  has  the  power,  if,  in  their  judgment,  the  public  health  or  the  pub- 
lic comfort  and  convenience  shall  require,  to  order  any  person  or  corpora- 
tion carrying  on  any  noxious  or  offensive  trade  in  any  town  or  city  of 
more  than  four  thousand  inhabitants  to  desist,  and  cease  from  carrying 
on  such  trades  in  such  places ;  and  such  order,  if  not  obeyed  by  the  per- 
son or  corporation  against  whom  it  is  issued,  may  be  enforced  by  the 
Supreme  Judicial  Court.  But  it  is  specially  provided  by  the  statute, 
that  on  any  application  to  said  Board  to  exercise  the  powers  in  this  sec- 
tion conferred  upon  them,  a  time  and  place  for  hearing  the  parties  shall 
be  assigned  by  said  Board,  and  due  notice  thereof  given  to  the  party 
against  whom  the  application  is  made,  and  the  order  before  provided 
shall  only  be  issued  after  such  notice  and  hearing.  You  do  not  ask  the 
Board  to  exercise  the  powers  conferred  upon  it  by  this  statute,  but  say 
that  it  would  seem  that,  by  those  skilled  in  such  matters,  means  could 
be  devised,  of  much  diminishing,  if  not  wholly  abating,  the  evils  and 
nuisances  complained  of. 

This  Board  might,  as  you  request,  visit  and  inspect  the  establishments 
named  ;  but  it  would  have  no  power  whatever  to  enforce  any  directions 
or  recommendations  it  might  give  to  the  offending  parties.  The  Board 
has  no  legal  authority  to  direct  in  what  manner  or  in  what  place  parties 
shall  carry  on  their  business.  Eesponsibility  for  the  manner  in  which 
trades  known  as  noxious  or  offensive  arc  carried  on  does  not  rest  with 
the  State  Board  of  Health.  Those  engaged  in  such  trades  can  insure 
themselves  against  our  orders  by  so  conducting  their  business  that  it 
shall  not  interfere  with  the  public  health,  comfort,  or  convenience.  If 
not  noxious  or  offensive,  the  State  Board  of  Health  has  no  power  to 
interrupt  th6ra.  If  noxious  or  offensive,  they  are  liable  to  be  ordered  to 
cease  and  desist.  This  Board  is  always  ready  to  give  information  and 
advice  to  whoever  may  ask  it,  but  they  know  of  no  apparatus  or  method 
from  the  use  of  which  will  ensue  the  absence  of  offensive  odors.  The 
success  of  all  such  plans  depends  on  the  intelligence  and  skill  with  which 
they  are  managed.  In  view  of  the  very  general  complaints  during  the 
summer  of  1872,  and  of  the  great  importance  of  the  business  carried  on 
at  East  Cambridge  and  Somerville,  not  only  to  its  proprietors,  but  to  the 
Burrounding  population,  and  to  the  commerce  of  the  State,  a  special  visit 
was  made  on  the  13th  of  June  last,  by  order  of  the  Board,  to  the  largest 
establishment  on  Miller^s  River,  and  the  great  importance  of  avoiding 
all  offence  during  the  present  summer  to  the  people  of  the  neighboring 
cities  and  towns  was  stated  by  the  Secretary.  The  Board  could  do  no 
more  than  this  at  the  present  time.  It  would  seem,  therefore,  to  be 
useless  to  again  visit  and  inspect  those  places  with  a  view  merely  of 
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giving  directions  or  advice  as  to  the  manner  in  which  the  business 
therein  shall  be  hereafter  conducted.  The  unauthorized  and  voluntary 
interference  of  the  Board  would,  in  our  judgment,  be  wholly  unavailing 
toward  the  aeoomplishment  of  the  object  you  have  in  view  ;  but  if  you 
wiU  present  application  for  the  exercise  of  our  legitimate  authority  over 
the  offending  parties,  we  will,  as  in  the  case  of  all  similar  applications 
which  have  been  received,  order  an  early  l^earing,  in  conformity  with  the 
statute,  and  will  take  such  action  thereon  as  the  evidence  will  justify. 
In  behalf  of  the  State  Board  of  Health, 

Very  respectfully  yours, 

(Signed)  GEORGE  DERBY,  Secretary, 

BosTOir,  September  17, 1873. 


TESTIMONY  FOR  THE  PETITIONERS. 


TESTIMONY  FOR  PETITIONERS. 


FIRST    DAY. 

I>eeemb«r  1,  18T3. 

The  hearing  before  the  State  Board  of  Health  on  a  petition  of 
citizens  of  Cambridge  against  the  Slaughtering  and  Bendering 
Establishment  of  Messrs.  John  P.  Squire  &  Co.  was  opened  on  Mon- 
day morning,  December  1, 1873.  Charles  J.  McTntire,  Esq.,  appeared 
for  the  petitioners ;  and  Hon.  E.  H.  Derby  and  Henry  W.  Muzzey, 
Esq.,  for  Messrs.  J.  P.  Squire  &  Co.  The  communication  of  the 
petitioners  and  the  notice  served  upon  Messrs.  J.  P.  Squire  &  Co. 
were  read  by  the  Secretary.  The  Chaii*man  of  the  Board  then  asked 
if  the  petitioners  were  ready  to  be  heard. 

Mr,  JfcIrUire,  The  defendants  are  not  here  personally.  I  do  not 
wish  to  proceed  against  them  if  my  brother  thinks  they  will  be  here 
soon. 

Mr,  Muzzey,  I  do  not  object,  Mr.  Chairman,  for  the  reason  that  the 
defendants  are  not  here  personally  ;  but  I  desire  to  ask  whether  a  record 
of  the  attendance  of  the  Board  is  kept. 

The  Chairman,     Yes,  sir,  always. 

Mr,  Muzzey,  Then,  sir,  I  desire,  in  order  that  we  may  lose  no  rights  in 
this  case,  now  formally  to  object  to  proceeding  with  this  hearing  except 
in  the  presence  of  the  full  Board,  and  ask  that  this  objection  may  go  upon 
your  record. 

The  Chairman,     Will  you  put  that  in  writing  1 

Mr,  Muzzey,     Yes,  sir. 

The  Chairman.  I  don't  know  that  the  preparation  of  that  document 
will  necessarily  detain  us  from  going  forward. 

Mr,  Muzzey,  I  understand  that  my  objection  is  overruled,  and  that 
the  Board  proceeds  with  the  hearing  1    * 

The  Chairman.     Yes,  sir.     Are  there  any  witnesses  here  1  ; 
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Mr,  Mclntire,  Your  Honors,  there  is  one,  if  there  are  not  two,  wit- 
nesses present.  It  beipg  election  day  in  Cambridge,  I  suppose  that  they 
are  detained.  They  will  undoubtedly  be  here  soon,  or  perhaps  we  can 
go  on  with  what  we  have.  So  that  no  objection  may  interfere  with  this 
hearing,  if  your  Honors  think  the  other  members  of  your  Board  will  be 
present,  I  would  prefer  to  wait,  if  it  is  only  for  a  short  time. 

Mr,  Derby.  With  regard  to  the  objection  made  that  the  full  Board  is 
not  present,  your  Honors  said  when  it  was  first  made  that  you  would 
proceed  1 

The  Chairman,  Certainly;  the  protest  can  be  made,  and  it  will  be 
entered  upon  our  records. 

Opening  Argument  for  thb  Petitioners  bt  Charles  J.  McIntire,  Esq. 

Mr,  McIntire,     Then,  as  we  have  one  or  two  witnesses,  perhaps  we  had 
better  go  on.     Perhaps  I  had  better  state  our  reasons  for  presenting  this 
petition,  and  what  we  propose  to  prove  in  relation  to  this  establishment. 
It  is  a  fact  that  is  not  denied,  I  believe,  by  the  defendants  themselves, 
that  in  the  neighborhood  that  is  called  Miller's  Hiver,  or  those  basins 
which  constitute  Miller's  River  Basin,  there  exists,  and  has  existed  for  a 
considerable  period  of  time,  an  intolerable  nuisance,  affecting  the  health, 
property,  and  comfort  of  the  citizens  who  live  near  there ;   and  that 
nuisance  has  been  spreading  and  increasing  from  year  to  year,  so  that  a 
year  ago  it  became  so  intolerable  that  the  citizens  rose  en  masse  in  ^  that 
part  of  Cambridge  called  East  Cambridge,  held  an  indignation  meeting, 
and  resolved  to  go  before  their  City  Board  of  Health  against  a  nuisance 
which  was  within  their  own  limits,  namely,  a  portion  of  this  manufactory, — 
the  other  places  that  we  have  brought  before  you  being  all  in  Somerville 
with  the  exception  of  Reardon's,  about  one  fifth  of  the  Squire  manufactory 
being  in  the  city  of  Cambridge.     They  resolved  to  go  before  their  own 
City  Board  of  Health  and  endeavor  to  abate  the  nuisance.     They  went 
there  and  had  a  long  and  protracted  hearing,  and  fully  established,  as 
the  Report  of  the  City  Board  of  Health  shows,  that  we  made  out  our  case. 
But  it  was  so  late  in  the  year,  and  the  Board  of  Health  being  somewhat 
interested,  one  of  the  members  having  been  convicted  before  your  Honors 
of  committing  the  same  nuisance  since  then,  that  nothing  was  done,  ex- 
cept some  recommendations  as  to  carrying  on  certain  parts  of  the  busi- 
ness.    Thus  it  went  on  till  last  summer,  when  the  smell  increased.     One 
evening,  the  31st  of  July  I  think  it  was,  about  ten  o'clock  in  the  evening, 
there  came  up  a  most  intolerable  smell,  and  all  the  citizens  were  aroused 
and  awakened.     Meetings  were  called.     One,  held  at  the  Ward-Room, 
calling  upon  citizens  who  were  inclined  to  abate  whatever  nuisances  ex- 
isted, was  taken  possession  of  by  people  who  were  employed  by  a  certain 
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gentleman,  their  own  chairman  was  elected,  and  nothing  was  dona. 
Another  meeting,  called  a  few  nights  later,  was  held ;  a  committee  was 
appointed  with  full  power  to  look  into  the  cause  of  the  nuisance,  and, 
make  such  a  report  to  the  citizens  as  they  deemed  proper.  This  com- 
mittee worked  long  and  hard,  and  with  consideration  for  every  one.  Thej 
examined  these  several  establishments  that'  they  have  presented  to  you, 
have  been  in  them  night  and  day,  and  have  come  to  the  conclusion  that 
from  them  arises  the  nuisance  of  which  the  citizens  complain.  And 
when  you  asked  us  which  one  we  should  try  first  (for  they  could  not  all 
be  tried  together),  we  selected  the  petition  against  the  defendants,  be- 
cause we  deemed  it  to  be  the  largest,  the  wealthiest,  the  most  powerful, 
and  the  representative  of  all  the  rest,  —  the  only  one  that  is  spoken  of 
when  this  nuisance  is  mentioned.  We  can  show  your  Honors  that  great 
numbers  of  hogs  are  brought  io  this  establishment  every  week  in  the 
year.  I  think  during  the  summer  months  there  are  some  1,500  hogs 
daily  slaughtered  at  this  establishment.  We  can  show  that  the  bring- 
ing of  these  hogs  in  the  cars  in  hot  weather  is  in  itself  (the  smell  arising 
firom  the  hogs  so  long  confined  in  the  cars)  a  most  intolerable  nuisance. 
These  hogs  are  brought  upon  the  Grand  Junction  Railroad  and  landed  on 
Cambridge  Street,  in  the  rear  or  by  the  side  of  Mr.  Squire's  factory,  in 
car-loads.  When  they  come  in,  and  when  they  are  driven  out,  the  scent 
from  these  hogs  will  permeate  the  atmosphere  for  half  a  mile.  And  al- 
though the  defendants  say  that  they  can  remedy  most  of  their  evils,  we 
do  not  know  that  they  have  as  yet  shown,  or  can  show,  that  they  can  be 
remedied.  We  can  show  you  that  large  quantities  of  fat  are  tried  out  in 
open  kettles,  and  that  the  bad  stencR  and  foul  gases  arising  from  these 
open  kettles,  —  and  we  will  have  perhaps  some  chemical  testimony  which 
will  show  .it,  —  that  the  gases  arising  from  these  open  kettles  will  color 
test  papers. 

We  can  and  will  endeavor  to  show  that  in  large  close  tanks  dead  hogs 

and  refuse  matter  of  hogs  that  have  been  killed  are  placed  and  boiled 

up,  and  the  grease  or  oil  extracted,  and  that  the  stench  which  comes 

from  it  is  thrown  off  into  the  atmosphere,  although  there  are  pretensions 

tbat  it  is  run  off  into  the  water.     Since  then  I  think  an  apparatus  has 

been  put  in  by  which  they  claim  to  bum  this  smell.     But  singularly 

enough,  the  same  apparatus  was  put  in  operation  on  the  dlst  of  July. 

The  Board  of  Aldermen  of  Cambridge  as  a  Board  of  Health  were  invited 

to  visit  it,  and  did  so.     They  retired  about  half  an  hour  before  this  terri- 

We  smell  came  up  that  colored  the  houses  for  an  area  of  half  a  mile,  — 

colored  them  deeply  and  darkly.     Whether  it  was  from  the  effect  of  the 

nwchine  with  which  they  claim  to  do  away  with  those  gases  or  not  we 

CMmot  say.     We  simply  present  these  facts.     We  can  show  you  that 
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quantities  of  dead  matter  are  thrown  into  the  wat«r  there ;  the  wash- 
ings from  the  hogs  and  the  water  from  the  "scalding-tank,"  as  it  is 
called,  bearing  with  it  all  the  scurf  and  hair  that  falls  from  fifteen  hun- 
dred hogs  when  they  are  scalded,  has  been  thrown  into  the  stream,  and 
that  it  has  been  done  since  the  establishment  has  been  running.  We 
will  show  you  that  the  stench  from  what  is  called  the  gut-room,  where 
the  intestines  are  cleansed,  is  most  intolerable,  and  that  there  is  no  rem- 
edy hardly  for  that  Wo  can  think  of  no  remedy.  In  fact,  we  can 
show  that  the  whole  establishment,  although  it  is  kept  as  clean  as  such 
an  establishment  can  be  kept,  is  such  a  nuisance  that  it  ought  not  to  be 
tolerated  in  the  midst  of  a  thickly  settled  community  such  as  that  is. 
Now  the  defence  always  has  been,  wlien  anything  has  been  said  in  re- 
gard to  this  nuisance,  that  it  comes  from  the  river  and  the  basins,  —  all 
these  odors  and  gases  arise  from  the  basins,  and  not  from  this  establish- 
ment. Admitting  that  in  former  times  certain  quantities  of  animal 
matter  were  thrown  into  the  basins,  and  claiming  that  a  large  amount  of 
sewage  has  been  turned  into  them,  they  say  that  filling  the  basins  will 
remedy  all  these  evils.  We  will  endeavor  to  show  you  that  it  will  not ;  that 
the  basin  and  the  nuisance  which  arises  from  the  basin  itself  is  simply 
one  of  the  effects  of  the  nuisance  itself,  and  not  a  cause,  —  simply  one 
of  the  effects ;  and  the  other  effects  we  will  show  you  to  be  the  discom- 
fort of  citizens,  and  the  serious  retarding  of  sick  and  convalescent 
patients. 

I  do  not  know  that  T  need  make  any  very  extended  opening.  I  think 
the  whole  that  we  can  prove  is  embodied  in  what  I  have  said.  I  think 
wo  ctin  make  out  a  perfect  case ;  aud  I  will  say  that  what  we  ask  is  not, 
as  your  power  as  a  Board  enables  you  to  do,  to  put  your  strong  hand 
upon  this  establishment  immediately,  and  tell  them  to  close  up  right 
away,  for  we  can  stand  the  nuisance  for  a  short  time  to  accommodate 
them  in  seeking  another  and  more  fitting  place  to  carry  on  this  business. 
All  we  ask  is,  that,  after  hearing  our  testimony,  if  we  establish  our  case 
as  we  claim  we  can,  you  tell  them  that  within  a  certain  time,  which 
your  Honors  can  of  course  come  to  a  conclusion  upon,  that  they  will  have 
•sufficieut  time  to  remove  in,  and  that  they  may  remove  to  some  more  fitting 
•place  if  they  choose,  where  they  may  carry  on  their  establishment.  I 
have  a  few  witnesses  here,  whom  I  will  call  now  if  your  Honors  are  ready 
to  hear  them.  Your  Honors  requested  me  to  have  a  map  here,  showing 
the  situation  of  these  slaughter-houses.  I  will  say  that  we  have  received 
a  map  used  by  the  Joint  Commission,  prepared  by  Mr.  Phineas  Ball,  and 
it  is  here  for  your  examination. 

After  the  map  had  been  examined,  the  Chairman  said,  You  may 
now  proceed  with  your  witnesses. 
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Tbstimont  op  Samuel  SLocuMa 

Que^ion  {by  Mr,  Mclntire),  Do  you  reside  in  Cambridge  1  Ansvoer, 
Yea,  sir. 

Q.  In  what  part  of  Cambridge  do  you  live?  A,  At  No.  73  Otis 
Street. 

Q,  You  have  been  agent  of  the  Boston  Glass  Company  for  some  thir- 
teen years,  and  are  now  treasurer  of  the  Savings  Bank  1     A,    Yes,  sir. 

Q.  How  near  do  you  live  to  the  establishment  of  Messrs.  J.  P.  Squire 
&  Co  t    A.   1  should  think  about  a  third  of  a  mile. 

Q,  Have  you  ever  detected  any  of  the  different  odors  which  fc-ise  from 
the  locality  where  the  Squire  establishment  is  situated?     A,  Yes,  sir. 

Q,  Will  you  describe  these  odors,  or  tliat  odor  as  nearly  as  you  can, 
and  if  there  are  different  descriptions  of  odors,  give  them?  A.  Nearly 
all  the  odors  that  1  smell  have  been  sometimes  of  the  scalding  of  hogs 
and  sometimes  of  the  live  hogs  themselves,  also  of  fat. 

Q,  You  say  that  you  smelt  something  like  hogs  themselves,  and  some- 
thing like  the  scalding  of  hogs.  Was  there  any  other  smell  that  you  de- 
tected %  A.  Yes,  the  trying  of  fat  mixed  with  it.  The  odors  come  a 
great  deal  stronger  at  some  times  than  nt  others. 

Q.  Are  those  all  of  the  different  smells  that  you  detect  ?  Do  you  de- 
tect this  dock  smell  that  they  talk  of?  A,  I  have  when  I  have  been 
near  the  dock. 

Q,  These  smells  that  you  have  just  described  you  smell  at  your  house,^ 
if  I  understand  you?    A,   Yes,  and  in  that  vicinity. 

Q,  How  far  away  from  the  establishment  of  Messrs.  J.  P.  Squire  k  Co. 
have  you  detected  them  %  A,  1  have  detected  the  smells  on  Prospect 
Street  and  Cambridge  Street,  and  near  Main  Street  in  Cambridgeport, 
nearly  as  far  as  Harvard  Street. 

The  Chairman,     How  far  is  that  ? 

Mr,  Mclwtire,     About  three  quarters  of  a  mile. 

Mr,  Slocumb.     I  have  lived  in  Cambridge  ever  since  I  was  a  boy. 

Q,  How  long  since  Mr.  Squire  established  himself  on  the  basin  ?  A: 
I  should  think  about  eighteen  years. 

Q.  At  that  time  what  was  that  basin  and  what  was  this  whole  estuary 
called  Miller's  River?  What  was  its  condition  at  the  time  that  he  estab- 
lished himself  there ^  A,  It  was  clean,  and  I  never  smelt  anything  very 
bad  there  for  years. 

Q,  Were  there  any  other  establishments  on  it  when  he  established 
himself  there  ?  il.  I  do  not  know  whether  there  was  or  not.  If  there 
were,  they  did  not  smell. 

Q.  At  any  time  when  you  detected  these  smells  did  you  trace  them 
up  to  their  source?  A.  I  got  this  fall,  or  perhaps  the  last  of  the  sum- 
mer, a  very  severe  smell  one  night,  and  I  went  with  some  other  gentle- 
men to  see  if  we  could  find  what  establishment  it  came  from. 

Q,  Who  were  with  you?  A.  Mr.  Magoun,  Mr.  Hastings,  and  I  don't 
know  whether  there  was  anybody  else  or  not. 

Q,  At  what  time?  A,  I  should  say  that  we  started  out  at  about 
seven  or  half  past.  The  strong  odor  we  found  occurred  from  six  to  half 
past  six. 

Q,  What  was  the  odor  you  detected  that  evening  ?  A,  The  smell  of 
dead  hogs  and  melting  lard  mixed. 
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Q,  Well,  you  say  that  you  traced  it.  Will  you  explaiu  where  you 
went,  what  you  did,  and  what  you  saw?  A,  I  think  we  went  down 
Fourth  Street  as  far  as  Crore  Street,  and  then  walked  up  Gore  Street. 
Well,  in  going  down  Fourth  Street,  when  we  got  near  Broad  Street,  we 
seemed  to  pass  out  of  the  current  of  the  smell.  We  walked  up  on  Gore 
Street,  and  after  we  had  walked  up  there  a  piece  we  came  again  into  the 
current.  We  passed  up  hy  Mr.  Squire's,  and  went  in  between  the  blocks 
and  the  Grand  Junction  Railroad.  As  we  went  by  Mr.  Squire's,  or  after 
we  passed  his  place,  the  smell  was  not  nearly  as  strong.  There  was  scone 
little  smell  coming  from  North  <b  Merriam's. 

Q.  If  4  understand  you,  you  say  that  you  commenced  to  go  towards 
Mr.  Squire's  in  the  smell  As  you  proceeded  you  passed  out  of  the  cur- 
rent.    A.    Yes. 

Q,   And  then  got  into  it  again  1    A,   Yes. 

Q.  Did  you  go  into  Mr.  Squire's  establishment  that  eyening  ?  A,  We 
did. 

Q,  What  did  you  see  there  1  A.  They  were  trying  lard,  I  think,  in 
five  open  kettles,  and  I  believe  there  was  one  close  tank  in  operation.  I 
forget  whether  they  were  running  it  or  not.     I  think  they  were. 

Q,  In  these  five  kettles,  in  which  they  were  trying  lard,  did  you  de- 
tect any  odor  1  A,  The  odor  of  lard ;  and  one  kettle,  I  thought,  smelt  a 
little  stronger  than  the  rest. 

Q.  What  else  did  you  see  there  at  that  time?  A.*  I  went  into  the 
slaughtering-house,  and  there  were  some  little  entrails  of  hogs  lying  upon 
the  floor.  There  was  some  smell,  as  there  would  be  in  a  slaughtering- 
bouse,  similar  to  what  we  found  out  of  doors.  It  smelt  considerably ; 
not  a  very  agreeable  smell  to  me.  We  went  to  where  his  scalding-tank 
was,  and  found  that  it  had  been  emptied.  We  inquired  of  the  men  at 
what  time  it  was  run  off,  and  one  of  them  said  it  was  run  off  into  the 
river  at  half  past  six.  It  was  the  time,  as  near  as  I  could  judge,  that  we 
received  the  very  severe  smell  that  evening,  and  which  obliged  us  to  shut 
our  windows  down  at  once.  I  have  been  waked  up  several  times  by  the 
same  smell. 

Q,  What  did  these  smells  that  you  have  been  waked  up  by  in  the 
middle  of  the  night  produce  1  Did  they  produce  any  effect  upon  your 
house,  or  your  ware  in  your  house  ?  A.  They  discolored  the  house.  I 
think  my  house  has  never  been  much  discolored.  I  live  in  a  double 
house.  There  are  two  houses  on  my  side,  and  one  on  the  other  side, 
that  we  have  charge  of,  that  have  been  discolored. 

Q.  That  is  how  far  away  1  A,  Certainly  a  third  of  a  mile.  Perhaps 
a  little  more. 

Q.  Do  you  know  whether  that  house  was  discolored  before  the  night 
of  the  31  St  of  July  last?  A.  It  was;  a  year  before.  Mrs.  Hudson's 
house  was  also  discolored. 

Q.  Have  you  had  occasion  to  pass  up  and  down  Medford  Street,  which 
is  on  the  other  side  of  the  basin,  towards  Somerville  1     A,   Yes,  sir. 

Q.  Did  you  detect  any  odor  there  ?  and  if  so,  what  was  it  ?  Describe 
it.     A.    You  mean  this  year  ? 

Q.  I  mean  at  any  time,  as  late  as  you  please.  A.  The  odor  of  the 
principal  basin,  where  they  used  to  have  a  gut  through  Medford  Street, 
has,  for  several  years,  smelled  considerably  as  you  passed  it. 

The  Chairman.   What  odors  do  you  find  there  t    ^.  A  portion  of  it  is 
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a  dock  smelly  and  appears  to  be  rather  the  smell  of  hogs  and  pork,  and 
such  kind  of  things  mixed  together. 

Q,  Will  jou  please  describe  that  building  in  which  the  hogs  are  kept  ? 
A,  It  was  a  building  from  forty  to  iifty  feet  wide,  and  three  hundred  feot 
long,  and  is  some  fifty  feet  or  more  from  the  railroad. 

Of    How  many  stories  high  1     A,    Three,  I  think. 

Q.    Have  3'ou  ever  been  in  that  building?     A.    I  have  been  in  it. 

Q.  Do  you  know  whether  hogs  are  kept  in  each  story  1  -4.  I  have 
seen  hogs  kept  in  two  stories,  and  I  think  in  three. 

Q.  Whether  there  are  any  windows  opening  out  into  the  open  airl 
A,    I  think  there  are  some  windows  on  one  side. 

Q.  When  you  were  over  there,  on  Medford  Street,  did  you  detect  any 
of  the  smells  from  this  establishment  that  you  have  spoken  of  before  1 
I  think  you  spoke  of  smelling  the  basin  from  the  direction  of  this  estab- 
lishment. Did  you  detect  any  other  smells  1  A.  When  I  went  up  Med- 
ford Street,  getting  along  against  Mr.  Squire's,  I  commenced  to  smell  a 
new  one,  stronger  than  before,  some  distance  off.  Then,  passing  down 
on  the  railroad,  between  North  &  Merriam's,  there  was  less  smelL 
Then,  as  we  got  up  to  Mr.  Squire's,  some  little  distance,  the  smell  was 
stronger,  and  as  you  got  up  near  his  buildings,  it  was  not  quite  so  strong, 
—  not  nearly  so  sth>ng. 

Q.  Then  between  these  places  you  smelt  at  times  what  you  call  the 
hog  smell,  as  though  hogs  had  been  near  there.  Have  you  ever  been 
present  at  the  landing  of  hogs  there  1  A,  I  don't  recollect  being  there 
but  once,  when  there  was  a  landing  of  them  for  North  &  Merriam. 
There  was  considerable  smell  from  the  cars,  and  also  from  the  hogs  as 
they  landed. 

Q.  Have  you  ever  detected  the  scent  of  hogs  at  any  other  time^  when 
you  knew  that  hogs  were  landed  at  Squire's  place  1  A.  I  have  detected 
the  scent  of  hogs  often.  I  have  n't  been  up  there,  so  I  could  not  tell  at 
what  place  they  were  landed.  You  can  smell  them  before  they  get  there 
when  the  wind  is'  southwest.  You  can  smoU  them  as  they  go  over  the 
railroad. 

Q.  When  did  you  last  detect  that  scent  1  A.  One  Sunday  night  I 
smelt  it  very  strongly,  perhaps  six  or  eight  weeks  ago. 

Q,  You  were  a  member  of  the  committee  appointed  by  the  citizens,  I 
believe,  to  inquire  into  the  several  causes  of  nuisances.  Did  you  act 
upon  that  committee )    A.   I  did,  sir. 

Q.  What  did  you  do  in  relation  to  this  establishment  as  a  member  of 
this  committee  ?  Where  did  you  go,  and  what  did  you  see  1  A.  We 
went  nearly  all  over  the  establishment.  We  went  into  nearly  all  of  the 
upper  rooms,  where  they  were  slaughtering  and  scalding  hogs. 

Q.  Did  you  detect  any  odors,  arising  from  any  of  the  different  meth- 
ods there  1  A.  We  detected  odors  of  the  scalding  of  hogs,  which  would 
always  be  smelt  if  you  scalded  but  one. 

Q,  How  far  from  the  establishment,  before  you  enter  it,  can  you  detect 
that  odor  when  they  are  scalding  themi  A,  You  can  smell  it  stronger 
when  you  are  twenty  or  thirty  feet  off  than  when  you  are  in  the  estab- 
lishment. 

Q,    How  far  away  can  you  smell  it  1    A.    1  should  think  a  mile,  sir. 

Q,  Have  you  detected  that  smell  and  then  immediately  proceeded  to 
the  establishment  %nd  found  them  killing  or  scalding)  A.  No,  sir;  I 
have  not.     I  was  never  in  the  establishment  but  a  few  times. 
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Q.  Well,  when  you  went  through  the  establishment  as  a  member  of 
the  committee,  tell  us  if  you  detected  any  odors,  and  if  you  know  their 
origin,  or  what  they  were.  A,  We  smelt  some  odors  in  the  slaughtering 
establishment  and  in  the  hog-room.  The  odor  of  chloride  of  lime  was 
very  strong ;  we  could  not  smell  anything  else.  It  was  very  thick  about 
the  floor  as  though  it  had  been  newly  sprinkled. 

Mr,  Derby,  You  detected  the  smell  of  the  lime,  did  you,  sir?  A, 
Yes,  sir. 

Q,  What  kind  of  tanks  were  those  in  operation?  A,  I  think  all  his 
open  tanks  were  not  running.  There  were  two  or  three  of  the  open 
tanks  and  one  or  two  of  the  close  tanks  in  operation.  Wo  went  in  to 
see  what  was  said  to  be  the  burning  of  the  gases  from  these  tight  tanks, 
under  the  boiler. 

Q,  Was  there  any  scent  from  these  tight  tanks  that  you  detected? 
A.   There  was  some  smell  all  over  the  buildings  in  different  parts. 

Q,  How  many  times  have  you  passed  near  the  buildings  during  the 
past  year  ?    ^.    I  should  think  a  dozen  or  fifteen  times. 

Q,  Whether  you  have  detected  any  of  these  smells,  each  of  these 
times?  A,  Sometimes  I  have  been  by  there^  and  would  not  know  that 
I  was  going  by  the  building.  At  other  times  it  would  smell  pretty 
strong. 

Q,  Was  there  any  explanation  made  to  you  by  Mr.  Squire  or  any  of 
his  partners  in  relation  to  these  tanks  and  what  was  put  into  them? 
A,  He  made  an  explanation,  but  I  don't  think  that  I  paid  attention. 
There  was  considerable  said  about  dead  tiogs  that  came  in  on  the  cars. 
They  were  put  into  the  ice  and  then  put  into  the  tanks.  But  I  did  not 
pay  much  attention  to  it  at  the  time. 

Mr,  Muzzey.    If  he  don't  know  what  was  said  to  him,  I  object. 

Q,  Did  you  hear  Mr.  Squire  testify  before  the  City  of  Cambridge  Board 
of  Health  in  relation  to  this  matter?  A,  I  did  ;  but  I  cannot  tell  what 
he  said,  more  than  a  portion  of  it. 

Q,  Do  you  remember  anything  that  he  said  in  relation  to  dead  hogs 
brought  in  on  the  cars  ?  A,  \  don't  remember  distinctly  enough  to  tell 
what  he  did  say.  I  noticed  that  in  going  through  the  buildiugs  you 
smelt  a  certain  smell  in  a  certain  department,  and  in  another  department 
you  would  find  a  smell  a  little  different.  I  remember  when  I  was  in 
thera  with  the  Board  of  Mayor  and  Aldermen,  Mr.  Whitney,  one  of  the 
Aldermen,  requested  a  man  to  take  up  a  scuttle  in  the  floor.  But  he 
soon  requested  him  to  put  it  down  again.  There  was  a  very  strong  smell 
came  up  from  that  scuttle.  That  was  in  that  building  on  the  side 
towards  his  building  on  Gore  Street,  next  the  slaughtering-house. 

Q,  What  does  this  scuttle  lead  into?  A,  It  leads  into  the  water 
below. 

Mr.  Derby,  The  smell  came  up  from  the  mud?  A,  Yes,  sir;  and 
stronger  than  I  ever  smelt  it  anywhere  else. 

Q,  Was  that  the  same  kind  of  smell  that  you  call  the  scalding  of 
hogs,  or  hog-smell?    A,   That  was  a  more  sickening  smell. 

Q.  These  different  ismells  that  you  perceive  at  your  house,  do  you 
know  that  they' have  affected  individuals?  A,  I  know  of  other  people. 
As  far  as  my  daughter  is  concerned,  she  has  got  up  unwelL  in  the  morn- 
ing from  the  effects  of  the  smclL  Mrs.  Hudson,  in  the  next  house,  told 
me  that  she  vomited  and  that  her  daughter  vomited. 
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Mr,  Derby,  That  is  certainly  irregular  evidence.  He  did  not  fix  any 
time  about  his  daughter's  getting  up  with  the  effects  of  the  smell. 

Mr,  Slocumb,   That  was  not  this  last  year.    It  was  summer  before  last 

Q,  This  last  year  did  you  have  any  of  these  night  smells  t  A.  We 
have  sometimes,  but  not  so  bad.  The  girl  that  lives  with  me  sleeps  in 
a  chamber  on  the  back  side  of  the  house,  and  she  gets  the  smell  a  great 
deal  stronger  than  I  do. 

Q,  Do  you  know  anything  in  relation  to  the  effect  of  these  gases  on 
door-plates  and  silver-ware  1     A,   They  turn  silver  black. 

Mr.  Derby.     Fix  a  place  will  you,  sir  1 

Mr.  Mclntire,  State  an  instance  that  you  know  of.  A,  1  have  for- 
gotten whether  it  was  the  31st  of  July  that  we  had  the  stink  that  they 
talked  about  so  much,  that  turned  things  perfectly  black. 

Q,   What  things  1    A.  All  silver  articles. 

Q.   In  your  house  t    A,   Yes,  sir. 

Q.  On  the  3l8t  of  July?  A,  Yes,  sir.  I  have  a  water-pitcher  that 
was  striped  very  much  like-  the  outside  of  a  house  that  has  been  made 
black  by  the  gases  there. 

Q,  Has  your  silver  been  discolored  at  any  other  time,  when  you  have 
detected  these  smells  1    A,  Yes,  sir. 

Q.  How  many  tiuies  perhaps  t  A,  Well,  a  good  many  times,  of  course, 
in  the  last  year  or  two. 

Mr.  Derby,     If  you  will  be  kind  enough  to  fix  the  night. 

Mr.  Mclntire.     He  says  a  great  many  times  within  the  past  two  years. 

Q.  How  many  times  within  the  last  summer  months)  A.  Well,  I 
could  not  tell,  because  when  there  is  a  night  comes  that  the  door-plate  or 
ware  is  discolored,  the  girl  immediately  cleans  it  up. 

Q.  Did  you  see  it  more  than  once  within  the  past  year?  A.  Yes, 
more  than  a  dozen  times  within  a  year. 

Q.  In  regard  to  unloading  of  these  hogs,  you  say  that  you  have  passed 
between  Mr.  Squire's  and  North  <&  Merriam's  when  they  have  landed 
their  hogs  there.  A.  They  run  their  cars  up  beside  the  platform,  and 
drive  the  hogs  out  on  the  platform  and  then  into  the  buildings.  I  have 
seen  the  hogs  driven  into  Mr.  Squire's.  I  don't  recollect  that  I  have  seen 
them  come  out  of  the  cars.  I  have  seen  them  driven  into  his  passage- 
way. 

Cross-Examination. 

Q.  (by  Mr.  Miizzey),  How  about  the  basins  of  Miller's  River]  You 
state  that  when  Mr.  Squire  came  and  established  himself  on  the  basin, 
there  was  nothing  of  this  kind  there.  At  that  time  were  there  any  slaugh- 
tering-houses in  the  city  1  A,  There  had  been  the  Winchester  slaughter- 
ing-house before,  but  I  think  they  did  not  do  anything  after  Mr.  Squire 
came  there. 

Q.  Up  to  nearly  the  time  when  Mr.  Squire  established  himself,  what 
had  been  the  Winchester  slaughtering-house  in  extent  for  several  years  1 
On  a  large  scale  1  Was  it  a  large  establishment)  A.  They  never 
killed  in  the  summer,  never  after  the  1st  of  Jupe. 

Q,  Will  you  please  answer  my  question  1  Was  this  an  extensive  es- 
tablishment that  Colonel  Winchester  had  there  1  A,  The  establishment 
his  father  had  there  was  extensive.  The  old  Winchester  place  had  been 
established  for  sixty  years  before  Mr.  Squire  came  and  commenced  the 
business  of  slaughtering  on  a  large  scale. 
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Q,  You  saj  there  had  been  slaughtering  of  cattle  there  for  sixty  years  % 
A.    No,  sir. 

Q.  How  many  years  1  A.  I  should  think  it  was  built  about  1818,  and 
was  carried  on  until  they  gave  it  up,  which  was  perhaps  forty  years. 

Q.  Well,  you  go  back  with  it  to  about  1818?  A,  Yes,  sir.  I  can- 
not tell  just  when  they  stopped.  I  know  they  did  not  slaughter  during 
the  summer. 

Q,  Well,  before  Mr.  Squire  came  there  the  sewers  of  Caipbridge 
were  not  emptied  into  the  basin,  were  theyl  A.  The -sewers  along 
the  borders  there  with  some  drains  ran  into  the  basin. 

Q.   These  were  private  drains,  were  they  ?    A.   Some  of  them. 

Q.  Do  you  remember  any  public  sewers  that  discharged  into  the  basin 
at  the  time  Mr.  Squire  settled  there )  ^.  1  don't  know  that  there  were 
any  sewers. 

Q.  There  have  been  many  since  that  have  discharged  into  it  from  Cam- 
bridge and  Somerville  1  A,  Shall  I  con6ne  my  answer  to  above  Third 
Street,  or  shall  I  come  down  as  far  as  Miller's  River  runs  1 

Mr.  Mxuzty,  I  want  you  to  treat  the  entire  river  from  its  upper  basin 
down  to  its  mouth  or  estuary. 

Q,  Now,  a  great  deal  of  sewerage  has  been  poured  into  this  basin,  has 
there  not,  from  Cambridge  and  Somerville  sewers  1  A,  \  don't  know  a 
great  deal  about  Somerville,  but  I  should  not  think  there  was  much  from 
Cambridge  sewers. 

Q,  Do  you  know  that  one  half  of  the  area  of  East  Cambridge  drains  into 
Miller's  River  1  A.  \  know  it  does  n't.  I  know  that  where  I  live  in 
Cambridge  it  drains  into  the  Charles  River. 

Q,  I  mean  the  part  of  East  Cambridge  which  inclines  the  other  way.  A. 
Well,  if  you  take  that,  of  course  it  does.  It  was  drained  on  to  the  marshes ; 
it  was  drained  into  Cambridge  Street,  under  where  Mr.  Squire  was. 

Q,  {by  a  member  of  the  Board),  Do  you  mean  covered  or  open  sewers  1 

Mr,  Miazey.     I  mean  covered. 

Mr,  Slocumb.  There  was  one  through  Cambridge  and  Gore  Streets 
that  discharged  upon  the  marshes  into  a  tank  at  low  water,  and  then 
afterwards  they  built  a  new  one  down  towards  East  Cambridge. 

Q.  {by  a  member  of  the  Board).  Do  you  mean  into  the  Squire  basin  1 
A.  No,  sir.  The  sewer  was  built  only  a  few  years,  and  then  it  was  open 
between  Gore  Street  and  Cambridge  Street,  and  came  to  be  nither  a 
nuisance.  Then  we  filled  it  up,  and  put  a  sewer  through  there  ten  or 
twelve  years  ago. 

Q.  {by  Mr.  Mtuzey).  Now,  for  ten  or  twelve  years  past,  has  not  one 
of  the  city  sewers  of  Cambridge  emptied  itself  into  the  Squire  basin,  under 
his  very  establishment)  A.  There  is  one  that  must  empty  very  nearly 
under  his  buildings. 

Q.  What  do  you  call  that  sewer,  Mr.  Slocumb  1  A.  I  don't  know  what 
it  i^  called. 

Q.  Is  it  called  the  Gore  Street  sewer,  do  you  think,  or  the  Cambridge 
Street  sewer  1  A.  I  don't  know  that  there  is  any  Gore  Street  sewer 
there. 

Q.  The  Gore  Street  or  Cambridge  Street  sewer,  is  n't  that  what  it  is 
called  1  Is  that  the  popular  way  of  designating  it  1  We  speak  of  the 
Sixth  Street  sewer,  the  Medford  Street  sewer,  etc.  This  is  known  as  the 
Gore  or  Cambridge  Street  sewer,  is  it  not  t    ^.  I  don't  know. 
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Q.  When  did  you  first  visit  the  establishment  of  Mr.  Squire,  in  your 
life  1  A,  Well,  that  would  be  pretty  hard  to  tell  you.  I  recollect  going 
there  some  years  ago  to  get  some  oil,  when  I  was  at  the  Glass  Works. 
That  was  perhaps  some  ten  or  fifteen  years  ago. 

Q.   When  next  were  you  there  ?    A,  It  is  impossible  for  me  to  tell. 

Q.  You  mentioned  an  occasion  about  a  year  and  a  half  ago.  Do  you 
refer  to  the  time  when  the  hearing  was  taking  place  before  the  Board  of 
Aldermen  in  Cambridge  1     ^.  It  took  place  after  that. 

Q.  Was  the  visit  you  spoke  of,  in  answer  to  Mr.  Mclntire*s  question, 
the  visit  you  made  at  that  time  ]    A.  Yes,  sir. 

Q,  Mr.  Magoun  and  Mr.  Hastings  were  with  you?  A,  Yes,  sir.  I 
will  state  the  circumstances,  so  that  you  can  understand  my  position. 
While  I  did  not  smell  these  establishments,  I  did  not  trouble  them  at 
alL     I  never  smelt  them  at  my  house,  until  year  before  last 

Q.   What  part  of  the  season )    A,   The  whole  summer. 

Q.  You  mean  the  summer  of  18721     A,   Yes,  sir. 

Q.  Previous  to  the  visit  you  made  a  year  ago  last  fall,  had  you  been, 
in  recent  years,  inside  of  the  establishment)  A.  I  don*t  recollect  going 
there  much.  I  attend  to  my  own  business  and  let  other  folks  alone.  I 
have  been  there  but  little. 

Q.  Did  you  ever  make  any  inspection  of  the  premises,  and  go  through 
the  establishment,  before  your  visit  with  Mr.  Magoun  and  Mr.  Hastings  1 
A.  No,  sir.  I  had  never  been  there  before  to  see  them  killing,  though  I 
had  seen  them  kill  in  Cincinnati. 

Q.  Since  that  time  have  you  been  within  the  establishment  1  A,  1 
have,  once. 

Q,  And  that  is  the  time  you  speak  of  1  A,  We  went  with  the  com- 
znittee  appointed  by  the  gentlemen  who  signed  this  complaint. 

Q,  When  was  that  visit  made  1  A,  Well,  I  have  forgotten.  I  should 
think  some  time  in  September  or  October  of  this  year. 

Q,  Who  accompanied  you)  A,  Mr.  Hastings,  Mr.  Magoun,  Mr.  Mun- 
roe,  and  Mr.  Sharpies. 

Q.  How  about  the  place  at  the  time  you  visited  it  this  year,^  in  com- 
parison with  the  condition  in  which  it  was  when  you  visited  it  a  year 
ago?  A.  I  should  not  think  that  there  was  any  great  change.  Perhaps 
it  was  fully  as  clean  as  it  was  the  year  before. 

Q.  Was  n't  it  cleaner  ?  A.  Well,  it  was  about  as  clean  as  you  could 
keep  this  kind  of  a  place.  You  inquired  about  Mr.  Winchester.  I 
worked  in  his  establishment  some  time. 

Mr.  Miazey,  I  am  putting  questions  to  you  that  I  want  answered. 
Don't  volunteer.  You  may  say  all  you  please  after  you  have  answered 
my  questions. 

Q.  You  say  it  was  fully  as  clean  if  not  cleaner.  In  any  other  respect, 
did  you  notice  an^  difference  or  improvement,  at  the  time  of  your  last 
Tisit?     A.   I  don't  think  there  was  any. 

Q,  Did  you  go  into  the  same  places  and  departments  that  you  visited 
before  ?     A.   Yes,  sir ;  and  more. 

Q,  Mr.  Squire  made  no  objection  to  your  going  through  the  establish- 
ment?    A.    Not  at  all. 

Q.  You  saw  all  at  the  second  visit  that  you  saw  at  your  first,  all 
and  morel  A,  I  should  think  I  did.  I  think  I  went  into  more  apart- 
ments. 
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Q.  You  were  courteously  received,  shown  through  the  establiBhment 
by  Mr.  Squire,  and  he  knew  what  you  had  come  for,  did  n't  he  1  —  He 
knew  that  you  were  a  committee  to  prosecute  him  before  the  State  Board 
of  Health  ?  —  He  made  no  objection,  and  furnished  you  with  all  the 
facilities  you  desired  for  examination  of  his  place  1     A,  Yes,  sir. 

Q.  You  speak  of  a  smell  that  you  detected  once  at  Medford  Street, 
which  you  thought  traceable  to  Mr.  Squire's  establishment  How  far  off 
from  his  establishment  could  you  perceive  the  smell?  A,  At  Prospect 
Street,  I  guess.     I  think  I  said  before  as  far  as  Harvard  Street. 

Q.  Well,  then,  take  the  comer  of  Prospect  and  Harvard  Streets.  Do 
you  mean  to  say  that  you  traced  back  the  smell  to  Mr.  Squire's  estab- 
lishment ?  A.  I  did  not  trace  it.  1  knew  it  came  from  these  slaught- 
ering establishments. 

Q,  Do  you  know  that  it  did  not  come  from  Reardon's,  or  0' Neil's, 
that  were  nearer  to  you  than  Mr.  Squire's  1  A,  Rcardon  makes  a  very 
different  smell  when  he  makes  it     It  is  a  more  severe  stink. 

Q.  How  is  it  at  0' Neil's  1  A.  I  don't  know  that  I  ever  smelt  0' Neil's 
except  when  I  was  passing  the  premises. 

Q,    Well,  where  have  you  smelt  the  smell  at  Reardon's  1    A,   J  have 
smelt  it  on  Cambridge  Street,  going  by  there ;  that  is,  I  suppose  it  ^ame 
from  there.    I  do  not  know  that  it  did.     Taking  your  idea  of  it,  I  could, 
not  know  because  I  did  not  go  and  trace  it. 

Q,  You  say  that  it  is  a  worse  stink  than  you  smell  anywhere-  else  1 
A.  I  smelt  it  when  I  went  into*  his  building,  and  also  when  I  went  on  to 
the  street. 

Q.  Well,  ho  tries,  in  open  kettles,  does  n't  he  1  A,  He  did  not  when 
I  went  there. 

Q.  What  was  he  doing  1  A,  His  kettle  was  not  running,  but  he  had 
a  tight  tank. 

Q,  Has  he  got  a  tight  tank )  A,  Yes  sir,  he  had  one  when  I  was 
there. 

Q.  How  does  O'Neil  try  1  -^  With  open  kettles  or  with  close  tanks  1 
A.  I  was  never  in  his  place  but  once,  and  that  was  last  September  or 
October. 

Q.    When  you  and  the  others  were  in  company  1    A,    Yes,  sir. 

Q.  Now,  you  speak  of  perceiving  the  hog  smell  on  the  street  Do 
you  know  that  the  hogs  that  went  to  the  Boynton  establishment  were 
driven  through  the  streets  until  about  a  month  ago]     A.   Yes,  sir. 

Q.  Those  received  by  North  &  Merriam  were  not,  and  those  received 
by  Mr.  Squire  were  not.  You  know  that  to  be  a  fact,  don't  you? 
A.  Yes,  sir.  When  I  speak  about  the  hog  smell  I  mean  on  the  railroad, 
between  North  &  Merriam's  and  Squire's. 

Q.  You  say  you  have  never  been  there  when  the^  hogs  were  driven 
into  Mr.  Squire's  establishment  1  ^.  I  have  seen  hogs  driven  there ; 
but  I  was  over  on  the  other  side,  near  Milk  Street,  when  I  saw  them. 

Q.  Which  way  were  they  being  driven  1  A.  Around  the  platfom). 
I  saw  them  going  through  that  passageway  where  he  drives  them  in. 

Q,  When  you  were  present  in  the  establishment,  and  Alderman 
Whitney  had  the  trap  lifted,  was  the  tide  out?  A,  I  think  it  was 
nearly  out. 

Q.  And  the  basin  was  exposed  ?  A.  Under  Mr.  Squire's  it  was,  but 
]»robably  not  the  whole  basin. 
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Q,  The  trouble  which  your  daughter  had,  of  headache  in  the  morning, 
has  not  made  its  appearance  again  1  That  was  a  year  ago  last  summer. 
A.  Well,  she  has  not  been  troubled  any,  as  far  as  I  know,  this  summer. 
That  was  a  year  ago. 

Q.  You  say  that  the  night  smells  are  not  so  bad  as  they  formerly 
were.  When  did  you  first  notice  any  improvement  in  that  respect) 
A.  I  say  that  I  have  not  noticed  them  so  much  this  year  as  I  did  last 
year ;  that  is,  I  refer  to  this  summer  last  past,  and  the  summer  and 
fall  before.  I  have  not  smelt  them  badly  ;  but  I  have  smelt  them  this 
year. 

Q.  In  the  winter,  when  the  basin  is  frozen  over,  the  people  of  £ast 
Cambridge  get  along  pretty  comfortably,  don't  they)  -A.  When  it  is 
Tery  cold  weather  they  keep  their  windows  shut,  and  they  get  along 
pretty  comfortably  ;  but  as  soon  as  they  open  the  windows  in  the  sum- 
mer they  get  their  houses  filled  with  an  odor  not  very  agreeable.  When 
the  tide  is  out  I  have  smelt  the  water  itself. 

Q.  Is  not  the  smell  worse  when  the  tide  is  out)  A,  1  should  think 
it  was  somewhat. 

Q,  When  the  basin  is  covered,  the  smell  is  not  so  bad  as  when  the 
dock  is  exposed  1  A,  It  depends  upon  whether  the  sun  is  lying  on  it. 
I  get  the  same  smell  by  standing  on  Milk  Street  from  that  basin  when  it 
IS  half  full,  —  precisely  the  same  smell  I  would  get  if  I  were  standing  over 
bis  scalding-tank  where  he  is  scalding  the  hogs.  There  is  so  much  of 
that  runs  in  that  it  taints  the  whole  water. 

Q,  How  do  you  tell  whether  the  gases  you  experience  proceed  from 
•the  basins  or  from  the  slaughtering  of  hogs  1  —  How.  do  you  know  what  it 
is  that  blackens  the  houses  and  tarnishes  the  silver,  when  you  only  know 
this,  that  you  get  up  in  the  morning  and  find  that  the  effect  has  been 
produced  during  the  night  'i  A,  I  know  that  the  smell  which  I  perceive 
at  my  house,  when  I  have  been  out  and  traced  it,  is  not  the  smell  of  the 
basin,  because  when  I  go  there  at  the  same  hour  in  the  daytime  I  never 
get  it.  It  is  when  something  is  let  oif  from  these  establishments  that  we 
get  it.     I  have  no  doubt  about  it. 

3fr.  Derby,  Is  it  a  matter  of  knowledge  or  observation  1  A,  It  is 
pretty  near  knowledge. 

Mr,  Derby,     We  don't  want  that ;  we  want  the  fact. 

Mr.  Slocumb,  *When  these  tanks  are  blown  off,  or  when  the  water  is 
run  off  from  the  scalding-tanks,  it  creates  a  great  deal  more  smell  than 
at  other  times,  and  then  is  the  time  that  the  sulphur  has  colored  the 
ailTer-ware. 

Q,  {by  Mr.  Mwszey).  In  what  direction  from  Mr.  Squire's  establish- 
ment is  your  house  1    A.   Northerly  or  northwesterly. 

Q.  At  what  time  on  the  night  of  the  31st  of  July  did  you  perceive  the 
offensive  odor?  A,  I  cannot  tell  you.  I  was  woke  up  that  night,  and 
it  was  the  only  night  that  I  have  been  woke  up  on  that  account  this 
year.  I  got  up  and  closed  my  windows.  I  did  not  notice  what  time  it 
was. 

Q.   You  had  been  asleep,  had  you)    A.   Yes,  sir. 

Q.  Do  you  remember  at  what  time  you  retired  1  A,  Nine  o'clock  or 
balf  past. 

Q.  Then  you  went  to  sleep  and  were  awakened  by  the  smell )  A, 
Yes,  sir. 
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Q,  How  long  were  you  kept  awake  by  it  1  A,  Perhaps  three  or  four 
hours. 

Q,  Was  that  on  the  night  of  the  Slst  of  Julyl  A.  It  was  the  night 
there  was  so  much  talk  about  the  coloring  of  the  houses.  * 

Q.    That  is  the  only,  night  that  you  have  been  waked  up  ?    A,  Yes,  sir. 

Q,  Well,  last  year  you  were  waked  up  frequently  by  it,  were  you  1 
A.   Yes,  sir ;  a  great  many  times  in  the  course  of  the  year. 

Q.  Do  you  know  when  the  city  changed  the  direction  of  one  of  the 
sewers  from  Miller's  River  to  Broad  Canal  1  Was  the  change  made  last 
fall  or  not  "i  A,  I  should  think  they  began  to  take  it  across  there  in 
June.     I  saw  it  as  I  passed  up  Cambridge  Street. 

Q,  So  that  part  of  the  sewage  that  previous  to  last  fall  was  turned  into 
Miller's  River  is  now  diverted  to  Broad  Canal.  That  is  the  Ninth  Street 
sewer  1  A,  Yes,  but  the  object  of  that  sewet*  was  to  take  the  sewage  that 
had  run  on  to  the  marshes. 

Q,  Whatever  went  into  the  basin  previously,  from  this  direction,  was 
last  year  diverted  into  Broad  Canal  1    A.    Yes,  sir. 

Q.  Are  you  among  those  citizens  that  have  no  faith  in  the  filling  in  of 
the  basin,  the  building  of  the  great  sewer  1  Do  you  believe  that  they 
are  ^oing  to  do  the  work  or  not  'i  A,  I  have  no  doiibt  that  it  would  be 
for  the  benefit  of  Cambridge  and  Somerville  to  have  these  basins  filled, 
and  if  the  land  is  good  building-land  it  will  be  better  for  us  than  the  low 
places. 

Q.  Well,  do  you  approve  of  the  sewer  which  the  Legislature  has 
ordered  to  be  built  there  ]  Have  n't  you  expressed  yourself  pretty 
strongly  in  condemnation  of  that  sewer  1  A.  I  have  said  that  they 
would  not  need  it,  except  for  the  slaughtering  establishments. 

Q,  Have  you  said  it  Was  a  foolish  thing  to  have  it  discharge  at  Crai- 
gie  Bridge  'i    A.    1  don't  know  that  I  have. 

Q,  Have  you  said  anything  like  that  about  it  1  .A.  I  don't  think  I 
have  without  some  other  connection  with  it. 

Q.  You  don't  think  that  you  have  condemned  that  as  an  imprudent 
piece  of  public  work,  do  you  1  A.  1  think  it  may  just  as  well  go  down  the 
other  way,  where  it  would  not  cost  half  so  much  money,  and  1  have  said 
so. 

Q.  Exactly.  You  have  expressed  yourself  pretty  strongly  in  condem- 
nation of  the  building  of  the  sewer  1  -i.  If  I  have  said  anything,  1  have 
said  that  it  was  a  pretty  ridiculous  matter  to  drain  what  is  just  the  same 
as  one  part  of  the  Charles  River  into  another,  and  I  think  so  now. 

Q:  Well,  have  n't  you  said  another  thing,  that  you  did  not  want  the 
sewer  built ;  for  if  the  land  were  filled  and  the  sewer  built,  you  would  never 
get  rid  of  the  slaughtering-houses  1    A,    I  never  made  any  such  remark. 

Q,    Nothing  in  substance  like  that  ?    A,    No,  sir. 

Q.  Have  n't  you  said  that,  in  substance,  to  Rev.  Mr.  McDaniel,  of  Blast 
Cambridge  ?     A.    No,  sir. 

Q.  Nor  anything  like  it  1  A,  No,  sir.  I  will  tell  you  what  I  did  say. 
I  told  Mr.  McDaniel  when  he  came  to  mv  house  last  winter  and  asked 
about  the  sewer,  that  I  had  not  investigated  the  matter.  Whether  it  was 
about  the  Gore  Street  sewer,  or  the  Bridge  Street  sewer,  or  some  other,  I 
don't  know.  But  I  did  say,  if  they  would  fill  Miller's  River,  we  should  a 
great  deal  quicker  get  rid  of  the  slaughtering-houses.  That  is  what  I 
told  him. 
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-  Q,  You  did  not  say  that  you  did  not  want  the  sewer  built,  because,  if 
it  were,  you  would  not  get  rid  of  the  slaughter-houses  1    A,    No,  sir. 

Q.  Have  you  ever  held  that  opinion  ?  A.  No,  sir.  I  don*t  hold  it 
now.  ♦ 

Q.   This  you  are  certain  of  1    A.   Yes,  sir. 

Q,  You  have  been  very  active  in  this  matter  of  opposition  to  Mr. 
Squire  'i    A,    I  have  not. 

Q.   Have  yon  not,  sir  1    A,    No,  sir. 

Q,  Have  n*t  you  proposed  other  measures  against  Mr.  Squire  1  A. 
No,  sir.  I  have  said  it  was  only  a  matter  of  time  in  regard  to  these 
slaughter-houses  being  removed.  I  have  n't  said  anything  in  regard  to 
Mr.  Squire's.  I  say  it  now  and  here,  before  all  these  gentlemen,  that  I 
have  no  doubt  that  it  is  a  question  of  time,  when  you  cannot  slaughter 
there  as  they  have  been  caiTying  it  on.  • 

Q.  You  have  n't  said  much  about  this  subject,  Mr.  Slocumb  ?  Did 
not  you  testify  at  Cambridge  against  him  last  fall  1    ^.   I  did. 

Q.  And  presided  over  a  meeting  against  himi  A.  Yes,  sir;  and  I 
should  do  it  again. 

Q.  There  were  two  meetings,  were  there  1  A,  Yes,  sir.  The  chair- 
man of  one  was  the  chairman  of  the  other,  and  therefore  I  was  chairman 
of  both. 

Q,    You  are  a  member  of  the  committee  1    A.   Yes,  sir. 

Q.    You  are  the  first  witness  called  ]    A,   Yes,  sir. 

Q.  Did  you  go  before  the  grand  jury  as  a  witness  1  A,  Yes,  sir.  I 
was  summoned  before  them,  and  was  of  course  obliged  to  go. 

Q,  Have  you  also  been  before  the  government  of  the  city  of  Cam- 
bridge, this  year  1    A.    1  went  there  one  evening. 

Q,  Did  you  make  some  remarks  against  this  establishment  there  t 
A.  I  shall  not  say  that  I  did  against  the  establishment  or  against  Mr. 
Squire.  I  am  satisfied  now  where  he  got  his  information.  I  don't  know 
what  Mr.  Squire  said,  but  I  can  prove  that  the  information  was  incorrect. 
What  was  said  was  said  in  my  entry,  all  in  about  half  a  minute. 

Q,  Well,  then  something  was  said  to  Mr.  McDaniel  'i  A,  I  admit  that 
I  have  said  something  to  Mr.  McDaniel. 

Q,  It  was  not  anything  of  the  kind  that  I  suggested  to  you  ;  that 
you  did  not  want  the  sewer  built  and  the  land  filled,  etc.  1  J(.  I  have 
told  you  what  I  said  to  Mr.  McDaniel. 

Q.  I  haven't  asked  you  anything  about  that.  Do  you  wish  to  go 
back  and  correct  yourself?  A,  No,  I  don't.  But  I  don't  want  you  to 
say  things  that  I  have  not  said. 

Q,  Give  me  a  little  account  of  that  meeting  in  East  Cambridge. 
There  was  a  public  call,  was  there  1    A.   Yes. 

Q.   And  the  people  came  in  answer  to  it  ]    A,   Yes. 

Q.  You  were  candidate  for  chairman,  and  were  elected  1  -4.  I  don't 
know  that. 

Q.   Was  n't  it  so  1    Don't  you  know  it  ]    A.   No,  sir. 

Q.   Was  Mr.  Mclntire  — 

Mr.  McIrUire.    You  are  mistaken.    Mr.  Slocumb  was  not  present. 

Mr.  Muzzey,   That  is  all,  then.     I  will  show  the  facts  otherwise. 

Q.  On  coming  away  from  the  meeting,  last  summer,  did  you  detect 
the  odors,  and  find  that  they  did  not  proceed  from  Mr.  Squire's  es- 
tablishment 1    A.    When  we  came  out,  we  found  a  very  severe  smell 
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on  the  street  It  was  proposed,  by  fifteen  or  twenty,  to  walk  up.  and  go 
around  Mr.  Squire's.  My  judgment  was,  that  on  that  night  more  of  the 
odor  came  from  North  k  Merriam's  than  from  Squire's.  I  have  said  so, 
and  say  so  now. 

Q,  Did  n't  you  attribute  it  at  that  time  to  Reardon's  place,  and  say 
that  it  did  not  come  from  Squire's  %  A,  1  nev^r  heard  Reardon's  place 
spoken  of  at  that  time.  The  wind  was  not  in  the  direction  to  bring  it 
from  Reardon's,  to  begin  with. 

Q,  You  thought  that  the  smell  came  from  North  k  Merriam's,  more 
than  it  did  from  Squire's  1  A.  There  was  some  smell  from  Squire's  that 
night. 

Q,  How  muchi  A.  Perhaps  two  thirds  from  North  k  Merriam's, 
and  one  third  from  Squire's.     They  smelt  very  badly. 

Q,  Was  the  sujell  from  Squire's  offensive]  A,  Yes,  sir.  It  was 
offensive  to  me. 

Q,  Do  you  object  to  the  frying  of  doughnuts  in  the  kitchen]  A,  No, 
sir ;  for  I  like  them  very  well. 

Q.  Do  you  object  to  the  smell  of  cabbage  in  your  kitchen]  A.  I 
should  in  my  chamber,  but  I  do  not  object  to  it  m  my  kitchen,  because  it 
b  necessary  to  have  it. 

Q,  (by  Mr,  McIrUire),  You  were  asked  about  the  grand  jury.  You 
say  that  you  were  summoned  before  it  Did  you  have  anything  to  do  in 
bringing  the  case  before  the  grand  jury  ]  A,  No,  sir.  I  never  heard  of 
it,  until  last  night 

Q.  You  have  been  asked  if  you  believed  that,  if  the  basin  were  filled, 
you  could  not  get  rid  of  these  establishments. 

Mr.  Muzzfy.  That  is  irregular.  I  asked  him  the  question  in  order 
to  quicken  his  memory. 

Jfafr.  Mclntire,  The  opinion  of  a  witness  being  asked  on  a  certain  sub- 
ject, I  think  that  I  have  a  right  to  follow  that  up,  and  ask  his  full  opin- 
ion on  that  matter. 

Mr.  Miuzey.     I  will  not  object. 

Q,  (by  Mr.  Mclntire),  I  ask  you  what  your  opinion  is  in  regard 
to  the  getting  away  of  these  smells  by  the  filling  up  of  these  basins. 
A.  My  idea  is,  that  if  the  basins  are  filled,  the  smells  will  be  located 
80  that  there  will  be  no  question  where  they  come  from,  and  then  we 
shall,  get  rid  of  the  slaughtering  establishments  very  soon. 

Mr,  Miuzey,  If  you  will  allow  us  to  say  it,  that  is  exactly  the  test 
which  we  wish  to  apply.  Let  us  alone,  Mr.  Chairman  and  Gentlemen,  until 
the  sewer  is  built  and  the  basin  is  filled,  and  they  cannot  detect  any  smell. 

Q,  You  were  employed  at  Winchester's.  What  did  he  kill  there? 
A,   Neat-cattle. 

Q.  How  much  waste  is  there  in  killing  cattle  as  compared  with  killing 
hogs  '\  A,  1  don't  know,  but  I  know  that  cattle  are  cleaner  of  them- 
selves. 

Q,  Do  you  know  whether  they  put  anything  into  the  river  at  that 
time.     A.    Nothing  except  their  soap-kettles. 

Q,  What  was  done  with  the  blood  ]  A,  The  blood  was  run  into  tight 
wagons,  under  his  slaughter-house.  It  stood  on  a  very  sandy,  gravelly 
ground,  and,  in  the  spring,  he  would  dig  out  about  six  or  seven  feet  of 
the  ground  under  the  slaughtering  establishment^  and  fill  it  in  with  clean 
sand  and  graveL 
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Q.  You  say  nothing  was  thrown  into  the  river  1  A.  They  used  to 
throw  bones  into  the  river. 

Q.  How  long  since  the  Ninth  Street  sewer,  that  runs  into  Broad 
Canal,  was  built  1  A:  It  was  commenced  last  June,  and  finished  in  the 
fall. 

Q,  Then  the  greater  portion,  indicated  by  the  map,  of  the  water-shed 
formerly  running  on  to  the  marshes  is  now  turned  into  Broad  Canal  1 
A.   Yes,  sir.  « 

Q.  Well  now,  what  I  wish  to  ask  you  is  simply  this  :  Have  you  ever 
smelt  the  drainage  that  runs  on  to  the  marshes  south  of  Cambridge  Street! 
A.    I  never  have,  but  I  have  on  the  north. 

Q.  (by  Mr,  Newhalt),  What  became  of  the  ofFal  at  Winchester's  1 
A,  It  was  all  carted  to  his  farm  in  Newton.  He  had  wagons  of  his  own, 
and  carted  it  away. 

Q.  (by  a  member  of  the  Board),  Do  we  understand  you  that  the 
sewers  which  discharge  into  the  Broad  Canal  formerly  discharged  upon 
the  marshes  1  A.  They  formerly  ran  down  Otis,  Thomdike,  and  Spring 
Street^  and  ran  upon  the  marshes,  and  then  into  a  big  ditch.  The  sewer 
was  stagnant  when  it  came  to  the  marshes. 

Memorial  of  the  Cunard  Steamship  Company. 

Mr.  Mtizzey,  Mr.  James  Alexander,  agent  of  the  Cunard  Steamship 
Company,  is  present,  and  desires  to  present  a  communication  to  the 
Board.  Would  you,  Mr.  Mclntire,  with  the  leave  of  the  Board,  delay  the 
examination  for  a  moment  1 

Mr.  Mclntire.     I  do  not  object 

The  Chairman.  Does  he  represent  himself,  or  the  Cunard  Steamship 
Company  1  If  the  communication  is  in  relation  to  property,  the  Board 
has  heretofore  decided  that  it  cannot  listen  to  anything  of  that  nature  in 
such  a  case  as  this.  The  whole  question  before  us  is  one  of  public  com- 
fort and  convenience.  If  the  communication  has  any  reference  to  this 
particular  question,  of  course  it  can  be  received. 

Mr.  Derby.  What  he  wishes  to  introduce  here  is  the  importance  of  the 
business  coming  from  this  establishment  to  commerce  and  trade.  It  is 
siniply  a  memorial  to  that  effect.  It  has  already  been  presented  to  the 
Boston  Board  of  Trade,  and  will  now  be  presented  to  your  Board.  It  is 
to  show  that  if  this  establishment  is  broken  up,  it  will  break  up  to  a 
great  extent  the  export  trade  of  the  city  of  Boston.  I  wish  to  file  the 
memorial  and  discuss  it  hereafter  without  interrupting  the  evidence. 

The  Chairman.  I  suppose  the  Board  would  be  willing  to  have  it  filed. 
The  Board  is  fully  willing  to  admit  the  importance  of  this  establishment, 
and  of  all  the  establishments  on  Miller's  River ;  but  they  don't  consider 
that  it  is  within  their  province  to  consider  the  subject  of  property.  . 

The   memorial   was   then   received  and  placed  on  file.      It  read 
follows  :  — 
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CuNARD  Steamship  Office;  80  State  Street, 
Boston,  November,  1873. 

To  THE  Honorable  State  Board  or  Health  of  Massachusetts. 

The  Memorial  of  the  Cunard  Steamship  Company,  relative  to  a  Pending 
Official  Inquiry  concerning  the  Pofk-Packing  Establishments  of  the  City 
of  Boston,  shotveth, 

'  I.  That  five  years  ago  (in  1868),  your  memorialists  were  compelled, 
for  lack  of  trade  from  Boston,  to  abandon  the  sailing  of  their  steamers 
from  the  port. 

II.  That  in  April,  1871,  your  memorialists  were  induced  to  attempt 
the  experiment  of  resuming  direct  sailings  from  Boston  for  Liverpool. 

III.  That  the  exports  from  Boston  were  at  that  time  so  inadequate  to 
load  the  steamers,  that  your  memorialists  were  compelled  to  ballast  them 
with  grain,  purchased  and  shipped  on  memorialists'  own  account,  by 
which  means  the  steamers  were  kept  upon  the  line,  while  the  export 
trade  of  the  port  was  developing. 

IV.  The  chief  articles  of  export  from  Boston  for  Liverpool  by  these 
steamers  are  provisions,  and  your  memorialists  furnish,  herewith,  statistics, 
showing  the  progressive  increase  of  these  exports  during  the  years  1870, 
1871,  1872,  and  nine  months  of  1873. 

V.  Your  memorialists  call  attention,  in  particular,  to  the  remarkable 
growth  of  the  exports  of  Messrs.  John  P.  Squire  <k  Co.  during  the  periods 
mentioned ;  the  following  being  a  summary  of  them,  namely,  — 

Tear.  Tom. 

1870 798 

1871 4,586 

1872 12,118 

1873  (for  nine  months  only) 16,969 

Total .         .       34,471 

explaining  that  during  the  whole  of  1870,  and  the  first  three  months  of 
1871,  your  memorialists  merely  loaded  the  steamers  partially  at  Boston, 
and  that  they  completed  their  cargoes  at,  and  sailed  direct  from  New 
York  for  Liverpool. 

VI.  The  shipm^ents  of  Messrs.  John  P.  Squire  <&  Co.  alone  furnish  one 
third  of  the  cargoes  of  your  memorialists*  steam^'s,  presently  sailing  once  a 
week  from  Boston  for  Liverpool. 

VII.  The  rapid  growth  and  remarkable  extent  of  the  exports  of  this 
single  firm,  and  the  simultaneous  growth  of  the  export  trade  of  the  other 
pork-packing  establishments  of  Boston,  have  encouraged  your  memorial- 
ists to  com  template  increasing  their  steamship  service  between  Boston  and 
Liverpool  from  one  to  two  steamers  per  week,  on  and  after  the  1st  of  April, 
1874,  as  per  copies  of  the  company's  published  advertisements  in  Liver- 
pool and  Boston,  which  are  furnished  herewith. 

VIII.  Your  memorialists  respectfully  urge,  on  commercial  grounds, 
tlfb  importance  of  this  proposed  increased  transatlantic  connection  to  the 
city  of  Boston,  and  the  State  of  Massachusetts,  and  pray  that  it  may  re- 
ceive due  consideration  from  your  honorable  Board. 

The  interruption  of  the  trade  of  these  establishments  in  Boston  would 
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of  course  check  the  enterprise  which  your  memorialists  have  in  view,  in 
proposing  to  sail  two  steamers  per  week  from  Boston  for  Liverpool  on  and 
after  1st  April,  1874. 

(Signed)  James  Alexander, 

Agent  Cunard  Steamship  Company, 

Relative  Documents  sent  kereioitk. 

I.  Abstract  of  shipments'  by  Messrs.  Squire,  North,  and  Boynton,  per 
Cunard  steamers  from  Boston,  during  year  1870. 

II.  Abstract  of  shipment  during  year  1871. 

III.  Abstract  of  shipment  during  year  1872. 

IV.  Abstract  of  shipment  during  year  (nine  months  of)  1873. 

V.  Copy  of  Cunard  Company's  Liverpool  advertisement,  — 

VI.  Copy  of  Cunard  Company's  Boston  advertisement,  — 

that  early  in  the  spring  of  1874  steamers  of  this  line  will  sail  twice  a 
week  from  Boston. 

(Signed)  James  Alexander. 

Evidence  op  Charles  0.  Welch. 

To  Mr.  Mclntire.  I  reside  at  the  comer  of  Sixth  and  Cambridge 
Streets. 

Q.  {by  Mr.  Mclntire).  Sixth  Street  runs  -  down  very  near  to  Mr. 
Squire's  factory  1  A,  Very  near,  t  am  on  the  south  side  of  the  street, 
and  have  lived  there  over  five  years.  I  live  about  four  hundred  feet  from 
Squire's  establishment. 

Q.  Have  you  detected  any  of  these  various  odors  that  arise  from 
Squire's  establishment?    A,    1  have. 

Q.  Can  you  describe  any  of  them?  A.  I  will,  to  the  best  of  my 
ability ;  but  it  is  very  hard  work.  The  worst  is  the  rendering  smell. 
It  is  so  bad  in  summer  that  we  can't  have  our  windows  open  at  all. 

Q,  How  often  do  you  detect  that  rendering  smell  that  you  speak  of? 
A.  I  think  within  the  last  two  years  I  have  detected  it  perhaps  twenty 
times. 

Q.  Do  you  detect  the  hog  smell  1  A.  Yes,  sir,  very  often;  pretty 
nearly  all  the  time. 

Q.   That  is,  the  smell  from  the  live  hogs  1    A,   Yes,  sir. 

Q.  Do  you  detect  other  smells  besides  the  rendering  and  hog  smells  ? 
A,  Yes,  sir. 

Q,  These  rendering  smells,  when  do  you  detect  them  most?  A.  At 
night ;  after  eleven  o'clock,  mostly. 

Q.  Has  your  house  been  affected  1  A.  It  has.  The  outside  has  been 
spoiled.  Most  of  it  was  done  on  the  night  of  the  31  st  of  July.  It  dis- 
colored the  paint  on  the  inside  and  outside  of  the  house.  The  side  of 
the  house  on  Sixth  Street  is  spoiled.  The  original  color  was  a  light 
brown,  and  after  that  night  it  looked  blue-black. 

Q.  Did  you  detect  any  smell  on  that  night  ?  A.  Yes,  sir.  During 
tbe  evening  I  detected  it  so  much  that  we  had  to  leave  the  shed  on  the 
back  part  of  the  house,  where  we  were  sitting,  and  go  in.  When  I  got 
ready  to  go  to  bed,  it  was  worse. 

Q.  Have  you  been  in  or  near  Mr.  Squire's  establishment?  A,  1 
haven't  been  in  Mr.  Squire's  establishment,  but  have  been  in  some 
others. 
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Q,  Have  you  passed  by  or  near  it,  within  a  year?  A.  I  have,  per- 
haps half  a  dozen  times  within  a  year,  passed  Mr.  Squire's  establishment. 
Three  or  four  times,  I  am  sure,  I  detected  the  hog  smell  in  passing. 

Q.  Which  way  did  you  go  1  A.  1  went  down  Sixth  Street,  into  Gore 
Street,  toward  Somerville.     I  detected  the  hog  smell  each  time. 

Q.  Was  there  any  other  smell  from  that  establishment  ?    A.  Yes,  sir. 

Q.  What  other  smells  did  you  detect  at  that  time  1  A.  1  should  call 
it  something  like  boiled  lard,  or  something  of  that  kind. 

Q,    Were  these  smells  distinct  1    A,    Yes,  sir  ;  very. 

Q.  This  renderhig  smell,  —  has  it  had  any  peculiar  eflfect  upon  you,  or 
do  you  know  of  its  having  any  peculiar  effect  upon  any  of  your  neigh- 
bors 1  A,  It  has  had  a  bad  effect  upon  both  myself  and  wife.  We  feit 
as  if  something  was  pressing  very  strongly  upon  the  chest  and  throat,  — 
so  much  so  that  we  could  hardly  sleep.  We  also  had  soreness  of  the 
throat. 

Q.  In  your  observations,  how  far  did  these  discolorations  of  paint,  on 
the  night  of  the  Slst,  extend  "i  A.  1  never  noticed  it  to  any  extent,  ex- 
cept on  the  outside  of  the  houses,  before,  and  it  had  never  affected  the 
inside  of  the  house  before. 

Q,  What  distance  from  the  factory  did  this  discoloration  extend,  if 
you  took  notice  1  -4.  I  should  hardly  like  to  undertake  to  answer  that 
question. 

Q.  What  was  the  farthest  discoloration  that  you  saw  1  A,  Down  on 
Sixth  Street. 

Q.  Will  you  point  it  out  on  the  map,  the  house  you  noticed  discol- 
ored 1  A,  Mr.  Jones's  house  and  Mr.  Kiley's,  a  double  house,  was  dis- 
colored as  much  as  any  I  saw,  except  some  down  in  the  basin.  I  also 
noticed  some  houses  discolored  on  the  same  side  of  the  street  that  my 
house  is  on.  They  were  discolored  most  on  the  same  side  of  the  street 
that  mj  house  is  on,  between  Cambridge  and  Gore  Streets  and  also  be- 
tween Cambridge  and  Otis  Streets. 

Q,  Did  you  notice  any  discolorations  before  thut  night  1  A.  1  did  not 
notice  any  discolorations  on  the  houses  on  the  night  before  the  31st,  and 
I  did  notice  them  afterward. 

Q.  Did  you  notice  how  far  along  it  extended  toward  Boston  1  A.  Most 
of  it  was  right  along  there. 

Q.  Did  you  notice  which  way  the  wind  blew  that  night  1    A.  1  did  not. 

Q,  What  kind  of  a  night  was  it  1  A.  It  was  a  very  pleasant  night. 
The  atmosphere  was  very  comfortable  ;  we  were  all  sitting  out  on  the 
shed  on  the  back  part  of  the  house.  I  had  a  coat  on  and  found  it  very 
comfortable. 

Q.  You  haven't  been  in  Mr.  Squire's  establishment  lately?  A,  I 
haven't  been  there  for  some  time. 

Q,  Do  you  ever,  at  your  house,  detect  the  smell  arising  from .  the 
basin?     A.   Yes,  sir. 

Q.    It  is  called  the  dock  smell  1    A.   Yes,  sir. 

Q,  Is  there  any  difference  between  it  and  the  other  odors  1  A,  Yea, 
sir ;  we  can  distinguish  it  very  easily  from  the  others. 

Cross-Examination, 

Q.  (by  Mr.  Muzzey),  At  what  hour  on  the  31st  of  July  did  you  first 
perceive  the  bad  smells  1  ^.  I  think  it  was  in  the  vicinity  of  half  past 
eight. 
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Q.  How  long  did  they  continue  1  A,  1  think  almost  all  the  evening, 
say  from  half  past  eight  to  half  past  ten. 

Q.  Did  you  distinguish  them  afterward  1  A,  I  was  awakened  in  the 
night,  —  think  about  half  past  ten. 

Q.    Your  house  is  nearly  south  of  Mr.  Squire's  factory  1    A,   Yes,  sir. 

Q.  How  late  in  the  night  did  you  notice  the  smell?  A,  It  must  have 
been  later  than  half  past  ten.  I  had  been  sound  asleep,  and  I  could  n't 
say  exactly.  I  should  judge  I  kept  awake  an  hour  and  then  fell  asleep, 
after  closing  the  windows.  I  did  n't  wake  up  before  morning  again  that 
night.     In  the  morning  I  traced  the  smell  all  over  the  house. 

Q.  What  did  you  do  first,  after  getting  upl  A.  When  I  got  up  I 
filled  my  house  pretty  full  of  tobacco  smoke. 

Q.  Were  there  any  traces  of  it  outside  1  A.  Thero  were  no  traces  of 
it  outside. 

Q.  Was  this  smell  on  this  particular  occasion  more  offensive  than  any 
other  you  remember?  A,  I  think  not.  At  one  time  afterward  I  think 
it  affected  me  more  than  that. 

Q.  What  time  was  that,  —  about  the  second  week  in  August  ?  A. 
Yes,  sir. 

Q.    Was  it  an  odor  at  night?    A,   It  was. 

Q.   Were  you  ever  affected  by  the  dock  smell  ?    A,   1  have  been. 

Q.  Excepting  the  occasion  on  the  31st  of  July,  have  you  noticed  much 
trouble  this  last  year?     A.    I  have,  more  or  less,  during  the  summer. 

Q.  How  has  it  been,  as  compared  with  the  summer  of  1872  ?  A,  1 
think  it  has  increased. 

Q,  Which  particular  smell  has  been  the  worst  ?  A,  I  mean  the  ren- 
dering smell,  late  at  night. 

Q.  (by  the  Chairman),  How  did  you  say  the  odor  affected  you?  A, 
I  had  a  bad  pressure  on  the  lungs. 

Q.  (by  Mr.  Muzzey),  Did  it  injure  your  lungs?  A,  I  don't  know 
that  it  affected  them  seriously. 

Q,  (by  the  Chairman).  •  What  was  the  effect  upon  you  the  next  morn- 
ing ?     A.    In  the  morning  I  felt  as  if  I  had  been  up  all  the  night. 

Q.  (by  Mr.  Mclntire),  What  is  your  general  health?  A,  I  gener- 
ally feel  pretty  well,  unless  I  get  that  smell. 

Q.  How  many  times  do  you  attribute  your  bad  feelings  to  these  smells? 
A.  We  have  had  it  at  least  six  times,  and  I  attribute  it  entirely  to  those 
smells. 

Q.  (by  Mr.  Miuzey),  Have  you  ever  had  any  trouble  with  your  lungs 
or  chest  ?    A.    No,  sir.     I  have  no  predisposition  to  diseases  of  this  kind. 

Q.  (by  a  member  of  the  Board).  Do  I  understand  you  to  say  that  you 
did  not  trace  the  putrid  smell  to  the  Squire  establishment  ?     A.    No,  sir. 

Q.  Have  you  at  any  other  time  traced  it  to  that  establishment?  A. 
I  have  been  by  there  when  I  have  smelt  that  smell,  but  not  to  anything 
like  that  great  extent. 

Q.  (by  Mr.  Miizzey).  Did  you  ever  trace  the  rendering  smell  to  Mr. 
Squire's  establishment  ?  -4.  I  never  smelt  the  rendering  smell  while 
going  by  there. 

Q,  Can  you  describe  the  odor  you  refer  to  ?  A.  It  is  what  I  call  the 
lard  smell,  that  is  very  disagreeable.  It  is  a  sort  of  lard  smell  and  smell 
of  hogs.     I  noticed  it  as  I  was  going  by. 
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^  Testimony  of  Dr.  Charles  Henrt  Farnsworth. 

To  Mr,  Mclniire,  I  am  a  practising  physician  in  East  Cambridge; 
have  resided  there  fifteen  years  last  June. 

Q,  (by  Mr.  McIrUire),  Are  you  familiar  with  the  neighborhood  about 
there  1  ^.  I  am  well  acquainted  with  the  localities  there  and  with  Mr. 
Squire's  establishment. 

Q.  Have  you  detected  any  of  these  smells]  A,  I  have  detected  all 
the  various  smells  arising  from  this  district. 

Q.  Will  you  describe  them  1  A,  We  have  the  smell  coming  from  the 
hogs,  —  the  hog-pen  smell,  —  and  we  have  the  smell  of  the  rendering  and 
trying  of  lard ;  also  the  dock  smell. 

Q,  Can  you  distinguish  these  different  odors  *{  A.  1  think  I  can  fully 
distinguish  between  these  different  odors. 

Q,  You  have  been  by  Mr.  Squire's  establishment ;  will  you  pl&ase  state 
whether  in  your  opinion  the  smells  come  from  there  1  A.  The  nature  of 
my  practice  carries  me  by  this  establishment  nearly  every  day.  Some  of 
these  odors  I  detected  as  arising  from  the  establishment  of  John  P. 
Squire  k  Co.  I  have  passed  it  both  in  the  night  and  day  time,  and  I 
have  taken  pains  to  trace  them  to  their  source.  I  have  traced  the  smell 
of  the  hogs  to  the  archway  which  goes  to  Mr.  Squire's  place.  I  have 
taken  the  smell  of  the  rendering  and  trying  of  grease  and  traced  that  to 
the  front  of  the  building.  I  have  also  taken  the  dock  smell  and  traced 
it  to  the  dock  at  his  building. 

Q.  Have  you  ever  smelt  the  hog  smell  on  the  other  side  of  the  basin  1 
A,  I  don't  think  I  have  smelt  the  hog  smell  on  the  other  side  of  the 
basin. 

Q,  How  often  did  you  trace  these  smells  right  to  this  establishment  1 
A,  I  have  n't  kept  any  account,  but  I  should  think  I  might  have  traced 
them  there  fifty  times  in  the  course  of  the  present  summer. 

Q.  Do  you  mean  Mr.  Squire's  establishment  1  A.  Yes,  sir,  Mr.  Squire's 
establishment. 

Q,  Where  do  you  live,  Dr.  Farnsworth  1  A.  On  Cambridge  Street, 
between  Fifth  and  Sixth  Streets,  about  two  hundred  feet  from  Mr.  Welch's, 
and  about  six  hundred  feet  from  the  Squire  establishment. 

Q.  What  is  the  direction  of  the  establishment  from  your  house  1  A. 
It  is  about  north-northwest  from  me.  I  live  directly  back  of  the  school- 
house. 

Q.  How  often  have  you  had  these  smells  at  your  house  ?  A,  \  should 
think  we  have  had  those  odors  nearly  every  day  during  the  past  season. 
We  have  the  hog  smell  very  frequently,  even  during  cold  weather.  In 
the  summer,  one  Sabbath  afternoon,  the  hog  smell  was  very  offensive. 
Several  friends  were  calling  upon  me  out  of  this  city,  and  they  spoke  of 
the  offensive  smell  which  filled  the  house,  and  particularly  of  the  hog 
smell. 

Q.  Your  practice  is  right  about  there,  and  extends  from  there  to  Cam- 
bridgeport  and  Somerville.  Do  you  know  whether  these  smells  ever 
affected  the  nealth  of  citizens  about  there  or  not*?  A,  They  do  tem- 
porarily, but  I  don't  know  that  they  permanently  affect  the  health  of  the 
people.  While  the  wind  is  in  the  direction  to  take  the  smells  to  the 
houses,  many  persons  are  nauseated  by  them. 

Q,   How  are  they  affected  1    A,  They  complained  of  soreness  of  the 
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throat,  and  then  of  heing  nauseated.  I  know  of  one  lady  who  has  suf- 
fered very  considerably  until  the  wind  would  change  and  carry  the  odors 
in  an  opposite  direction.  A  lady  on  Fifth  Street  was  very  much  nause- 
ated by  them  ;  it  continued  three  days.  In  my  own  house  my  wife  was 
frequently  nauseated  by  them.  I  think  that  as  late  as  within  a  fortnight 
the  smell  was  so  strong  that  it  wakened  us  both,  and  we  closed  the  win- 
dows. In  some  few  cases  it  has  been  severe  enough  to  produce  vomiting. 
I  would  n't  recommend  a  sick  person  to  be  within  range  of  those  smeUs 
for  comfort. 

Q.  Have  you  noticed  any  discolorations  of  the  houses  1  A.  On  the 
31st  of  July  I  noticed  the  effect  of  the  gases  on  the  houses.  They  af- 
fected my  house  considerably,  though  not  so  much  as  some  other  houses 
in  the  vicinity.  My  house  was  painted  white,  and  it  did  n't  seem  to  be 
affected  as  much  as  some  others.  The  worst  effect  I  have  seen  was  near 
the  com^  of  Sixth  and  Cambridge  Streets. 

Q,  How  far  from  Mr.  Squire's  is  the  farthest  house  affected  on  that 
night  1  ^.  I  did  n't  take  particular  notice  on  the  other  street,  and  can't 
tell  how  far  it  extended  on  Cambridge  Street. 

Q.  Have  these  gases  ever  affected  your  silver-ware  1  A,  It  has  black- 
ened it  very  much  ;  the  silver  on  the  table  is  blackened. 

Q.  Have  you  been  into  Mr.  Squire's  establishment  lately  1  ^.  I  have 
not  been  in  there  this  season.  Last  season  I  went  over  the  whole  of  it. 
I  can't  state  exactly  the  time. 

Mr,  Derby.  This  inquiry  relates  to  the  present  time  and  the  present 
year.     We  hold  that  it  is  incompetent  to  extend  beyond  the  present  year. 

Mr.  Mclntire.  It  is  an  argument  of  the  petitioners  that  there  has  been 
a  decision  against  the  respondents  rendered  by  the  Joint  Commission. 

Mr.  Muzzey.  I  don't  care  what  the  argument  is.  You  asked  the 
Board  to  suppress  us,  and  they  did  n't  do  it.  I  claim  that  there  is  a  ver- 
dict in  our  favor,  and  I  submit  it  to  the  discretion  of  the  Board. 

Mr.  Mclntire,     I  wish  to  put  in  a  copy  of  the  verdict  into  this  case. 

Q.   (by  the  Chairman).    How  far  can  you   smell  this  odor  from  the 
establishment  ? 

Witness.  I  have  smelt  it  two  thousand  feet  I  should  think.  People 
living  there  smell  it  very  frequently. 

Q.  (by  Mr,  Derby).  How  do  you  know  they  smell  it  1  A.  They  tell 
zne  so,  and  I  have  been  there  and  smelt  it  myself. 

Q,  (by  Mr,  Mclntire).  Do  you  know  of  any  sick  persons  being  an- 
noyed by  the  squealing  of  the  hogs  when  killed  ]  ^.  I  visit  a  lady  now 
'Hrho  tells  me  the  squealing  of  the  pigs  annoys  her  very  much. 

Q,  What  is  the  number  of  people  coming  within  range  of  this  odor  1 
-4.  Several  thousand,  or  I  should  thiuk  ten  thousand  people  in  all. 

Q.   Should  you  think  all  the  people  of  East  Cambridge  could  detect 

tihe  odors,  and  whether  it  is  disagreeable  to  them  at  any  time  'i    A,  1 

don't  think  all  the  odors  come  from  Squire's  establishment,  but  I  think  at 

certain  times  the  odors  which  come  from  there  can  be  detected  by  all  the 

people  of  East  Cambridge,  and  that  they  are  disagreeable  to  them.     I 

think  it  also  affects  people  on  the  other  side  of  the  basin  in  Somerville. 

The  smell  is  very  distinct  in  that  direction,  but  it  would  be  fair  to  pre 

8ume  that  the  other  establishments  contribute  to  that  smell.     We  smell 

it  up  as  far  as  Sacramento  Street.     The  other  establishments  are  in  that 

direction  more  than  Squire's.     The  others  are  nearer  East  Cambridge. 
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•  Q,  Did  you  observe  the  wind  on  the  31  st  of  July  1  A.  There  was  but 
very  little  wind.  I  took  the  direction  of  the  wind  that  evening  by  hold- 
ing up  my  finger. 

Q.  Did  you  notice  any  unusual  odor  that  evening]  A.  Yes,  sir;  I 
was  out  most  all  of  the  first  part  of  the  night,  and  had  the  benefit  of 
all  the  smells. 

Q.  What  was  the  greatest  distance  from  the  establishment  that  you  could 
detect  the  smell  1  A.  I  did  n't  get  it  any  farther  from  the  establishment 
than  my  house.     Above  the  car  stables  the  smell  was  hardly  perceptible. 

Q,  You  would  n't  perceive  it  from  the  westerly  side  of  the  establishment! 
A,  I  think  not.    I  went  by  it  on  Cambridge  Street,  and  not  on  Gore  Street. 

Q,  You  stated  that  you  went  in  Squire's  establishment  a  year  ago, 
and  also  last  summer.  Did  you  notice  any  alteration  in  the  method  of 
rendering?  A,  I  should  think  it  was  about  the  same.  I  did  n't  go  in 
the  slaughtering  part. 

Q.  Did  you  detect  any  smells  there  1  -4.1  detected  only  the  smell  of 
grease. 

Q,  Please  state  whether  you  have  noticed  any  discolorations  previous 
to  the  31st  of  July.  A,  The  buildings  last  year  were  discolored,  but 
not  on  both  sides  of  the  basin  before  this  year. 

Q.  Did  you  ever  before  notice  any  such  sudden  discoloration  as  on 
that  night?  A.  No,  sir.  The  discoloration  of  the  buildings  is  not  so 
importimt  as  the  discomfort  arising  from  bad  odors,  and  the  want  of  fresh 
air  that  we  have  experienced  all  through  the  season.  We  feel  it  more 
upon  ourselves  than  we  do  upon  the  buildings.  Whenever  the  wind  is 
blowing  the  air  has  been  very  offensive  in  our  dwellings. 

Q.  Do  I  understand  you  to  say  that  you  have  seen  any  unloading  of 
hogs?  A.  I  have  seen  them  being  unloaded,  and  driven  into  the  estab- 
lishment. I  have  been  to  where  the  hogs  are  changed  from  the  cars  into 
the  yard,  and  I  detected  the  odor  of  hogs  while  they  were  coming  out  of 
the  cars. 

Q,  How  far  did  that  odor  extend?  A,  It  extended  as  far  as  my 
house,  and  I  don't  know  how  much  farther.     It  was  very  offensive. 

Q.  Did  you  see  auy  dead  hogs  in  the  cars  ?  ^.  I  did  n't  notice  whether 
there  were  any  dead  hogs  on  the  cars  then,  but  I  have  noticed  the  car- 
casses on  the  platform  after  they  had  been  taken  out. 

Q.  What  is  done  with  those  dead  hogs?  A,  I  don't  know  what  dis- 
position is  made  of  them. 

Q.  I  should  like  to  ask  if  gases  passing  into  water  are  absorbed  into 
the  water?  A,  Theoretically  it  may  be  so,  but  practically  it  is  not.  If 
Miller's  River  had  not  been  open  it  might  be  so,  but.  Miller's  River  being 
open,  it  is  not. 

Q,  (hy  tfte  Chairman).  Have  you  traced  these  odors  to  Mr.  Squire's  build- 
ings ?  A,  1  have  traced  these  odors  to  the  street  in  front  of  the  build- 
ings. On  the  31st  of  July  I  passed  up  and  down  the  street.  I  took  the 
direction  of  the  air  by  weCting  my  finger  and  holding  it  up. 

Cross-Examination. 

Q.  {by  Mr.  Mvazey),  You  did  n't  feel  the  air  blowing  against  you  that 
night  %  A.  1  would  n't  have  been  able  to  have  told  there  was  any  wind, 
unless  by  wetting  my  finger  and  raising  it  above  me. 

Q,  {by  Mr.  Derby),    With  regard  to  parties  being  affected  in  the  throat 
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or  lungs,  have  you  had  many  cases  of  serious  sickness  1    A,  1  never  had 
any  serious  cases,  and  never  had  any  case  of  loss  of  life. 

Q.  This  nausea,  is  it  experienced  when  the  wind  is  blowing  from  any 
particular  direction  1  A.  When  the  wind  is  blowing  in  any  other  direc- 
tion than  from  Mr.  Squire's,  we  don't  notice  the  odors. 

Q,  How  is  it  in  the  night,  —  the  effect  of  the  wind  ]  A,  In  the  night 
time,  if  the  wind  is  blowing  strong  in  that  direction  and  bringing  those 
odors,  people  are  nauseated  by  them  ;  sometimes  they  are  affected  by  the 
changing  from  one  odor  to  the  other. 

Q.  How  many  cases  of  nausea  have  you  known  during  the  past  sum- 
mer? A.  I  can't  remember,  there  are  so  many.  I  can  count  the  indi- 
viduals who  have  complained  to  me  in  a  few  minutes. 

Q.  Parties  that  you  have  actually  known  as  a  physician,  or  as  the 
father  of  a  family  1     A.    Yes,  sir. 

Q.  How  many  times  have  you  known  nausea  produced  during  the 
past  summer  1  A,  1  should  think  not  less  than  a  hundred  times,  but  I 
have  not  been  called  to  treat  them ;  many  persons  told  me  how  much 
they  were  nauseated. 

Q.  I  don't  allude  to  that  kind  of  statement ;  I  mean  persons  who 
have  actually  called  upon  you  to  treat  them  1  A.  After  the  wind 
changes  or  passes  away,  the  nauseating  effect  leaves.  My  wife  is  affected 
thirty  days  in  some  of  the  months,  and  thirty-one  days  in  some  of  the 
others,  and  almost  every  day  during  the  hot  weather.  It  did  every  day 
during  the  summer  that  those  strong  odors  came  across  to  our  dwelling. 
The  wind  has  done  so  every  day.  I  don't  think  the  southerly  wind  is 
more  prevalent  in  the  summer.  I  think  that  nearly  every  day  I  have 
had  some  one  affected  by  this  nausea. 

Q.  Has  the  health  of  your  family,  been  seriously  affected  1  A.  My 
wife  is  seriously  affected  by  it,  but  my  health  is  not  affected  by  it. 

Q.  But  how  do  you  know  where  the  smells  come  from  1  A,  Those 
smells  arc  from  the  establishment  of  Mr.  Squire,  because  I  have  traced 
them  there. 

Q,  But  do  you  not  get  the  dock  smell,  also  1  A,  1  think  we  can  tell 
that  portion  of  the  smell  which  comes  from  the  basin,  and  there  are 
times  when  we  can  trace  the  smells  directly  to  Squire's  basin. 

Q.  Can  you  particularize,  —  state  any  given  time  1  A,  Not  exactly, 
with  any  certainty,  because  I  have  not  kept  a  record  of  it. 

Q.  With  regard  to  the  changes  of  paint,  do  I  understand  that  they 
t.ook  place  previous  to  the  present  year  1    A.  Yes,  sir. 

Q.  I  will  now  ask  you  whether  there  has  not  been  a  smell  of  sew- 
age in  the  drains  emptying  into  the  basin  'i  A.  1  don't  think  I  have 
detected  those  smells  which  were  the  effect  of  the  sewage. 

Q.   Are  these  odors  that  you  speak  of  more  disagreeable  than  what 
comes  from  the  flats  along  Cambridge  Bridge  1     A.   Yes,  sir. 

Q.  {by  Mr.  Mclntire),  Is  n't  it  something  more  than  the  smell  of  dock 
mud?    A.    Yes,  sir. 

Q.  (bf/  Mr.  Mmzey),  What  do  you  call  the  gases  that  produce  the 
nausea  and  irritation  that  you  describe  '\  A,  I  don't  know.  I  think  it 
18  the  hog  smell  sometimes  that  makes  people  sick. 

Q.  Then  you  trace  the  illness  of  people  and  nausea  to  the  live  ani- 
Dials?  A.  Not.  always,  but  sometimes  to  the  live  animals.  Separately 
they  will  produce  that  nausea,  and  sometimes  collectively  combined. 
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Mr.  McTntire  objected  to  tho  double  crosB-examination  of  theiritsoi.* 

Mr.  Mnzzft/.  \  only  wished  to  take  up  one  or  two  topics  that  had  nst 
been  touched  upon. 

Thf^  C/tttirtnan  decided  that  the  questions  could  be  asked. 

Q.  (////  Mr.  Muzzey).  H:ive  you  analyzed  any  of  those  gases  1  J.  li<v 
sir. 

Q.  What  gas  do  you  suspect  the  presence  of  in  the  atmosphere  wha 
those  cflccts  are  i>roduccKl  ?     A.   I  only  suspect  the  disagreeable  odon. 

Q.  1  am  asking;  what  chemical  a;i:^ent  is  it  that  gives  these  efleefcitB 
these  person K  I  A.  I  dnn*t  think  I  can  give  the  chemical  agent  whick 
produces  nausea  in  an  offensive  odor  of  that  kind. 

Q.  What  comes  into  the  atmosphere  that  produces  sickness  in  till 
stomach  \  A.  Tho  nervous  constitution  of  people  is  so  differeDt  tluk 
what  is  disai^reeahle  to  one  ])erson  will  not  produce  nausea  in  another. 

Q.  What  is  the  source  that'the  suffering  comes  from,  —  whether  froB 
the  river-bed  or  the  rendering  ]  What  is  the  agent  that  produces  thea 
results  i 

The  Chairman.  I  think  such  questions  would  only  be  taking  up  tbi 
time  of  the  Board  unnecessjirilv. 

Mr.  Minzt'y.     There  is  only  one  point  more. 

Q.  (hij  Mr.  Muzzey).  Do  not  these  effects  proceed  from  the  action  rf 
sulphuretted  liydrogen  ]  A.  In  the  odors  which  come  from  the  dock  I 
think  it  may  be;  but  I  don't  think  it  is  so  in  the  odors  which  come fitom 
the  hogs. 

Q.  Now,  you  spoke  of  l)cing  somewhere  on  the  Slst  of  July,  and  wet* 
ting  your  finger.  Where  was  that  '\  A.  1  came  down  Cambridge  Street^ 
and  did  it  at  8th  Street. 

Testimony  of  Hknry  S.  Hills. 

Q.  (hy  Mr.  Mclntire),   You  live  in  East  (yiunbridgol     A:   Yes,  sir. 

Q.    How  long  have  you  lived  there  1     A.    For  thirty-one  j'cars. 

Q.    You  are  in  business  here  in  Boston ']     A.    Yes,  sir. 

The  Chairman.  How  far  from  this  place  do  you  live?  A,  About 
three  hundred  feet  from  Mr.  Slocumb's.  1  am  on  Thomdiko  Street,  anJ 
he  is  on  Otis  Street.  I  am  about  two  thousand  five  hundred  foet  fron 
Mr.  Squire's  establishment. 

Q.  {by  Mr.  Mclntire).  Have  you  been  affected  by  the  smells  that  arise 
from  this  quarter?     A.    We  have  at  our  house. 

Q.  Do  you  distinguish  hctwccu  the  different  odors  1  A.  Tho  princi- 
pal odor  wo  have  had  occurs  in  tho  night  time,  and  is  verj'  severe. 
Being  in  the  city  during  the  day,  I  don't  notice  the  smell  at  that  time  J 
but  I  have  frequently  heard  my  family  speak  of  it. 

Mr.  JJerhy.     That  is  not  evidence. 

Q.  Wliat  was  that  smell]  A.  It  was  the  same  that  has  been  de- 
scribed by  others  here.  It  produces  a  sort  of  sickening  feeling  and 
nausea. 

The  Chairman.     Does  it  produce  actual  vomitings  ?     A,    No,  sir. 

Q.  {by  Mr.  Mclntire).  Your  wife  is  an  invalid  1  A.  Yes,  sir  ;  my  wife 
has  been  an  invalid  for  six  or  eight  months,  and  has  suffered  a  great 
deal  in  consequence  of  this  smell,  whenever  the  windows  are  open. 

Q.  Have  you  traced  any  of  these  smells  ?  A.  Never  otherwise  than 
when  the  wind  is  in  a  certain  diroction  we  have  the  smell  in  our  house. 
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Q,  Do  you  distinguish  between  the  dock  smell  and  the  rendering] 
A,  I  have  never  smelt  any  dock  smells  in  Cambridge  when  I  have  been 
there. 

Q,  (by  Mr.  Derby).    Never  1    A,    Never,  to  my  knowledge. 

Q.  (by  Mr.  Mclntire.)  How  do  you  describe  the  odor  that  you  smell  % 
A.  I  don't  know  as  I  can  describe  it  otherwise  than  as  a  very  sickening 
Uid  disagreeable  smell  which  wo  get  that  affects  the  throat. 

Q,  What  does  it  smell  like  %  A.  1  know  when  I  smell  it.  It  is  the 
■ame  old  smell. 

Q.  Have  you  ever  smelt  the  live-hog  smelll  A.  No,  sir,  I  don't 
tliink  we  have  ever  smelt  anything  directly  from  the  live  hogs. 

Q.    You  are  on  the  other  side  *?    A.    On  the  south  side. 

Q.  How  often  would  you  get  it  during  the  last  summer  season  1 
A.  I  could  hardly  say  how  many  times.  Quite  frequently  ;  almost  any 
time  when  the  wind  has  been  in  the  right  direction. 

Q.  Whether  it  affected  any  one  besides  your  wife  *{  A.  1  have  been 
erected  cyself  more  or  less. 

Q.  In  what  manner  1  A.  In  this  same  manner ;  with  a  disagreeable 
G^eling  in  the  throat.  My  wife  usually  shuts  the  windows  and  tries  to 
ftYoid  it  as  much  as  possible. 

Cross-Examination. 

Q.  {by  Mr.  Mvzzey).  Is  not  this  smell  worse  when  the  tide  is  out  % 
A.  I  don't  know  that  I  ever  noticed  any  difference  whether  the  tide  was 
in  or  out.     I  don't  know  that  we  have  smelt  any  different  odors. 

(?-    How  long  have  yoii  smelt  this  1    A.   For  some  two  years. 

Q.  Were  there  any  smells  before  that  1  A.  There  was  some  years  ago 
a  bone  factory  on  the  dike  that  we  used  to  bo  troubled  about. 

Q.  Do  you  remember  the  putting  up  of  the  dam  in  1871  %  A.  1 
don't  remember  anything  about  it. 

Q.  You  recollect  the  bad  smells  began  then  %  A.  1l  don't  know  of  any 
bad  smells  only  those  which  came  from  this  trouble  about  two  years  ago. 

Q.  It  is  one  and  the  same  smell  ?  A.  Yes,  sir  \  I  don't  know  that  it  is 
any  different. 

Q.  Are  you  quite  as  near  to  Mr.  Squire's  establishment  as  Mr.  Slocumb  % 
A  No,  sir,  not  by  three  hundred  feet. 

Mr.  Mclntire.  I  would  like  to  put  in  a  copy  of  the  records  of  the 
Cambridge  Board  of  Health,  showing  the  result  of  the  hearing  before 
^m  in  regard  to  this  matter. 

Mr.  Mwzzey.  I  will  not  object  if  you  will  allow  the  whole  matter  to  go 
ro,  including  the  fact  that  there  was  never  any  action  taken  whatsoever 
•gainst  Squire  &  Co.  as  a  result  of  that  hearing. 

ifr.  Mclntire.  I  will  agree  that  that  Board  went  out  doing  nQthing* 
except  passing  that  order. 

Mr.  Muzzey.     And  that  no  Board  has  come  in  that  has  done  anything  1 

Mr,  Mclntire.     I  will  agree  to  that. 

The  copy  was  then  put  in. 
Adjourned. 
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Mr.  Mclntire  objected  to  the  double  cross-examination  of  the  witness.  ' 

Mr.  Muzzey.  I  only  wished  to  take  up  one  or  two  topics  that  had  not 
been  touched  upon. 

Tfie  Chainnan  decided  that  the  questions  could  be  asked. 

Q.  (by  Mr.  Muzzey).  Have  you  analyzed  any  of  those  gases  1  A.  No, 
sir. 

Q.  What  gas  do  you  suspect  the  presence  of  in  the  atmosphere  when 
those  effects  are  produced  ^     A.   1  only  suspect  the  disagre/eable  odors. 

Q.  I  am  asking  what  chemical  agent  is  it  that  gives  these  effects  to 
these  persons  '\  A.  \  don't  think  1  can  give  the  chemical  agent  which 
produces  nausea  in  an  offensive  odor  of  that  kind. 

Q,  What  comes  into  the  atmosphere  that  produces  sickness  in  the 
stomach]  A.  The  nervous  constitution  of  people  is  so  different  that 
what  is  disagreeable  to  one  person  will  not  produce  nausea  in  another. 

Q.  What  is  the  source  that'the  suffering  comes  from,  —  whether  from 
the  river-bed  or  the  rendering  %  What  is  the  agent  that  produces  these 
results  ] 

The  Chairman,  I  think  such  questions  would  only  be  taking  up  the 
time  of  the  Board  unnecessarily. 

Mr,  Miuzey,     There  is  only  one  point  more. 

Q,  {by  Mr,  Muzzey).  Do  not  these  effects  proceed  from  the  action  of 
sulphuretted  hydr(^en  ]  A.  t\\  the  odors  which  come  from  the  dock  I 
think  it  may  be ;  but  I  don't  think  it  is  so  in  the  odors  which  come  from 
the  hogs. 

Q.  Now,  you  spoke  of  being  somewhere  on  the  31st  of  July,  and  wet- 
ting your  finger.  Where  was  that  1  -4.  I  came  down  Cambridge  Street, 
and  did  it  at  8th  Street. 

Testimony  op  Henry  S.  Hills. 

Q.  (by  Mr.  Mclntire).   You  live  in  East  Cambridge  1     A:   Yes,  sir. 

Q.    How  long  have  you  lived  there  1    A,    For  thirty-one  years. 

Q.    You  are  in  business  here  in  Boston  1    A.    Yes,  sir. 

The  Chairman.  How  far  from  this  place  do  you  live?  A.  About 
three  hundred  feet  from  Mr.  Slocumb's.  I  am  on  Thomdike  Street,  and 
he  is  on  Otis  Street.  1  am  about  two  thousand  five  hundred  feet  from 
Mr.  Squire's  establishment. 

Q.  (by  Mr.  Mclntire).  Have  you  been  affected  by  the  smells  that  arise 
from  this  quarter?     A.    We  have  at  our  house. 

Q.  Do  you  distinguish  between  the  different  odors  ?  A.  The  princi- 
pal odor  we  have  had  occurs  in  the  night  time,  and  is  very  severe. 
Being  in  the  city  during  the  day,  I  don't  notice  the  smell  at  that  time ; 
but  I  have  frequently  heard  my  family  speak  of  it. 

Mr.  Derby.     That  is  not  e'vidence. 

Q.  What  was  that  smell  1  A.  It  was  the  same  that  has  been  de- 
scribed by  others  here.  It  produces  a  sort  of  sickening  feeling  and 
nausea. 

The  Chairman.     Does  it  produce  actual  vomitings  ?     A.    No,  sir. 

Q.  (by  Mr.  Mclntire).  Your  wife  is  an  invalid?  A.  Yes,  sir  ;  my  wife 
has  been  an  invalid  for  six  or  eight  months,  and  has  suffered  a  great 
deal  in  consequence  of  this  smell,  whenever  the  windows  are  open. 

Q.  Have  you  traced  any  of  these  smells  ?  A.  Never  otherwise  than 
when  the  wind  is  in  a  certain  direction  we  have  the  smell  in  our  house. 
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Q.  Do  you  distinguish  between  the  dock  smell  and  the  rendering  1 
A.  I  have  never  smelt  any  dock  smells  in  Cambridge  when  I  have  been 
there. 

Q.  {by  Mr.  Derby),    Never  %    A,    Never,  to  my  knowledge. 

Q.  (by  Mr,  Mclntire.)  How  do  you  describe  the  odor  that  you  smell  % 
A,  I  don't  know  as  I  can  describe  it  otherwise  than  as  a  very  sickening 
and  disagreeable  smell  which  we  get  that  affects  the  throat. 

Q,  What  does  it  smell  like  %  A,  1  know  when  I  smell  it.  It  is  the 
same  old  smelL 

Q,  Have  you  ever  smelt  the  live-hog  smelll  A.  No,  sir,  I  don't 
think  we  have  ever  smelt  anything  directly  from  the  live  hogs. 

Q.    You  are  on  the  other  side  1    A.   On  the  south  side. 

Q,  How  often  would  you  get  it  during  the  last  summer  season  1 
A,  I  could  hardly  say  how  many  times.  Quite  frequently  ;  almost  any 
time  when  the  wind  has  been  in  the  right  direction. 

Q,  Whether  it  affected  any  one  besides  your  wife  1  -4.  I  have  been 
affected  myself  more  or  less. 

Q.  In  what  manner  1  A.  In  this  same  manner ;  with  a  disagreeable 
feeling  in  the  throat.  My  wife  usually  shuts  the  windows  and  tries  to 
avoid  it  as  much  as  possible. 

Cro88-Examinatxon, 

Q,  (by  Mr,  Muzzey).  Is  not  this  smell  worse  when  the  tide  is  out  1 
A.  I  don't  know  that  I  ever  noticed  any  difference  whether  the  tide  was 
in  or  out.     I  don't  know  that  we  have  smelt  any  different  odors. 

Q.    How  long  have  you  smelt  this  ]     A.   For  some  two  years. 

Q.  Were  there  any  smells  before  that  1  A,  There  was  some  years  ago 
a  bone  factory  on  the  dike  that  we  used  to  be  troubled  about. 

Q.  Do  you  remember  the  putting  up  of  the  dam  in  1871 1  A,  I 
don't  remember  anything  about  it. 

Q.  You  recollect  the  bad  smells  began  then  1  -4.  I  don't  know  of  any 
bad  smells  only  those  which  came  from  this  trouble  about  two  years  ago. 

Q.  It  is  one  and  the  same  smell  ?  A.  Yes,  sir  ;  I  don't  know  that  it  is 
any  different. 

Q.  Are  you  quite  as  near  to  Mr.  Squire's  establishment  as  Mr.  Slocumb  1 
A.   No,  sir,  not  by  three  hundred  feet. 

Mr,  Mclntire.  I  would  like  to  put  in  a  copy  of  the  records  of  the 
Cambridge  Board  of  Health,  showing  the  result  of  the  hearing  before 
them  in  regard  to  this  matter. 

Mr,  Muzzey.  I  will  not  object  if  you  will  allow  the  whole  matter  to  go 
in,  including  the  fact  that  there  was  never  any  action  taken  whatsoever 
against  Squire  &  Co.  as  a  result  of  that  hearing. 

Mr.  Mclntire.  I  will  agree  that  that  Board  went  out  doing  npthing* 
except  passing  that  order. 

Mr,  Muzzey.     And  that  no  Board  has  come  in  that  has  done  anything  1 

Mr.  Mclntire.     I  will  agree  to  that. 

The  copy  was  then  put  in. 
Adjourned 
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SECOND    DAY. 

Taeidaj)  December  3. 

Mr,  Derby,     I  suppose  that  the  protest  which  we  offer  applies  to  this 
day  as  well  as  to  all 

The  Clvairman,    Certainly. 

Testimony  of  Jonas  Woodard. 

Q,  (by  Mr.  McTntire),  How  long  have  you  lived  in  Cambridge  %  A.  1 
have  lived  in  East  Cambridge  nineteen  years. 

Q.    What  is  your  occupation  1     A,    Dealer  in  hay,  straw,  and  charcoaL 

Q,  How  near  do  you  live  to  the  establishment  of  Mr.  Squire  1  A.  With- 
in fifteen  rods. 

Q.  On  what  street  1  A.  On  Sixth  Street,  between  Cambridge  and 
Gore  Streets ;  about  half-way  between  Cambridge  and  Gore,  on  the  east 
side,  a  little  nearer  to  Gore  than  to  Cambridge.  There  are  two  houses 
between  me  and  Gore  Street.  I  am  within  two  hundred  and  fifty  feet  of 
Mr.  Squire's  place. 

Q.  Will  you  state  whether  you  have  been  troubled  with  any  of  these 
odors  that  have  been  testified  to  ?     A.    \  have  been. 

Q.  '  For  how  long  a  time  1  A,  Well,  for  the  last  four  years,  more  or 
less,  ever  since  I  lived  in  that  place. 

Q.  What  odors  do  you  detect  'i  A.  1  detect  the  hog  smell,  the  live 
hog,  and  another,  that  of  the  rendering  or  trying  of  meat. 

Q.  Any  more  1  A.  1  do  sometimes  smell  the  smell  from  the  dock,  oc- 
casionally. 

Q.  How  often  do  you  get  these  live-hog  and  rendering  and  trying  smells  1 
A.  Well,  the  rendering  and  trying  smell  is  almost  every  day  ;  not  every 
day,  but  two  or  three  times  a  week.     It  varies  one  or  two  a  week  along. 

Q.  At  what  time  do  you  get  it  1  A.  Wo  generally  get  it  more  in  the 
night  time  than  we  do  in  the  day. 

Q.  Is  there  any  difference  in  the  tide  when  you  get  these  smells  1 
A,  No,  not  in  regard  to  this  rendering  smell.  The  tide  does  not  make 
any  difference. 

Q.  How  often  do  you  get  the  hog  smell  1  A.  As  often  as  they  imload 
the  hogs,  or  whenever  the  wind  is  in  a  northwesterly  direction.  Some- 
times the  wind  is  not  so,  but  we  get  it  every  time. 

Q.  Do  you  mean  to  say  that  you  only  get  the  hog  smell  when  they 
are  unloading  the  hogs  ?  A.  We  get  it  more  then,  but  we  get  it  at  all 
times.     When  we  get  it  worst  is  when  they  are  unloading. 

Q.    Do  these  smells  affect  you  any,  or  your  family  1    A.    They  do. 

Q.  How  ]  A.  On  account  of  this  sickening  smell  from  the  trying, 
sometimes  we  have  to  close  our  windows  in  the  night. 

Q,    Has  it  affected  your  family  ?     A.    It  has. 

Q.  Can  you  give  me  any  particular  instance  ]  A,  On  the  night  of  the 
3 1st  of  July  we  were  waked  up  out  of  sleep  by  a  smell. 

The  Chairman,     What  was   its   effect   upon   your  family  when   they 
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woke  up  1  A.  We  perceived  a  sickenmg  smell,  and  mj  wife  complained 
of  a  smarting  in  the  throat. 

Q.    Did  she  vomit  1    A,   Not  at  that  time. 

Q.  At  any  time  did  it  cause  vomiting  to  you  ]  A.  It  did,  some  two 
years  ago. 

Q.  Where  were  youl  A.  I  had  been  to  South  Boston  to  meeting 
and  was  going  home,  something  past  twelve  o'clock.  I  know  I  had  to 
walk  it. 

Mr.  Derby.    It  seems  to  me  that  that  is  rather  a  long  distance  to  go  back. 

Mr.  McItUire.  I  wish  to  show  that  a  similar  smell  to  what  made  him 
vomit  two  years  ago,  would  now. 

Mr.  Derby.     I  make  the  objection.     You  can  proceed. 

Mr.  Mclntire.     I  will  leave  it  out. 

Q.  Do  you  know  of  any  nausea  or  vomiting  caused  to  yourself  by 
these  smells  %    A,    \  know  of  being  sick,  but  not  so  as  to  vomit. 

Q.  When  1  A.  On  the  night  that  I  speak  of,  the  night  of  the  31st  of 
July,  I  experienced  a  sickening  sensation. 

Q.  Well,  how  ?  Describe  it.  A.  It  was  a  sickening  smell  to  myself 
and  also  to  my  wife.     We  were  woke  up  from  sleep  by  it. 

The  Chairman.  How  long  did  the  trouble  continue  upon  yourself  and 
wife  1  A.  Perhaps  half  an  hour  or  so.  I  got  up  and  went  to  get  a  drink 
of  water.     The  smell  lasted  for  about  twenty  minutes  or  half  an  hour. 

Q.    Did  it  produce  vomiting  1    A.    No,  sir,  only  a  nauseated  feeling. 

Q.  Well,  at  any  other  time,  and  how  many  times  during  the  last  sum- 
mer, has  the  smell  produced  nausea  1  A.  A  good  many  felt  it  the 
same  night  at  about  half  past  two  o'clock,  the  night  of  the  31st.  We 
had  two  gusts  of  it  ihat  night.  They  came  and  lasted  from  twenty  min- 
utes to  half  an  hour  each  time. 

The  Chairman.  It  had  a  similar  effect)  A.  Yes,  sir.  That  is  the 
night  on  which  the  houses  were  turned. 

Q.  {by  Mr.  Mclntire).  Have  you  ever  attempted  to  trace  any  of 
these  bad  smells  1  ^.  I  did  on  that  night  that  I  spoke  of,  that  I  had 
been  ont,  some  two  years  ago. 

Q,  Since  then  have  you  been  by  there,  or  have  you  traced  any  of  these 
smells  %    A.    1  have  been  up  by  there  in  the  evening. 

Q.  When  1  A.  In  August,  soon  after  we  had  so  much  talk  in  regard 
to  the  coloring  of  the  houses. 

Q,  What  did  you  find  %  A.  1  found  that  I  smelt  this  smell  from  the 
rendering  and  trying  coming  very  strong  from  the  doors,  as  I  passed  up 
and  down  the  street. 

Q.  {by  Mr.  Derby),  From  what  doors  1  A.  FvMi  the  front  doors  of 
Mr.  Squire's  building. 

Q.  (by  Mr.  Mclntire).  Did  you  get  the  live-hog  smell  1  A.  Not  that 
night.  The  worst  that  I  smelt  then  was  what  I  supposed  to  come  from 
the  rendering. 

Q.  What  day  of  the  week  —  what  particular  day,  if  any  —  do  you  smell 
the  hog  the  worst  I  A.  The  most  I  have  ever  smelt  it,  and  the  strongest, 
was  the  last  Sunday  before  August.  I  was  down  at  my  barn,  near  the 
bridge  on  Cambridge  Street,  and  smelt  it  very  strong  that  day,  the  wind 
being  in  the  right  direction. 

Q.  You  smelt  it  at  your  bam.  That  is  where  1  A.  At  26  Cambridge 
Street,  near  Craigie  Bridge. 
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Q,  How  far  from  Mr.  Squire's  factory!  A,  Half  a  mile  from  Mr. 
Squire's  factory  I  should  think. 

Q.    That  was  the  live-hog  smell  1     A.   Yes,  sir. 

Q.  What  part  of  the  day  was  that  'i  A.  1  should  judge  it  was  from 
ten  to  eleven  o'clock.  It  might  have  been  from  nine  to  eleven  in  the 
morning. 

Q,  Do  you  know  what  that  was  caused  by  1  A,  It  was  the  smell  of 
live  hogs  unloading  from  the  cars. 

Q,  Do  you  know  who  they  were  unloaded  fori  A,  I  went  up  there 
and  saw  them  unloading,  and  they  told  me  that  they  unlosided  forty-five 
car-loads  that  day. 

Q,  That  was  on*  Sunday  1  A.  Yes,  sir.  I  was  told  that  thirty-five 
car-loads  were  for  Mr.  Squire,  and  the  others  for  Mr.  North. 

Q.  You  found  them  unloading  at  that  time  1  A.  1  did.  How  long 
it  was  before  they  got  through  I  could  not  say.     I  left  them  unloading. 

Q,  At  what  time  of  day  1  A,  It  was  past  twelve  o'clock,  I  think.  I 
think  it  was  the  last  Sunday  but  one  in  August. 

Q,  Did  you,  when  you  went  up  there,  detect  that  scent  of  the  live  hog  1 
A,   I  did. 

Q,  How  strong  was  it  1  A,  I  don't  know  as  I  could  describe  the 
strength. 

Q,  How  much  did  it  afiect  you  'i  A.  1  don't  know  that  it  made  me 
sick.     It  was  a  disagreeable  smell ;  such  as  would  arise  from  hogs. 

Q,  Was  there  any  particular  day  of  the  week  that  you  smelt  the  live- 
hog  smell  more  than  any  other  1  A.  I  think  Sundays  it  comes  stronger 
and  more  often  than  on  other  days.  It  may  be  because  I  am  at  home 
more  on  that  day. 

Q,  Do  you  know  on  what  days,  as  a  general  thing,  the  hogs  are 
brought  in  and  unlosided  1  ^.  I  do  not.  I  could  not  testify  in  regard 
to  that. 

Q,  Do  you  know  of  their  being  brought  in  more  than  once  on  Sunday  1 
A,    0  yes.     I  know  of  their  being  brought  many  times. 

Q,  How  many  times  in  the  past  summer?  A.  A  great  many.  I 
could  not  say  the  number. 

Q.  Do  you  know  anything  with  regard  to  running  these  works  on  Sun- 
day?    A,    I  do  not. 

Q,  Do  you  know  anything  of  their  running  them  last  Sunday  1  A,  1 
heard  the  squealing  of  hogs  last  Sunday,  along  some  four  or  five  o'clock. 
I  don't  know  what  they  were  doing  with  them.     I  heard  them  squeal 

Q,    Did  you  see  the  men  about  there  1     ^.  I  did  not. 

Q,  Well  now,  in  regard  to  blackening.  You  live  within  three  hundred 
feet  of  there.  How  was  your  house  before  the  31st  day  of  July  last,  in 
regard  to  being  blackened  or  discolored  1  A,  It  was  discolored  some  on 
the  outside  of  the  house. 

Q.  How  long  had  it  been  so  1  A.  For  the  last  year  there  had  been 
some  discoloration  on  the  front  side  of  the  house. 

Q.  Well,  on  this  night  of  the  31st  of  July]  A,  There  was  a  great 
deal  more  added  to  it  outside,  and  it  was  also  colored  on  the  inside. 

Q,  How  about  other  houses  in  the  vicinity?  A.  The  houses  all 
through  that  street  and  in  that  vicinity  were  colored  that  night ;  that 
is,  within  twenty  rods  of  the  establishment. 

Q.   Well,  how  was  the  discoloration  of  that  night  as  compared  with  all 
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other  nights  previous  to  that  1  A.  I  should  think  there  was  more  on 
that  night  than  on  previous  nights. 

Q.  To  how  great  a  degree  1  A,  So  much  more,  —  I  don't  know  as  I  can 
describe  it,  —  so  much  more  that  it  was  the  general  talk  of  people  the  next 
morning.  Thej  gathered  about  in  groups  and  looked  at  their  houses  and 
complained.  It  was  the  cause  of  the  meeting  being  called  to  discuss  the 
matter. 

Q.  You  say  you  have  been  by  there  and  have  detected,  coming  from 
the  doors,  this  rendering  smell.  Did  you  do  it  more  than  once  1  A.  1 
did. 

Q.  Within  the  past  summer?  A.  Yes,  three  or  four  times,  I  have 
taken  pains  to  travel  by  there  during  the  month  of  August. 

Q.  With  the  same  result  1  ^.  It  was  always  strong.  Sometimes  it 
was  stronger  than  at  others.  It  depends,  I  think,  upon  what  they  are 
trying ;  sometimes  it  is  more  nauseating  than  at  others.  They  try,  I  sup- 
pose, different  meats. 

Q.  Do  you  know  anything  about  what  is  called  here  the  dock  smell 
fix)m  the  basin  1    A,  1  do.     We  have  that  occasionally. 

Q.  Are  you  nearer  to  the  dock  than  you  are  to  Mr.  Squire's  ?  A.  Yes, 
sir. 

Q.  That  is,  the  foot  of  Sixth  Street  is  a  part  of  the  Squire  basin  1 
A.   Yes,  sir. 

Q.  Well,  how  is  that  smell  as  compared  with  what  you  call  the 
rendering  smell,  in  strength  and  effect  upon  your  body  ]  A,  The  smell 
from  the  dock  is  a  disagreeable  smell,  and  an  altogether  different  one.  It 
is  not  so  sickening  to  me  as  the  other  smell. 

Q.  How  often  do  you  get  that  dock  smell  'i  A.  1  don't  know  as  I 
could  say ;  we  get  it  quite  often.  You  might  say  we  get  it  more  or  less 
almost  every  day ;  every  day,  perhaps,  when  the  wind  will  fetch  it 
to  us. 

Q.  You  are  within  about  two  hundred  feet  of  that  establishment? 
A.    I  should  think  so. 

Q.  Did  you  ever  go  up  on  the  SomerviUe  road  on  the  other  side  of  the 
basin,  on  Bridge  Street?     A.    I  have. 

Q.    Did  you  detect  any  odors  there  ?     ^.    I  did. 

Q.  What  ?  -4.  I  detected  the  dock  smell,  and  also  the  smell  from  ren- 
dering when  the  wind  was  right. 

Q.  Did  you  det|ct  the  hog  smell  on  that  side?  A,  I  don't  know 
whether  I  did  or  not. 

Q,  Have  you  passed  between  Squire's  and  North  &  Merriam's,  on 
the  Grand  Junction  Railroad  ?    j1.    I  have  passed  through  there. 

Q.  Did  you  notice  any  particular  scent  there?  A.  I  could  smell 
smells,  when  they  are  at  work  there.  The  track  where  they  unload  their 
hogs  is-  between  Mr.  Squire's  and  North  &  Merriam's  places.  When  I 
went  up  the  street,  I  passed  through  there  by  Bridge  Street,  on  the  Sun- 
day of  which  I  speak. 

Q.  {by  a  member  of  the  Board).  Was  it  any  worse  in  that  neighbor- 
hood than  near  your  bam  ?  -4.  I  don't  think  it  was.  The  wind  was 
west  or  northwest  that  day. 

Q,  Was  there  any  place  where  that  could  come  from  '\  .  A.  I  don't 
know  where  the  smell  of  live  hogs  could  come  from  except  from  that 
place.     I  am  not  Ullowed  to  keep  hogs  in  the  city. 
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Q.  Whether  you  know  anything  about  whether  Mr.  Squire  keeps  his 
naen  at  work  on  Sunday  1    -4.    I  do  not. 

Cross-Examination, 

Q.  {by  Mr.  Derby),  How  often  are  these  hogs  landed,  sirl  A,  I 
could  not  say  how  often  ;  they  come  every  week. 

Q.  Oftener  than  five  or  six  times  a  week  %  A.  1  don't  suppose  they 
do. 

Q.  You  have  n't  seen  them  any  oftener  than  that  %  A.  1  have  not 
seen  them  so  often. 

Q,  Do  you  know  the  number  of  cars  coming  in  there  daily  1  -4.  I  do 
not. 

Q,  Was  not  this  an  unusual  occurrence  on  Sunday  1  Were  not  the 
trains  detained  ^  A,  \  did  not  hear  anything  said  in  regard  to  that.  I 
went  up  there  and  was  told  by  men  there  that  they  had  unloaded  forty- 
five  car-loads  of  hogs  that  day. 

Q.  How  long  was  the  process  of  unloading  that  day  %  A.  \  could  n't 
state  how  long  they  were  at  it.  They  were  unloading  in  the  after- 
noon. 

Q.  When  you  first  perceived  the  smell  of  the  hogs  and  ascertained 
that  they  were  unloading,  what  time  of  day  was  that  %  A.  About  twelve 
o'clock.  I  should  think  it  was  not  far  from  that  time  when  I  was  at  my 
bam  and  smelt  it. 

Q.    At  what  time  did  you  walk  up  there  1     A,    Soon  after  that. 

Q.  When  you  arrived,  were  they  unloading,  or  had  they  finished  1 
A.    They  were  unloading. 

Q.  How  soon  did  they  get  through  1  -4.  I  could  not  say.  I  left  them 
unloading. 

Q.    Were  n*t  they  nearly  through  1     -4.    I  could  not  say. 

Q.  Your  observation  was  confined  to  a  period  between  half  past  ten 
and  one  o'clock.  At  that  time  there  were,  as  you  understood,  for  you 
did  not  count  them,  some  forty-five  cars  on  the  track  which  were  being 
discharged  ^  A.  1  was  told  thirty-five  car-loads  were  for  Mr.  Squire  and 
ten  for  other  parties. 

Q.  Pass  to  the  31st  of  July.  Did  you  go  out  that  night?  A.  I  did 
go  out  on  the  street. 

Q.  How  far  1  -4.  I  went  down  on  to  Gore  Street,  and  passed  up  by 
the  establishment.  ^ 

Q.  At  what  time  in  the  night  did  you  go  there,  sirl  A.  Between 
eleven  and  twelve  o'clock,  when  we  perceived  the  first  smell. 

Q.  Did  you  go  out  before  the  half-hour  wtis  over  1  A,  Yes,  sir  ;  but 
the  smell  greatly  diminished  within  a  half-hour  after  it  came,  and  the 
air  was  nearly  as  clear  as  before  it  came. 

Q.  When  you  went  out  of  your  door  was  the  air  clear  then  or  whs  the 
smell  continued  1     A.-  The  smell  was  strong  when  I  first  went  out. 

Q.  How  long  did  it  last  strong  after  you  went  out  1  A,  Perhaps  ten 
minutes. 

Q.  From  the  time  you  left  your  door  you  perceived  it,  about  ten  or 
fifteen  minutes.  Was  it  a  pungent  smell,  a  smell  of  rendering  ?  Was  it 
stronger  than  you  had  experienced  before  1     4.    It  was. 

Q,   A  more  pungent  smell  was  it  1     A,  Yes,  sir. 

Q,   This  smell  of  rendering  which  you  smell  is  not  a  ptmgent  smell  'i    It 
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is  the  ordinary  smell  that  comes  from  lard  ?  ^.  It  is  different  on  different 
nights.  I  had  supposed  that  when  we  had  it  the  strongest  and  most  dis- 
agreeable it  was  because  they  were  trying  meat.  It  was  usually  the  ordi- 
nary smell  of  rendering  leaf-lard,  —  the  common  e very-day  smell. 

Q,  Now  pass,  if  you  please,  to  this  night  of  the  31st.  You  speak  of 
the  smell  being  very  sickening  that  night,  and  producing  great  effect. 
Did  n't  it  produce  more  effect  upon  the  houses  that  night  than  all  the 
previous  smells  of  the  year  had  done  ?  A,  I  should  judge  it  did,  sir.  The 
houses  were  more  discolored  than  they  had  been  before. 

Q.   Or  afterwards,  either  1     A.   Yes,  more  than  in  any  one  night. 

Q.  Well,  take  the  rest  of  the  season.  Were  they  not  discolored  more 
on  that  night  than  on  all  the  other  nights  of  the  season  'i  A,  1  should 
think  as  much.     I  could  not  say  decidedly. 

The  Chairman,  With  regard  to  going  into  the  place  and  examining 
meat  before  it  is  rendered  ;  have  you  been  into  the  establishment  to  find 
out  about  that  1     A,    No,  sir,  I  have  not. 

Q.  You  have  no  knowledge  of  what  was  tried  there  1  A,  I  have  never 
been  into  the  works  to  examine  them.     I  have  been  in  there. 

Q.  Well,  recently  have  you  been  there  1  J[.  I  was  in  there  one  after- 
noon and  one  night  in  August  or  September  for  a  very  short  time.  I 
went  in  with  some  man  that  came  along,  and  stayed  a  few  minutes  with 
this  gentleman,  and  passed  down  among  the  works. 

Q.  Is  there  any  rendering  place  between  you  and  North's,  where  ren- 
dering is  done  in  open  kettles?  A,  Not  that  I  know  of.  -There  is 
nothing  except  Mr.  Squire's  between  me  and  North's. 

Q.  Do  you  know  where  Spellman  keeps  1  ^.  I  do  not.  I  have  heard 
such  a  name. 

The  Chairman,  You  say  that  you  went  out  on  the  31st  of  July.  Where 
did  you  go  %  A,  From  my  house  on  Sixth  Street  down  on  to  Gore  Street, 
in  front  of  Mr.  Squire's  establishment. 

Q,   Did  you  trace  the  smell  to  any  place  yourself?     A,    I  did. 

Q.    To  what  place)     A,    To  Mr.  Squire's  establishment 

Mr.  Derby,  How  long  were  you  walking  to  Mi;.  Squire's  1  A,  It  was 
a  very  little  time  ;  less  than  ten  minutes. 

Q,  Did  you  walk  directly  or  did  you  smell  about  %  A.  1  walked  di- 
rectly there.  We  had  that  smell  again  about  half  past  two  the  same 
ni^t. 

Q.  But  within  the  ten  minutes  you  took  to  walk  that  distance  the 
smell  had  been  greatly  diminished,  had  n't  it  ?  A,  It  was  greatly  dimin- 
ished after  the  time  I  went  out  of  the  door. 

Q.  (6y  a  member  of  the  Board),  To  what  do  you  attribute  the  disap- 
pearance of  the  smell  in  that  way,  —  to  the  changing  of  the  wind  or  the 
cessation  of  the  cause  1  ^.  To  the  cessation  of  the  cause.  It  returned 
at  half  past  two.  I  suppose  that  they  were  going  through  the  same  oper- 
ation that  they  were  going  through  before.  It  was  the  same  smell,  but 
what  that  was  I  do  not  know. 

Q,  (by  Mr,  Derby),  The  works  were  lighted  up  1  A.  There  were 
lights  in  the  establishment ;  there  are  at  all  times  of  night 

Q.  There  were  this  night  in  particular,  and  men  at  work  1  A,  There 
were  lights  in  the  building,  but  nothing  more  than  common. 

Q.  Did  you  see  men  moving  about  1  J[.  I  did  see  one  or  two  men 
pass  before  the  windows.     I  don't  know  whether  they  were  working. 
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Testihont  op  Asa  Ttleb. 

» 

Q,  (by  Mr,  McIrUirf).  You  live  in  East  Cambridge  1    A,  Yes,  sir. 

Q.  What  is  your  business  1  ^4.  I  have  been  a  dealer  in  boots,  shoes, 
and  rubbers  in  Boston.     Now  I  have  n^t  any  particular  business. 

Q,  You  have  had  a  store  under  the  Museum,  have  n*t  you  1  A,  Yes, 
sir ;  for  twenty-five  years. 

Q.  You  have  lived  on  Sixth  Street  how  long?  A,  Nine  years  next 
January  in  the  same  house. 

Q,  Of  course  you  are  acquainted  with  this  establishment.  Will  you 
please  tell  us  if  you  have  been  troubled  with  any  of  these  odors  that  have 
been  testified  to  1     A.   Very  seriously. 

Q.   By  more  than  one  ]    -4.    By  several  of  them. 

Q,  Can  you  describe  them  ?  A,  Well,  there  is  the  dock  smell,  the 
live-hog  smell,  and,  as  I  suppose,  the  smell  of  the  trying  or  rendering  of 
lard. 

Q,  Which  of  these  smells  to  you  seems  the  most  severe  1  A,  The 
rendering  smell  has  affected  me  and  ray  wife  the  worst. 

Q.  How  has  it  affected  you  1  A,  It  has  made  mo  sick  several  times. 
It  has  tightened  my  lungs  so  as  to  affect  my  speech,  and  I  could  not  speak 
without  coughing  or  hacking  at  every  word  I  spoke. 

Q.  How  has  it  afi'ectcd  your  wife  1  A,  It  has  caused  her  to  have  a 
headache  aud  to  be  sick  some  time.  For  nearly  one  week  at  once  she  has 
been  prostrated  by  it. 

The  Chairman.  Did  you  vomit  1  A.  I  have  never  vomited,  but 
I  have  been  so  sick  when  I  came  down  in  the  morning  that  I  had  no  ap- 
petite for  my  breakfast,  no  desire  for  it. 

Q.    You  mean  that  it  produced  nausea  1    A,    Nausea,  and  this  sickness. 

Q.  How  many  times  during  the  last  summer  has  it  so  affected  you  % 
A,   Almost,  as  a  general  thing,  all  through  the  warm  weather. 

Q,  And  your  wife  1  A,  On  the  night  of  the  Slst  we  were  both  of  us 
made  sick  by  the  smell  that  came  into  the  house.  Between  the  hours  of 
eleven  and  twelve  we  .were  woke  up  by  the  smell,  the  windows  of  our 
sleeping-chamber  being  open.  I  was  so  pressed  that  I  could  hardly 
breathe,  and  I  got  out  of  bed  to  go  down  and  get  a  drink  of  water.  My 
house  was  filled  with  the  gas.  I  closed  the  rooms  down  stairs  and  up 
stairs,  and  came  back  to  my  wife  and  said  that  I  was  going  out.  She 
could  n't  hardly  catch  her  breath.  Our  room  appeared  to  be  saturated 
with  the  odor  that  came  in  that  night. 

Q.  Do  you  know  where  that  smell  came  from  1  A,  1  did  not  get  it 
then.  We  did  not  got  it  again  until  somewhere  past  one  o'clock,  before 
I  had  lain  down  again.  Then  somewhere  about  two  o'clock  it  came 
again.  I  put  my  head  out  of  the  window  and  smelled  it,  closed  the  win- 
dows, went  down  stairs  and  remained  an  hour  or  so.  I  did  n't  go  to  bed 
again  that  morning.  Iktweon  four  and  five  I  came  out  on  the  street. 
There  were  quite  a  number  of  our  neighbors  out  on  the  sidewalks,  looking 
at  their  houses.  It  was  a  general  question  where  that  stench  and  odor 
came  from  that  night. 

Q,  Do  you  know  where  that  smell  came  from  *{  A,  1  did  n't  go  out 
of  doors  that  night.     I  did  n't  go  out  until  morning.     I  did  not  tr^co  it. 

Q,  Have  you  been  by  the  establishment  of  ^Ir.  Squire  1  -4.  I  have, 
sometimes  as  often  as  once  or  twice  a  week. 
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Q.  In  going  by  it  did  you  detect  any  of  the  odors  that  you  speak  oft 
A.    I  have. 

Q,  Which  one  'i  A.  I  have  detected  what  we  call  the  smell  of  the 
rendering  of  hogs,  and  of  the  dock.  When  the  wind  is  strong  it  brings  it 
right  straight  into  my  liouse. 

Q,  Do  you  detect  it  as  ooming  from  the  establishment  f  A.  I  have. 
I  have  had  the  curiosity  when  coming  home  on  the  street  in  the  morn- 
ing to  follow  it  I  have  followed  it  straight  to  the  building.  After  I 
had  got  past  the«^building  a  certain  distance  it  would  not  smell. 

Q,  (bf  Mr,  Derby),  How  farl  A,  Perhaps  five  or  ten  rods;  enough 
to  get  past  the  building.  That  is  the  rendering  smell.  I  can  smell  the 
dock  almost  any  time. 

Q.  How  many  times  during  the  past  summer  have  you  traced  it  to 
the  buildings  %    A.    \  think  a  dozen  times. 

Q.    The  rendering  smell  1    A.   Yes,  sir. 

Q.  Do  you  know  anything  about  the  unloading  of  hogs  t  ^.  I  have 
been  there  a  number  of  times.  I  have  had  the  curiosity,  particularly 
when  I  have  smelt  the  hog  smell  on  Sunday,  to  investigate  its  origin. 

Q,  How  many  times  have  you  seen  them  unloading  hogs  on  Sundays  t 
A,  I  recollect  some  three  or  four  times  that  I  have  been  up  there  this 
present  summer  or  (all. 

Q.  They  unloaded  at  Cambridge  Street,  where  the  crossing  is,  did 
they  1  A,  Right  at  the  end  of  the  building  the  cars  were  run  up  and 
they  took  them  out  on  the  platform. 

Q.  Is  there  any  odor  about  the  cars  while  they  are  unloading  1  A. 
There  i& 

Q*  How  far  can  it  be  smelled  %  A,  1  can  smell  it  at  my  house  when 
the  wind  is  right  in  the  warm  weather  in  the  summer.  I  can  smell  it 
every  time  when  the  wind  is  in  a  northwesterly  direction. 

Q.  Have  you  been  by  the  establishment  often  on  Sundays  this  last 
summer  1  Do  you  know  anjrthing  of  the  custom  there,  whether  he  car- 
ries on  the  work  Sundays  as  well  as  week-days  %  A.  1  have  heard  men 
in  there,  and  have  heard  engines,  I  suppose,  running. 

/i.  You  live  on  Sixth  Street,  between  Cambridge  and  Otis,  about  three 
or  four  hundred  feet  from  Mr.  Woodard's,  on  the  opposite  side.  How  far 
are  you  from  Mr.  'Squire's  t     A.   About  four  hundred  and  fifty  feet. 

Q,  Do  you  know  how  far  this  discoloration  extended  on  the  night  of 
the  3l8t  t  A,  That  morning  I  walked  around  Sixth  Street  to  Gore,  down 
Qote  Street  to  Fifth  Street,  and  then  came  up  Cambridge  Street,  and  I 
found  that  around  in  that  square  the  buildings  were  very  badly  dis- 
colored. 

The  Chairman,     How  large  a  radius  t 

Mr,  Mclntire.  The  radius  would  be  about  three  hundred  feet, — two 
hundred  north  and  south,  and  four  hundred  east  and  west. 

Q,  Did  you  notice  to  what  extent  they  were  discolored  on  the  morn- 
ing of  the  Slstl  A,  Some  of  them  were  nearly  black;  had  black,  dark 
brown  spots,  and  brown  spots  upon  them. 

Q.  Had  you  noticed  any  discoloration  before  that  on  these  houses  f 
A,    I  had  n't.     Not  to  any  extent. 

Q,  Did  you  notice  that  there  were  many  houses  that  were  discolored 
on  the  night  of  the  Slst,  that  before  then  had  not  been  discolored?  A, 
The  majority  of  houses  that  I  looked  at  that  morning  I  had  never  before 
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noticed  a8  being  particularly  discolored.  I  went  up  Otis  Street,  and  I 
saw  a  great  many  houses  right  opposite  me  that  were  discolored,  and  in 
the  rear  of  me  they  had  just  been  painted,  and  were  not  so  black  as 
many  others. 

Q,  Was  your  own  house  discolored  1  A,  1  have  two  houses.  One 
was  discolored  a  great  deal  more  than  the  other.  The  inside  of  the  one 
that  I  lived  in  was  colored  somewhat  about  the  doors,  windowHsills,  and 
mop-boards.  My  houses  are  both  painted  the  same  light  color.  One  is 
nearer  the  street  than  the  other.  The  one  nearest  Mr.  Squire  is  two  sto- 
ries and  a  half,  and  the  other  is  larger.  I  live  in  the  larger.  The 
smaller  one  was  most  discolored.  • 

Mr.  Derby,  Your  buildings  are  a  square  below  Mr.  Squire*s  establish- 
ment 1     A.    There  is  a  square  between  us  and  Mr.  Squire's. 

Q,  In  going  from  Mr.  Squire's  establishment,  how  was  the  discolora- 
tion ?     A.    It  was  pretty  bad. 

Q,  Was  there  any  difference  between  the  discoloration  on  your  house 
and  on  those  on  Gore  Street  ]  A,  Some  seemed  to  be  affected  more 
than  others. 

Q,  What  was  the  point  where  they  seemed  to  be  most  discolored  1 
A.    Those  nearer  his  place  seemed  to  have  a  darker  discoloration. 

Mr.  Newhall.     You  mean  by  rendering  the  trying  out  of  leaf-lard  1 

Mr.  McIrUire.     I  call  it  all  rendering. 

Mr.  Newhcdl.  Does  Mr.  Tyler  know  how  oflen  they  unloaded  hogs 
there '{  A.  1  have  n't  usually  been  at  home  except  Sundays.  As  a  gen- 
eral thing,  Sundays  I  have  heard  hogs  squealing  on  the  cars,  and  when 
I  have  felt  like  it  I  have  been  up  to  see  them  unload. 

Q.  How  many  hogs  are  brought?  A.  I  have  understood  from  his 
foreman,  that  there  are  somewhere  about  seventy-five  or  eighty  on  a  car. 
One  Sunday  I  saw  them  take  out  thirty-five  from  one  tier. 

«Q.  The  Grand  Junction  Railway  is  not  far  from  you.  Can  you  hear 
the  trains  when  they  come  in  ?    A.   We  hear  them. 

Q.  Is  it  not  the  habit  for  them  to  whistle  when  they  approach  the 
crossing,  so  that  everybody  knows  the  hogs  are  comiugl  A.  It  is  a 
matter  of  remark  when  we  hear  the  whistle,  *'  Here  comes  a  train  of 
hogs." 

Q.  How  far  does  this  discoloration  extend  ?  Beyond  Otis  Street  1 
A.  A  few  on  Sixth  Street,  —  two  or  three  houses  down  below  my  housed 
near  the  school-house. 

Q.  There  is  a  wooden  fence  around  the  school-house.  Was  there  any 
discoloration  on  that?  A.  I  did  not  notice  any  discoloration  on  that. 
I  went  up  Fifth  Street,  as  far  as  Otis.  Some  houses  appeared  to  be  dis- 
colored a  great  deal  more  than  others. 

Q.  Did  n*t  there  seem  to  be  a  difference  in  the  colors  they  were  colored 
with  1    A.   Some  buildings  seemed  to  be  much  more  affected  than  others. 

Cro9S-Examination. 

Q.  (by  Mr.  Mazzey).  Did  the  discoloration  go  up  beyond  Cambridge 
Street*}  A.  I  went  up  as  far  as  the  Gore  stables,  and  it  was  on  the 
buildings  there,  along,  up  and  down,  Cambridge  Street.  I  did  not  go 
any  farther. 

Q.  What  was  this  smell  like  on  the  31st  of  July  1  Was  it  the  render- 
ing smell  or  the  hog  smell  1    A,    It  appeared  to  be  the  rendering  smell, 
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but  it  was  very  much  stronger  than  usual.     It  was  not  from  the  dock, 
and  not  from  the  live  animals. 

Q.  Your  buildings  are  situated  southwesterly  of  Mr.  Squire's  estab- 
lishment, so  that  when  the  wind  is  north  it  brings  it  right  towards  you  ? 
A.  We  seldom  get  the  northeast  wind,  but  a  north  and  northwest  wind 
we  do.  It  takes  a  northwest  wind  to  bring  the  smells  frt)m  Mr.  Squire's 
establishment.     It  is  the  northweiftt  wind  which  hits  us  the-  hardest. 

Q.  What  is  the  general  condition  of  your  health,  Mr.  Tyler  1  A.  Grood, 
I  have  never  employed  a  doctor  for  twenty-five  or  thirty  years. 

Q.   Has  your  wife  good  general  health)    A.   Always. 

Q,  Did  she  have  any  physician  on  this  occasion  of  which  you  speak  f 
A,    No,  not  in  particidar.     She  applied  to  a  lady  physician. 

Q,    No  physician  was  called  ?    A,    No,  sir. 

Q,  Did  you  notice  the  smell  before  you  went  out  that  night  t  A,  1' 
was  up  that  night  until  about  eleven  o'clock,  but  I  did  not  notice  any- 
thing more  than  usual. 

Q.   Were  your  windows  open  1    A.   They  were. 

Q,    Had  you  got  to  sleep  when  you  perceived  the  smell.     A.  I  had. 

Q.  How  long  had  you  been  abed  ?  A.  Somewhere  about  an  hour  or 
an  hour  and  a  half. 

Q,  Somewhere  about  half  past  eleven  or  twelve  you  smelt  the  smell  t 
A,   Yes,  sir. 

Q.  Then  you  closed  your  windows,  did  you  1  -4.  I  got  up  then,  and 
went  down  and  closed  the  windows  in  the  lower  part  of  the  house,  and 
left  one  window  open  in  the  rear. 

Q,  Well,  which  one  of  these  houses  did  you  occupy  1  A,  The  larger ; 
the  one  farthest  from  Mr.  Squire's  establishment. 

Q,  Now  then,  yotf  went  to  bed  again  with  the  windows  shut,  with  the 
exception  of  one  window  in  the  rear.  Was  it  the  window  toward  the  east 
that  was  open  ?    A.   Yes,  sir ;  it  was  the  window  in  the  L. 

Q,  How  long  was  it  before  you  were  again  awaked)  A,  I  don't 
know  that  I  went  to  sleep  again. 

Q.  How  long  did  you  notice  the  smell  1  A,  It  came  on  again,  some- 
where in  the  neighborhood  of  two  or  three  o'clock. 

Q.  Previous  to  your  noticing  it  again,  have  n't  you  said  that  the 
smell  had  subsided  and  you  had  reopened  your  window  1  A.  I  had 
n't  opened  any  windows. 

Q.  When  did  you  open  them  1  A,  When  it  struck  us  again,  I  opened 
one,  and  found  it  coming  right  down  the  street,  and  rushing  in  at  the 
window.     Then  I  shut  the  window  down. 

Q.  You  left  open  one  window  in  the  rear  of  your  house,  opening  to- 
wards the  east.  Did  you  close  the  door  of  the  room  in  which  that  win- 
dow was)     A.    I  did  not;  I  left  it  open. 

Q,   Was  the  house  in  general  open  1    A.    The  doors  were  open. 

Q.  Have  you  had  any  trouble  with  your  drain  1  Has  the  trap  been 
out  of  order  1     A.   No,  sir. 

Q.  Your  drain  is  connected  with  the  Ninth  Street  sewer]  A:  Mine  is 
a  private  drain,  that  nins  into  the  Otis  Street  sewer. 

Q,  Where  does  the  Otis  Street  sewer  discharge  1  A.  Into  the  Ninth 
Street  sewer,  and  the  Ninth  Street  sewer  discharges  into  the  Broad  Canal. 

Q.  In  the  Ninth  Street  sewer  and  in  the  Otis  Street  sewer  are  there 
openings  and  cesspools  "i    A,    1  don't  know  of  any. 
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Q,  Were  your  two  houses  painted  at  the  same  time  and  with  the 
same  color  1     A.   Tes,  sir. 

Q.  What  color  are  they  painted,  buff  or  shite  f  A.  It  is  more  of  a 
buff. 

Q,  Previous  to  the  3l8t  of  July,  had  jon  noticed  those  buildings  that 
you  afterwards  saw  discolored,  to  know  whether  they  had  been  affected  at 
all  or  not  before  %  A,  Only  those  that  were  almost  down  to  his  estab- 
lishment. In  my  own  neighborhood  I  had  never  noticed  any  particular 
discoloration  before.     I  had  never  seen  any  effect  upon  my  own  honse. 

Q,  Did  you  look  at  the  houses  that  are  on  the  opposite  side  of  Gore 
Street  from  Mr.  Squire's,  painted  white,  on  this  morning  %  A,  \  did  iiot. 
I  looked  at  one  of  Mr.  Stickney*s,  on  Sixth  Street,  that  was  painted 
white,  between  me  and  Mr.  Squire's.  It  was  on  the  west  side  of  Sixth 
Street,  next  to  Mr.  Woodard's. 

Q,   Was  Mr.  Stickney's  house  discolored  %    A.   Very  much. 

Mr.  NewkalL  You  said  that  you  had  not  seen  any  discolorations^on 
the  houses  in  your  neighliorhood  before  the  Slst  of  July.  Have  yoa  in 
other  neighborhoods  1  and,  if  so,  where  %  A,  1  have  seen  them  along  on 
the  basin,  whei'e  they  have  been  for  years. 

Q,  Has  it  been  growing  from  year  to  year  ?  A.  It  increases  in  length 
ef  time. 

Q,  You  say  there  has  been  discoloration  for  some  years  there,  in  the 
neighborhood  of  the  establishment  '\    A,    On  some  of  the  buildings. 

Q.  Has  the  discoloration  been  growing  from  year  to  year?  Was  it  all 
produced  at  one  time  or  occasionally  1  A.  The  buildings  have  been 
standing  there  for  many  years,  and  I  suppose  it  has  been  gathering  lor 
some  time. 

Q,  Do  you  know  whether  the  discoloration  is  caused  by  this  estab- 
lishment, or  whether  it  is  caused  by  the  filth  in  the  water,  or  partly  bj 
both  1    A,   Well,  that  I  can't  say. 

Q,  CaU  you  give  to  us  any  very  clear  or  distinct  idea  of  the  effect  of 
the  exhalations  from  this  place  upon  the  color  of  the  houses  1    A,  No,  sir. 

Mr,  Muzuy,  Along  the  north  shore  of  the  Squire  Basin,  on  the  Som- 
erville  side,  are  not  the  houses  badly  blackened  1  Have  n't  they  been  so 
for  years  1     A,    There  have  been  some  over  there  that  I  have  noticed. 

Mr,  Derby.  How  many  years  1  A,  I  don't  know.  I  should  think 
half  a  dozen  years.  I  can't  say,  as  I  don't  have  occasion  to  go  over  th^^ 
Tery  often. 

Testimony  of  William  S.  Soulk. 

Q.  {by  Mr,  Mclntirt),  What  is  your  business,  and  where  do  yon  reside  1 
A,   On  Inman  Street,  Cambridgeport 

Q,    Have  you  formerly  resided  in  East  Cambridge  t    A.   Yes,  sir. 

Q.  How  recently  ]  A,  My  fajnily  lived  there  in  June.  I  remained 
at  my  boarding-place  until  about  the  middle  of  September. 

Q.  Any  particular  reason  for  leaving  1  Did  the  odors  have  anything 
to  do  with  your  leaving)  A.  Mj  family  were  unwell,  my  wife  and 
daughter. 

Q,  What  was  your  number?  A.  Thomdike  Street,  formerly  55, 
changed  to  73.     About  fifteen  hundred  feet  from  Mr.  Squire's. 

Q,  The  rear  of  your  house  was  in  the  direction  of  Mr.  Squire's  estab- 
lishment, and  faced  to  the  south.     A.   Yen,  sir. 
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Q.  Will  you  state  to  me  what  odors  you  received  there  ?  A.  It  ap- 
peared to  me  that  there  were  three.  There  was  the  odor  at  times  of  the 
ttying  or  rendering  of  some  fat  substance ;  then  there  was  a  smell  not 
noticed  so  much  by  myself,  which  was  a  smell  of  live  hog ;  and  again  it 
seemed  as  though  the  hog  had  been  put  in  water,  and  there  was  not  so 
much  of  the  trying  smell  Then  there  was  the  smell  of  the  dock.  At 
times  there  seemed  to  be  two  separate  smells  of  the  hog. 

Q.  One  was  the  smell  of  the  hog,  and  the  other  was  the  scalding 
odor  1    A.  Yes,  sir ;  there  seemed  to  be  that  difference. 

Q,  How  did  these  odors  afifect  your  wife  and  daughter  1  A.  Previous 
to  June,  '72,  I  attributed  the  cause  to  these  smells,  but  was  not  satisfied 
in  my  own  mind.  Previous  to  September,  a  year  ago,  they  were  tit>ubled 
more  or  less  by  the  odors  there,  and  at  that  time  it  seemed  to  trouble 
them  again.  *  My  daughter  had  complained  many  times  about  it.  She 
had  complained  of  her  throat  and  stomach  feeliug  badly. 

Mr.  Derby.     Does  he  go  back  to  * 72  1 

Q.  Did  it  affect  your  family,  in  the  summer  of  73 1  A.  It  affected 
them  in  the  same  way.  They  were  at  times  complaining  when  this 
odor  was  more  disagreeable  than  at  others,  or  when  the  wind  was  in  that 
direction  they  were  complaining  of  nausea.  I  could  not  satisfy  myself 
previous  to  this  time.  This  last  spring  they  still  complained  of  being 
unwell,  and,  at  times,  of  being  troubled  with  this  disagreeable  odor.  I 
decided  in  June  that  I  would  take  them  away. 

Q.  Have  they  improved  by  being  removed)  Permanently?  A.^  I 
don*t  know. 

Q.  You  mean  to  say  that  from  the  time  in  '72  until  you  moved  their 
health  was  not  good  1  A.  1  won't  say  in  general ;  but  last  June  they 
began  to  improve,  since  which  they  have  been  much  better.  Previoivi 
to  that  time  I  could  not  assign  the  sickness  to  that ;  but  since  then  I 
feel  that  perhaps  it  may  have  been  that. 

Tke  Chairman.  Your  wife  and  daughter  have  n't  complained  of  that 
anceY    A.  No,  sir. 

Q.   How  long  have  you  resided  in  Cambridge  1    A.  Sixteen  years. 

Q.   Where  have  you  moved?    A.'  I  have  moved  to  Cambridgeport. 

Q.  Have  they  been  in  Cambridgeport?  A.  No,  sir.  They  were  in 
Plymouth  County  until  the  middle  of  September.  Since  the  17th  of 
September  they  have  been  on  Inman  Street,  Cambridgeport,  not  quite  at 
the  head  of  Austin  and  Harvard  Streets. 

Q.  How  often  did  you  get  the  odor  at  your  house  ?  ^.  I  could  not 
say. 

Q,  As  near  as  you  could  say  during  the  past  summer  ?  J[.  I  was  not 
there  all  of  the  time. 

Q.  Three  or  four  times  a  month  ?  J[.  I  could  n't  say.  I  got  it  as 
often  as  the  wind  was  in  that  direction  and  I  was  there.  I  was  there 
some  weeks  each  night,  and  perhaps  the  next  week  I  was  not  there  more 
than  three  nights.     I  went  out  into  the  country  sometimes. 

Q.  Did  you  notice  whether  it  affected  any  silver-ware  or  door-plates  ? 
A.  No,  sir,  I  cannot  say  that  I  did. 

Q.  Did  you  ever  trace  any  of  these  odors  ?  A.  No,  sir,  I  did  not.  I 
never  traced  it  any  further  than  once.  I  cannot  say  when  it  was,  but 
some  time  during  last  summer.  Whether  it  was  the  3l8t  of  July  or  not  I 
eannot  say.     But  I  was  out  one  evening  and  walked  up  Thomdike  Street, 
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and  as  I  was  going  over  the  western  slope  of  the  hill  there  seemed  to  be 
this  odor  come  over  me.  It  seemed  to  me  as  though  I  could  taste  some- 
thing that  was  some  acid,  or  something  like  it.  There  seemed  to  be  some- 
thing in  the  air.  I  cannot  say  what  night  it  was,  but  I  should  think  it 
was  in  the  month  of  July. 

Q.  That  night  did  you  go  over  near  the  establishment  t  A,  No,  sir, 
I  did  not. 

Q,  Do  you  know  where  that  smell  came  from  Y '  A,  From  the  north- 
west, blowing  towards  the  southeast. 

Q.  Was  that  a  dock  smell  1  ^.  No  ;  it  seemed  to  be  more  of  a  trying 
smell. 

Q.  Was  the  odor  complex,  as  though  it  came  from  matter  which  had 
decomposed,  or  from  something  from  which  acid  arose  f  A.  There  was  a 
sort  of  acid  taste,  but  I  cannot  say  that  it  came  from  Mr.  Sq\iire's. 

Q.  Do  you  know  of  its  effect  upon  other  persons  than  your  wife  and 
daughter)    A,  No,  sir.  • 

Cross-ExaminAtion. 

Q,  (by  Mr,  Derby).  Was  your  wife,  sir,  ill  previous  to  the  summer  of 
73 1    A.  Yes,  sir. 

Q,  She  had  been  confined)  A.  Yes,  sir.  Her  health  was  delicate 
that  summer. 

Q.   Your  daughter,  was  she  subject  to  headaches  1    A.  No,  sir. 

Q.    Had  n't  she  previously  been  subject  to  headaches  1    A,  No,  sir. 

Q.  On  leaving  Cambridge  you  went  down  into  Plymouth  County  t- 
A,  Yes,  sir,  to  the  town  of  Plympton. 

Q,  Among  the  pine-trees,  I  suppose  1  In  that  vicinity,  to  a  rural' 
home  ?  There  was  no  extended  village  there  1  A.  Well,  it  was  a  small 
village. 

Q.  Your  wife  had  the  benefit  of  the  country  air  during  the  summer  t 
She  loft  this  place  last  June,  remained  in. the  countiy  until  September, 
and  then  returned  to  live  on  Inman  Street,  Cambridgeport,  and  then  her 
health  was  improved  1    A.  Yes,  sir. 

Q,  You  remained  part  of  the  time  in  Cambridge,  and  part  of  the  time 
you  passed  in  the  country  with  your  family  1     A.  Yes,  sir. 

Q.  What  proportion  of  the  time  were  you  in  Cambridge  after  June  1 
A.  I  cannot  say.  I  always  went  away  Saturdays  and  returned  Tuesday 
mornings. 

Q.  Were  you  in  Cambridge  all  the  remaining  time  t  A.  Possibly 
three  quarters. 

Q.  During  that  time  were  you  in  the  city  during  the  day  1  -A  I 
.  was  n't  in  the  city.     I  was  in  Cambridge  only  in  the  evening. 

Q,  How  many  times  can  you  remember  perceiving  this  smell  t  A. 
During  the  summer  perhaps  fifty  times. 

Q.  1  speak  now  of  the  nights  between  June  and  September  until  you 
finally  removed.     A,  I  cannot  say.     Not  so  many  times  as  that. 

Q,  Give  the  largest  number  you  are  willing  to  swear  to.  Was  it  more 
than  half  a  dozen  times  1  A,  I  should  not  be  willing  to  say.  If  the 
wind  was  in  that  direction,  I  should  notice  it ;  if  the  wind  was  in  the  other 
direction,  I  should  not  notice  it. 

Q,   In  what  direction  'i    A,  I  think  northwest. 

Q.   You  cannot  say  distinctly  or  confidently  from  which  establishment 
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it  came,  —  whether  from  large  or  small  ones  1  A.  There  was  at  times  a 
dock  smelL 

Q.  How  often  did  you  experience  the  rendering  smell  there  1  A.  Well, 
I  could  not  say  that. 

Q.  Can  you  speak  confidently  of  smelling  that  more  than  two  or  three 
times  1  A.  Yes,  sir,  I  think  I  could ;  three  or  four  times  the  reeent 
summer. 

Q.  One  of  these  times  was  on  the  night  of  the  31st  of  July  ?  ^.  I 
don't  know  that.  There  was  a  time  when  there  was  some  considerable 
discoloration  of  the  houses,  and  some  newspaper  articles  appeared  in  re- 
gard to  it.  I  should  think  it  was  pi*eviou8  to  that.  I  should  think  it 
was  some  two  weeks  before.  It  was  some  little  time  before  the  talk  about 
that  night.  I  think  I  was  there  during  that  night.  I  heard  it  spoken  of 
the  next  morning. 

Q.  Did  you  perceive  it  yourself  that  night  1  A.  I  did  not  notice  it 
80  much  myself.  I  slept  in  a  room  in  the  attic,  and,  being  troubled  with 
mosquitoes,  I  had  to  close  my  windows. 

Q,  You  cannot  distinctly  recollect  that  you  perceived  it  that  night  ? 
A.  I  did  not  notice  it,  only  by  hearing  people  speak  W  it.  I  don't  think 
I  was  situated  so  as  to  perceive  it 

Q.  Are  you  confident  that  you  never  perceived  it  except  when  the 
wind  was  north  or  northwest  1  A,  It  may  have  been  a  few  points  either 
way  when  I  have  perceived  it. 

Q.  But  you  caunot  fix  any  establishment  from  whence  it  camef 
AL  No,  sir.  Only  I  could  discriminate  the  smell  between  the  rendering 
of  tallow  and  the  rendering  of  grease.  I  was  at  one  time  connected  with 
the  place  which  was  known  as  the  Winchester  establishment. 

Q.  The  smell  which  you  now  detected  was  different  from  the  smell  of 
tallow  1  A,  Yes,  sir.  There  was  more  of  the  hog  or  lard  smell  than 
of  the  smell  of  tallow. 

Q.  Was  the  smell  of  that  tallow  perceptible,  sir,  in  former  times  f 
AL   Well,  it  was  to  those  who  were  not  accustomed  to  it. 

Q,  It  cremated  occasionally  some  criticism  or  complaint  ?  A,  No,  sir ; 
only  by  people  coming  in,  they  would  sometimes  speak  of  the  disagree- 
able smell  of  the  trying  of  tallow. 

Q.  You  noticed  something  that  was  more  of  a  fatty  smell  ]  A.  Yes, 
air ;  more  of  a  lard  odor.  • 

Q.  But  cannot  fix  the  establishment  from  which  it  came  1  A,  No, 
air. 

<?.  (by  Mr,  Mnzzey).  Let  me  ask  whether  there  is  not  a  sugar  refinery 
there  that  sometimes  gives  out  an  offensive  odor  1      A,  Yes,  sir. 

Q,   Have  you  ever  perceived  that  ?    A.   Yes,  sir.  , 

Q.  It  is  on  the  site  of  the  Winchester  estate  1  At  times  it  is  quite 
offensive,  is  it  not,  sir  ]  A.  Well,  I  have  n't  noticed  it  for  several  months. 
Some  months  ago  I  noticed  it. 

Q.  Is  there  not  also  an  oil-cloth  establishment  between  you  and  the 
river,  on  Thomdike  Street,  that  is  offensive?  A,  No,  sir.  I  didn't 
know  there  was  any  there.     I  did  not  notice  any  smells  from  that. 

Q,  Throughout  Kast  Cambridge  there  is  a  pretty  large  number  of 
manufacturing  establishments  of  various  kinds  1    A,   Yes,  sir. 

Q.  (6y  Mr.  Mclnttre),  Have  you  amelled  that  sugar  refinery  since 
1872 1    A,   I  should  say  not 
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Q.  Do  you  know  what  that  scent  was  that  you  smelled  from  the  sugar 
refinery  1    A.    I  have  forgotten  it. 

Q.  Was  it  not  from  calcined  bones,  from  the  making  of  bone  charcoal  1 
Don't  you  know  they  have  not  done  that  for  over  a  year  1    A,   1  do  not. 

Testimont  op  Mb.  Joseph  Bcrdakin. 

Q.  {by  Mr.  Mclntire),   You  live  in  East  Cambridge  1    A,   Yes,  sir. 

Q,  On  what  street?  A,  On  Sixth  Street,  between  Cambridge  and 
€k)re,  near  Mr.  Woodard's. 

Q,    How  far  off  from  Mr.  Squire's  works  1    A.  About  two  hundred  feet 

Q,  How  long  have  you  lived  there  1  A,  About  twenty-seven  years  in 
the  same  house. 

Q,  What  is  your  occupation  %  A.  1  work  at  glass-cutting  in  the  Union 
Glass  Company's  works. 

Q,  You  were  there  when  Mr.  Squire's  establishment  was  started? 
A,   Yes,  sir. 

Q.    How  long  since  was  that  1    A,   Fifteen  or  sixteen  years. 

Q.  At  that  time  whether  there  were  any  other  slaughtering  establish- 
ments on  these  basins  ?    A,   None  that  I  recollect. 

Q,  How  was  the  water  in  all  these  basins  1  Perfectly  clear  1  A,  Yes, 
sir. 

Q.   Were  there  any  fish  there?    A,   Yes,  sir;  I  have  fished  there. 

Q.  How  long  after  Mr.  Squire's  factory  was  established  on  the  basin, 
if  you  perceived  it  at  all,  did  you  perceive  any  difference  in  the  purity  of 
the  water  ?    ^.    I  could  not  say. 

Q,  How  long  since  you  know  that  there  has  been  an  impurity  in  the 
atmosphere?    A,  As  far  back  as  ten  years. 

Q,   Should  you  want  to  bathe  there  now  %    A,    1  should  not. 

Q,   Whether  it  is  fit  for  bathing  ?    A,    No,  sir. 

Mr,  Mazzey,     We  concede  that. 

Q,  How  long  has\it  been  so  ?  A,  1  should  not  fancy  bathing  there 
for  the  last  ten  or  twelve  years  ? 

Q,  Are  there  any  fish  there  lately  %  A,  \  don't  recollect  of  any  this 
side  of  the  Glass  Works. 

Mr.  Mazzty,     We  concede  all  that. 

Q,  Have  you  detected  any  of  these  odors  that  have  been  testified  to  X 
A,    I  have  detected  them  to  my  own  satisfaction ;  all  of  them. 

Q.  How  do  you  describe  the  different  odors  ?  A,  There  is  one  I  tenn. 
the  rendering  smell ;  another,  the  stench  of  the  hogs  and  the  filth  con^ 
nected  with  them,  the  urine,,  etc. ;  and  also  the  dock  smell.  There  wa9 
another  one  that  came  from  the  bristles,  that  I  have  n't  smelled  for  tb^ 
last  four  years. 

Q.  That  was  a  very  sickening  odor  ?  A,  Yes,  sir.  It  was  as  thougl» 
the  bristles  had  been  thrown  out  and  the  odor  came  from  them. 

Q.  Well,  how  often  did  you  get  the  rendering  odor  at  your  house,  cftr 
have  you  got  them  the  last  season  ?  ^.  I  could  not  say  how  often.  I 
should  think  I  had  smelled  them,  to  speak  within  bounds,  a  dozen  times- 
I  have  been  away  much  this  last  summer,  —  probably  three  or  fou^ 
weeks. 

Q.  Well,  now  about  the  hog  smell  ?  A,  That  I  have  very  frequently^ 
when  the  wind  is  in  that  direction,  but  more  particularly  on  Sundays,  X 
think. 
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Q.  Do  you  know  anything  with  regard  to  the  custom  of  bringing  hogs 
in  on  Sundays  1  A,  No,  sir;  not  fVirther  than  on  Sunday  I  am  fre- 
quently annoyed  by  the  whistling  of  the  engines.  I  went  out  one  Sunday 
to  see  what  it  was.     They  were  in  the  act  of  unloading  hogs. 

Q.   For  what  estalblishment  1    A,    For  Mr.  Squire's. 

Q,  Was  that  the  past  season  1  A,  It  was  somewhere  in  July,  —  the 
6th  perhaps;  I  could  not  say  positively,  but  it  was  on'Sunday. 

Q.  Do  you  know  anything  of  his  practice  of  working  his  establishment 
on  Sundays  1  A,  Nothing  further  than  that  as  I  sat  in  my  window  I 
could  hear  the  puffing  of  the  engines  which  I  supposed  were  there.  Out 
on  Cambridge  Street  I  could  not  hear  it.     I  heard  the  exhaust  steam. 

Q.  Does  he  work  Sundays  %  A.  1  have  seen  him  go  by  with  his  work- 
ing-clothes on.     I  could  not  say  that  he  was  at  work,  but  I  supposed  so. 

Q,   Last  Sunday  did  you  note  anything  about  it )    A,   No,  sir. 

Q,    Have  you  been  by  the  establishment  1    A,   Not  very  often. 

Q,  How  many  times  the  past  season  1  A,  Not  more  than  half  a  dozen 
times  in  July. 

Q.  Well,  what  did  you  detect,  if  anything  1  A,  When  I  passed  by 
^ere  I  noticed  the  stench  of  the  hogs  when  I  got  past  the  establishment. 

Q.  Did  you  detect  any  of  these  rendering  smells  from  the  establish^ 
ment  1    J[.   I  did  not. 

Q,  That  was  in  July.  At  any  other  time  have  you  %  A,  No,  sir ;  not 
the  rendering. 

Q,   Has  your  house  been  discolored  1    A,   Tes,  sir. 

Q,   What  part  of  it  1    A,   On  the  front  and  in  the  yard. 

Q,  That  would  be  upon  which  side  1  A,  Upon  the  east,  south,  and 
north  sides. 

Q.   Which  is  the  worst  %    A,    1  think  it  is  worst  on  the  north  side. 

Q.   Was  your  house  badly  discolored  1     A.   Yes,  sir ;  it  was. 

Q.   Had  it  been  discolored  before  %    A,   1  had  never  noticed  it  before. 

Cros9-Examinaiion. 

Q.  {by  Mr,  Derby),   Do  you  say  it  was  discolored  on  the  night  of  the 
31.fttofJuly1    A,   I  don't  know  that  it  was. 

Q.  Explain  to  us  when  you  first  noticed  any  discolorations  upon  your 

^oiue.    A,    I  don't  know.     It  was  about  this  time  in  July  that  there  was 

tt^  this  discoloration  of  the  houses.     I  noticed  it  particularly  on  the  3lBt 

of  July. 

Q.  Do  you  know  anything  about  the  discoloration  of  these  buildings 
^  Wore  that  %  Al  1  noticed  there  was  a  gradual  discoloration  going  on 
'  te  8ome  time. 

Q.  Did  you  notice  where  the  buildings  were  mostly  discolored  by  this 
P^ual  discoloration  1  A.  Well,  I  think  the  worst  were  on  Gore  Street, 
opposite  Squire's  establishment,  between  Fifth  and  Sixth  Streets,  on  the 
»nth  aide. 

Q'  Did  j'ou  notice  that  these  gases  or  odors  affected  your  door-plate 
•^'e  time  previous  1    A.   Yes,  sir. 

V.  For  how  long  a  time  1  A,  My  door-plate  was  put  on  last  spring 
•on»«  time,  and  it  has  been  discolored  several  times. 

Y«  Have  you  noticed  particularly  your  door-plate  in  the  afternoon  and 
«en  again  the  next  morning  1  A,  I  have  noticed  it  within  a  day  or  two, 
™  it  would  be  Tery  badly  discolored. 


60 

Q.   State  what  time.     A.   Some  time  between  June  and  October. 

Q.  How  badly  would  it  be  discolored  1  A,  Well,  as  bad  as  a  door- 
plate  would  ordinarily  be  discolored  in  six  months'  time  ;  perhaps  worse. 

Q.  (by  a  member  of  the  Board),  You  live  very  near  the  establishment  in 
question.  I  want  to  ask  you  whether  the  health,  comfort,  and  convenience 
of  your  family  have  been  affected  by  the  odors  proceeding  from  the  estab- 
lishment of  John  P.  Squire  &  Co.  A,  They  have,  sir.  My  wife  has  been 
injured  seriously  by  it,  supposing  they  come  from  there.  I  suppose  I 
could  not  swear  that  they  come  from  there  or  from  that  vicinity.  I 
could  not  swear  any  more  than  I  could  to  the  sound  of  a  belL 

Q,   But  with  equal  certainty  1    A,  Yes,  sir. 

0*  You  have  a  decided  opinion  that  it  comes  from  there  f  A.  Yes, 
sir. 

Q,  Can  you  describe  more  particularly  the  manner  in  which  the  health, 
comfort,  and  convenience  of  your  family  were  affected  by  the  odors  pro- 
ceeding from  Mr.  Squire*s  establishment)  A,  My  wife  had  a  serious 
affection  of  the  throat  which  she  never  complained  of  before.  It  lasted 
something  like  a  week,  I  think. 

Q,  Was  this  during  the  time  when  these  odors  were  more  pronounced! 
A,  It  was  in  July  when  we  had  these  odors  strong  that  I  speak  of,  —  the 
rendering. 

Q  {by  Mr.  Derby),  The  31st  of  July  1  A,  I  could  not  say.  It  was 
about  that  time. 

Q.   More  than  once  1    A,   She  has  had  it  at  different  times. 

Q.  (by  Mr,  Newkall,  a  member  of  the  Board).  You  speak  of  your  wife 
having  this  difficulty  with  the  throat  at  various  times.  Have  you  been 
able  to  trace  it  to  the  time  when  these  odors  were  more  marked  1  A.  It 
would  be  when  we  had  this  strong,  pungent  smell  of  rendering.  It  would 
cause  a  scraping  of  the  throat.  I  was  waked  up  myself  three  or  four 
times  on  the  1st  of  September  during  the  night,  before  daylight,  —  I 
know  it  because  I  noted  it,  —  two  or  three  times  between  one  and  six 
o'clock  in  the  morning,  so  that  I  had  to  get  up  and  close  my  windows. 
Two  or  three  different  times  it  was  so  strong  that  I  burned  cotton-cloth 
in  my  house  to  neutralize  it. 

Q,  How  do  you  describe  that  particular  smell  1  A,  It  was  the  ren- 
dering smell..  '  It  would  not  last  more  than  fifteen  or  twenty  minutes,  or 
perhaps  half  an  hour.  It  would  permeate  the  house  completely  during 
that  time. 

Q.  Did  you  attempt  to  trace  those  smells  at  that  time  1  A,  No,  sir. 
On  the  19th  of  September  I  closed  our  windows  on  account  of  this  smell 
from  the  hogs.     • 

Q,   In  the  day  or  night )    A,'  I  think  half  past  nine  in  the  evenings 

Q.  The  live  hogs  1  A,  Yes,  sir.  I  took  it  to  be  the  live  hogs  and  the 
filth  connected  with  them. 

Q,  If  I  understand  it,  these  establishments  are  pretty  near  together, 
are  they  not?  Do  you  know  that  this  odor  comes  from  the  one  or  the 
other.  Squire's  or  North  &  Merriam's  1  A,  Well,  I  could  not  swear  that 
it  did. 

Q,  Well,  when  the  wind  is  in  the  right  direction  you  would  get  ^e 
smell  of  somebody's  else  as  well  as  from  Mr.  Squire's  1  A.  If  it  is  near 
enough  to  me. 

Q,   Well,  how  far  from  Mr.  Squire's  did  you  ever  smell  this  odor  t 
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A.  I  have  smelled  it,  I  think,  down  as  far  as  Second  Street,  and  as  far  as 
Cambridge  Street 

Q.   How  far  is  that  1     A,   Perhaps  six  hundred  feet,  or  more. 

Q.  Well,  then,  both  the  establishments  are  within  six  hundred  feet  of 
your  house  1    A,   North's  is  nearer. 

Q.  Then  you  can  smell  this  six  hundred  feet ;  so  that,  if  it  came  from 
the  other  establishment  you  could  smell  it  as  well  as  if  it  came  from 
Mr.  Squire's  'i    A.   1  might. 

Q.  Well,  would  n't  you  1  Is  it  not  clear  that  if  the  other  establish- 
ment was  rendering,  and  there  was  a  breeze  from  that  direction,  that  you 
would  smell  it  just  as  well  from  it  as  from  Mr.  Squire's  %  A,  1  should 
not  think  it  would  be  strong  enough  to  come  that  distance. 

Q.  How  much  farther  off  is  the  next  establishment  than  Mr.  Squire's  t 
A.   Perhaps  it  may  be  two  hundred  feet. 

Q,  How  much  farther  off  is  the  next  one  1  A.  Perhaps  one  hundred 
and  fifty  feet  farther. 

Q,  Then  what  reason,  if  you  have  any,  is  there  why  you  don't  smell 
the  odors  from  the  other  establishments  as  well  as  from  Mr.  Squire's  1 
How  do  you  trace  it,  or  how  do  you  know  that  any  of  these  smells  come 
from  Mr.  Squire's  ?  A.  Well,  in  no  other  way  than  its  being  so  near  me 
that  I  judge  it  is  so. 

Q,  Well,  did  you  ever  smell  anything  that  you  thought  came  from 
any  other  establidiment  1    A,   I  cannot  say  that  I  did. 

Q.  This  odor  from  Mr.  Squire's  is  strongly  perceptible  five  hundred  or 
six  hundred  feet  from  Mr.  Squire's  1  A,  Sometimes.  It  might  all  come 
from  North  &  Merriam's ;  I  could  not  say. 

Q,  They  all  run  about  the  same  number  of  hours  in  the  twenty-four  t 
A.    I  don't  know.     I  have  never  ascertained. 

Mr.  McIfUire.  The  petitioners  don't  pretend  that  all  the  smell  comes 
from  Mr.  Squire's. 

Mr.  Muzuy.     We  are  defending  Mr.  Squire. 

Mr,  McLuire.     We  are  prosecuting  Mr.  Squire. 

Q.  (by  the  Chairman).  Your  testimony  is  very  important,  inasmuch 
as  you  live  very  close  to  the  establishment.  Therefore  I  want  you  to 
state  with  as  much  exactness  as  possible  your  reasons  for  believing  or  dis- 
believing that  the  odors  that  have  affected  the  health,  comfort,  and  con- 
venience of  your  family  came  from  one  establishment  or  another.  Can  you 
say  whether  the  direction  of  the  wind  on  this  occasion  or  on  any  other 
oocaston  has  influenced  this  matter  1  What  has  been  the  direction  of  the 
wind  when  it  has  affected  your  family  1  A.  Well,  when  the  wind  is  north 
there  is  no  other  rendering  establibhment  but  that  of  Mr.  Squire's  that 
you  can  smell.    I  presume  I  can  smell  an  odor  from  North  &  Merriam's. 

Cross- Examination. 

Q.  (by  Mr.  Muzzey).  What  was  the  smell  you  noticed  on  the  31st  of 
July  1     A.   The  smell  of  rendering,  I  take  it. 

Q.  The  next  date  you  gave  us  was  September  1st.  Do  you  mean  the 
night  of  September  1st  1    A.    It  was  on  the  morning  of  the  2d. 

Q.  What  was  the  smell  that  you  then  noticed?  Was  it  the  same 
imellf  pretty  strong  and  pungent  1  A.  1  could  not  swear  that  it  was 
exactly  the  same.     It  was  more  intense. 

Q.  They  were  alike  in  kind,  but  not  in  degree  1    A.   They  were  similar. 
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Q,  On  the  19th  of  September,  what  was  that)  A.  That  was  the 
smell  of  live  hogs  and  the  filth  connected  with  them. 

Q.  You  spoke  of  the  condition  of  Miller's  River  seventeen  years  ago. 
There  were  no  sewers  then  'i    A,    1  could  not  say. 

►  Q.  Will  these  stains  wash  off  of  the  building  1  A,  They  will  grad- 
ually. I  have  noticed  that  they  have  gradually  disappeared.  I  have 
tried  to  wash  them  off  myself. 

Q,  Are  they  removed  by  rains  also  1  A,  I  think  the  rains  have  re- 
moved some  part  of  it  ' 

Q.  Now  on  this  evening  of  the  3 1st  of  July  there  was  a  moist  atmos- 
phere, was  there  not  1    A,    1  could  not  say. 

Q.   A  gentle  breeze  1    A,    1  could  not  say.     I  don't  recollect. 

Q.    Did  you  notice  which  way  the  wind  was  1    A,    No,  sir. 

Q.  (by  Mr,  Derby),  Do  you  notice  this  smell  very  distinctly  when 
there  is  a  strong  breeze  from  that  direction  or  only  a  slight  wind  )  A, 
It  does  not  seem  to  make  much  difference  whether  it  is  light  or  strong.  If 
there  is  a  slight  breeze  I  get  it. 

Testimony  of  Grove  H.  Loomis. 

To  Mr.  Mclntire,  I  am  a  photographer  in  Boston  ;  am  in  business  on 
Tremont  Street,  and  live  in  East  Cambridge,  at  108  Thomdike  Street, 
between  Fourth  and  Fifth  Streets.  I  have  n't  any  particular  means  of 
knowing,  but  I  should  think  it  is  about  two  thousand  feet  from  Mr. 
Squire's  place. 

Mr.  Mazzey  measured  the  distance  on  the  map,  and  stated  to  the 
Board  that  the  house  was  1350  feet  directly  southeast  from  the  factory. 

Q.  {by  Mr.  Mclntire).  Have  you  detected  any  of  these  odors,  and 
how  often  ^  A.  1  think  I  have  detected  some  of  these  odors,  and  I 
should  suppose  two  or  three  times  a  week  during  the  past  season. 

Q.  Which  is  the  most  disagreeable  ?  A.  The  odor  that  is  most  dis- 
agreeable to  me  is  genemlly  known  as  the  hog  odor.  During  that  time 
that  I  was  in  Cambridge  there  were  very  few  nights  that  I  did  n't  get  it, 
although  some  evenings  I  did  n't  get  it  but  very  little. 

Q.  What  effect  did  the  wind  have  upon  it  1  A,  The  wind  affected  it 
some  when  it  was  in  another  direction,  but  when  it  blew  directly  from 
the  factory  we  detected  it  more  sensibly. 

Q.  {by  Mr.  Muzzey),  How  many  times  a  week  do  they  receive  hogs 
there  \    A.    I  don't  know. 

Mr.  Muzzey  conferred  with  Mr.  Squire,  and  stated  that  a  single  train 
of  about  fifteen  cars  with  eighty  hogs  to  a  car  arrived  each  day  ;  he  kills 
about  400,000  a  year,  an  average  of  about  1200  a  day. 

Q.  {by  Mr.  Mclntire).  What  other  odors  do  you  distinguish  ?  A.  At 
times  1  distinguish  a  suffocating  odor,  or  something  that  seems  to  partake 
of  the  odor  of  boiling  lard,  or  something  of  that  kind,  which  makes  the 
air  thicker  and  unendurable. 

Q.  You  have  noticed  in  damp  atmosphere  whether  the  stench  is  differ- 
ent, or  more  or  less  intense  7     A,    It  is  more  intense. 

Q.  Which  of  them  seems  to  be  more  intense  ]  ^.  As  I  said  before, 
the  hog  or  pig  smells  rise  above  all  others  to  my  nostrils. 

Q.  Yoii  think  all  these  are  worse  in  a  thick  atmosphere  than  when  it 
is  clear  1    ^.    It  is  to  me. 
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Q.  What  has  the  wind  to  do  with  iti  A.  Whenever  the  wind  is 
fitvorable,  it  blows  the  odors  directly  to  you. 

Q,  Is  there  any  difference  in  the  effect  when  there  is  wind  and  not  1 
A,  I  don't  think  they  are  as  sickening  or  distressing  in  the  wind  as  in  a 
quiet  atmosphere. 

^    Q.    Whether  you  get  that  stench  at  your  house  in  a  humid  atmos- 
phere, when  there  is  no  wind  1    A,   1  do. 

Q,   At  that  time  it  is  more  suffocating  or  distressing  1    A.    It  is. 
Q,    Did  you  detect  the  odors  on  the  3l8t  of  July  'i    A,  I  was  not  there 
At  that  time. 

Q,  Have  you  or  your  family  been  affected  in  health  by  these  smells  % 
-4.    I  have,  very  decidedly. 

Q,  So  far  as  cgmfort,  is  it  disagreeable  1  A,  They  are  never  comfort- 
Able.  As  to  the  effect  upon  health,  it  may  not  be  directly,  but  it  is  in- 
directly, not  so  much  to  myself  as  to  my  wife  ;  it  is  being  rendered  still 
more  so  by  the  constant  irritation  it  creates  in  the  throat,  the  atmos- 
phere attending  the  stench  creating  nausea.  My  wife,  particularly,  has 
l)ecn  affected  with  nausea,  and  I  have  myself  somewhat. 

Q.  Do  you  know  any  one  personally  who  has  been  affected  in  like 
xnanner  1     A.    1  have  known  of  but  verv  few  but  what  have. 

Q.  Have  there  been  any  discolorations  of  your  house  1  A.  Not  a 
^pneat  deal.  I  painted  it  about  last  May,  and  noticed  that  there  was  a 
discoloration  on  the  frqpt  end  to  some  extent,  not  very  serious,  nothing 
2)erhaps  that  I  should  particularly  notice  unless  my  attention  had  been 
c^alled  to  it  by  genenxl  report. 

Q.  How  is  your  house  situated  'i  A,  1  am  over  the  hill  to  some  ex- 
'^nt,  on  the  slope  to  the  southwest. 

Q,    Have  you  in  going  by  there  ever  detected  any  odor  coming  from 
luire's  establishment  1    A,    1  have. 

Q.  How  often  1  A,  As  often  as  I  have  passed  there,  say  three  or  four 
-^mes  in  a  year. 

.  Q.    Is  it  the  same  odor  that  you  smelt  at  your  house  9    A.    It  is. 
Q.  {by  the  Chairman),  The  odor  at  your  house  you  notice  in  passing  the 
««tablishment  ?    A.   Yes,  sir ;  I  always  notice  it  in  passing  the  establish- 
ixient. 

Q.  (by  Mr.  Mclntire),  How  many  times  did  you  pass  it  during  the 
last  season  1  A.  Not  more  than  twice,  and  before  those  times  I  have 
noticed  the  hog  odor,  also  the  stink  from  the  docks. 

Q.  What  was  the  general  condition  of  things  about  there  1  A,  There 
'^M  nothing  special,  unless  I  refer  to  the  general  condition  of  the  atmos- 
phere. There  is  always  the  rendering  smell  in  the  atmosphere  about  the 
place. 

Q.  Have  you  passed  on  Medford  Street  on  the  other  side  of  the  basin  1 
^  Not  to  my  knowledge,  except  on  the  cars. 

Q.  How  long  since  you  have  been  inside  the  establishment)  A,  I 
^ven't  been  in  the  establishment 'within  a  year. 

Q.  Do  you  know  how  this  humid  atmosphere,  how  the  smells,  affect 
•3ver1  A,  I  cannot  say,  but  I  know  it  changes  it  very  soon.  My  girl 
often  says.  What  is  the  use  of  cleaning  the  silver  1 

Q.  Is  there  anything  else  that  I  have  omitted  to  ask  you  in  regard  to 
*^i8  matter  of  smells  that  arise  from  this  establishment  %  A.  1  don't 
^Dow  that  there  is  anything  else,  unless  you  ask  me  why  it  is  that  I  am 
P^itive  that  it  is  the  rendering  instead  of  the  hogs. 
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A  member  of  the  Board.  I  should  like  to  have  you  ask  him  Whether 
there  is  any  difference  iu  the  odor  of  the  hog  and  the  rendering  1  I  did 
n't  suppose  they  are  reducing  dead  and  diseased  matter,  but  from  the  tes- 
timony of  this  witness  there  is  some  odor  of  rendering  in  that  establish- 
ment all  the  time.  Now,  is  n't  there  a  difference  between  the  odor  of  try- 
ing fresh  lard  and  the  rendering  of  dead  and  diseased  animals  1  I  should 
like  to  know  what  the  witness  thinks  al)out  it.         ^ 

Q.  {by  Mr.  Mclntire),  Whether  you  notice  any  difference  *in  these 
rendering  smells  at  different  times;  whether  they  are  more  intense; 
whether,  being  mingled  with  the  common  lard  smell,  they  are  more  pun- 
gent 1  A,  All  I  can  say  is  that  at  times  it  is  more  intense.  L  am  not 
able  to  state  the  component  parts. 

Q,  Is  n't  it  more  nasty  t  A,  It  is  just  like  bad  air  generally ;  some- 
times it  is  more  nauseous ;  I  could  almost  feel  the  air  and  grasp  it  in  my 
hand,  but  I  would  n't. 

Q,  {by  the  Secretary),  Are  you  able  to  connect  these  odors  with  the 
establishment  of  John  P.  Squire  &  Co.  ?  A,  No,  sir,  I  can't  tell  whose 
establishment  it  is,  or  whether  it  is  in  part  from  the  pigpens  of  my 
neighbors.     I  only  know  that  it  is  the  smell  of  hog,  accumulated  hog. 

Cross-Examtnatum. 

Q.  (by  Mr.  Muzzey).  Do  you  say  you  can't  coi^nect  the  hog  smell  with 
either  establishment  1  A.  I  don't  know  whether  it  is  ^om  one  or 
both,  or  from  three  or  six.     I  simply  know  that  it  is  hog. 

Q. '  (6y  Mr,  Derby),  How  long  was  your  wife  affected  with  sore  throat  1 
Jl    Not  very  long  at  a  time. 

Q.  What  length  of  time  was  she  affected  by  it  1  A,  Along  in  August 
or  September,  when  she  was  nt  home,  and  more  particularly  in  Septem- 
ber, she  was  affected  for  four  or  five  weeks,  sufficiently  to  call  in  a  phy- 
sician sometimes.  This  last  summer  we  were  away,  and  this  summer  we 
have  not  had  very  much  sore  throat,  though  wo  had  some  irritation  in 
the  throat.  We  got  home  the  first  of  September ;  she  was  then  chiefly 
free  from  sore  throat,  and  she  had  very  little  of  it. 

Q.  Do  you  tliink  the  sore  throat  was  entirely  attributable  to  the 
odors  1  A.  I  don't  speak  of  the  sore  throat  coming  from  this 
entirely. 

Q,  Your  wife  has  a  weakness  of  the  throat  1  A.  She  has  a  bronchial 
difficulty  which  usually  affects  her  about  the  month  of  September. 

Q,  Did  it  affect  her  this  season  1  A,  She  had  it  more  extensively 
after  she  returned,  though  not  so  much  this  year  as  previously. 

Q.  Has  she  had  much  more  than  when  away  from  the  place  1  A,  No, 
sir. 

Q.    Not  enough  to  call  medical  aidi     A.    No,  sir. 

Q,   Are  you  subject  to  that  complaint]     A,    No,  sir. 

Q,  Have  you  ever  had  it  1  A,  Yes,  a  little  ;  but  I  have  n't  suffered 
from  it  this  season. 

Q,  With  respect  to  the  smell  of  hogs,  in  passing  a  drove  of  hogs,  it 
affects  you  uncomfortably  1     A,    It  does. 

Q.  Is  n't  it  a  very  usual  thing  for  persons  to  lie  affected  by  the  smell 
of  hogsl  A,  I  don't  know  about  the  average  of  mankind,  but  I  am 
particularly  sensitive  to  the  smell  of  hogs. 
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Testimony  of  Charles  E.  Munrob. 

To  Mr.  Mclntire,  I  am  Instructor  of  Chemistry  at  Harvard  College, 
and  am  Professor  of  Chemistry  at  the  Boston  Dental  College.  My  home 
is  in  East  Cambridge,  though  I  have  a  room  at  Old  Cambridge,  and  have 
remained  there  most  of  the  time  during  the  past  three  years.  I  am  at 
home  pretty  regularly  on  Sundays,  and  irregularly  two  or  three  times  a 
week.  My  home  in  East  Cambridge  is  at  the  comer  of  Fourth  and. 
Cambridge  Streets,  about  1,400  feet  from  the  rendering  place  of  J.  P. 
Squire  k  Co.  It  is  a  hundred  feet  farther  to  the  place  where  the  hogs 
are  killed. 

Q.  (by  Mr.  Mclntire),  Have  you  had  occasion  to  make  experiments  in 
relation  to  the  odors  which  arose  from  Mr.  Squire's  establishment  and 
their  effect,  also  the  gases  which  arise  from  the  river-bed  and  their 
effect]  A,  I  have.  I  went  into  it  particularly,  and  at  the  time  very 
carefully,  I  believe.     I  examined  them  in  several  different  ways. 

Q.  1  should  like  to  have  you  give  us  the  result  of  your  investigations, 
and  the  conclusions  you  came  tot  A,  This  examination  was  made  a 
year  ago. 

Mr,  Derby,  If  he  has  made  his  observations  since  a  year  ago,  perhaps 
he  ought  to  be  confined  to  that. 

Mr.  Mclntire.  He  has  made  examinations  both  last  year 'and  this  year, 
and  we  desire  to  go  over  the  whole. 

Mr.  Derby.   I  shall  not  object  to  the  examination. 

The  Chairman.    How  far  are  you  going  into  this  examination  1 

Mr.  Mclntire.  We  are  going  into  it  to  show  what  are  the  effects  of  the 
gases  rising  from  the  river-bed  and  the  establishment.  It  will  show  from 
tests  the  effect  of  different  states  of  the  atmosphere  and  wind  upon 
paper ;  that  test-papers  placed  over  kettles  and  outside  of  windows  are 
more  affected  by  the  atmosphere  from  this  establishment  than  others  at 
the  foulest  point.     This  was  in  September  of  last  year. 

7%e  Chairman.  I  suppose  the  Board  would  be  glad  to  hear  the  general 
results  at  which  the  chemist  has  arrived,  but  I  don't  think  we  wish  to  go 
idto  the  detail  of  the  chemical  experiment. 

Mr.  Mclntire.  I  would  like  to  have  the  Board  know  how  he  arrived  at 
those  results. 

Witness.  Being  a  resident  of  East  Cambridge,  I  knew  the  state  of  af- 
fairs, —  how  the  paint  was  discolored,  the  silver-plate  blackened,  and  people 
made  sick  by  the  odors  which  arose,  —  and  I  endeavored,  as  a  citizen  of  the 
place,  to  try  to  find  out  the  cause  of  those  odors.  At  certain  times  there 
arose  a  vapor  which  gave  off  a  foul  and  offensive  odor,  producing  irrita- 
tion of  the  mucous  membrane,  and  which  in  a  single  night  badly  tar- 
nished silver  articles  which  were  exposed-,  and  blackened  the  paint  on 
buildings.  Knowing  the  foulness  of  the  Miller's  River  basin,  I  believed 
this  to  be  the  source  of  the  obnoxious  vapors,  and  so  I  made  an  examina- 
tion of  it  and  its  surroundings,  with  the  expectation  of  proving  by  experi- 
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ment  that  the  basin  emitted  the  odors.     The  first  inyestigationfl  were 
made  in  the  latter  part  of  September  and  the  first  of  October,  1872. 
On  making  a  thorough  inspection  of  the  basin,  I  first  noticed  that  the 
buildings  facing  it,  on  the  Bridge  Street  side,  were  more  discolored  than 
any  others;   that  there  waa  considerable  animal  matter  floating  about 
in  the  water,  and  that  bubbles  of  gas  were  continually  rising  from  all 
parts  of  its  sur&ce.     I  examined  some  of  the  paint  ftxnn  off  the  bnild- 
ings,  and  found  that  the  discoloration   was  due  to  sulphide  of  lead 
forming  in  the  paint.      I  had  previously  analyzed  some  water  from  a 
well  at  North,  Merriam,  k  Co.'s,  on  the  border  of  the  basin,  and  found 
that  it  contained  a  considerable  amount  of  sulphate  of  lime,  and  I  was 
aware  that  in  contact  with  organic  matter  such  as  was  present  in  the 
basin,  it  would  be  decomposed,  sulphide  of  calcium  being  formed,  and 
then  sulphide  of  hydrogen  set  free.-    I  collected  some  of  the  gases  from 
the  basin  and  analyzed  them,  and  found  that  they  contained  sulphide  of 
hydrogen,  sulphide  of  ammonium,  carbonic  acid,  and  marsh  gas.     To 
test  the  question  whether  these  gases  were  generated  in  sufficient  quan- 
tity to  produce  the  effects  described  in  so  short  a  time,  I  made  a  num- 
ber of  experiments.     I  exposed  papers  saturated  with  acetate  of  lead, 
and  as  silver  was  blackened  by  these  gases,  I  exposed  also  photographic 
plates  which  were  thoroughly  cleaned  with  nitric  acid.     Six  different 
points  were  selected  at  which  to  make  these  experiments.     Station  No.  1 
was  on  the  edge  of  the  basin  at  the  foot  of  Fifth  Street ;  was  selected-.^! 
because  the  largest  sewer  that  empties  in  the  basin  enters  there.     Con- 
sequently, I  expected  the  gases  to  be  generated  there  in  greater  quantit^^ 
than  in  other  parts  of  the  basin.     No.  2  was  on  Whittemore's  barnv^ 
which  is  situated  on  the  north  side  of  Gore  Street,  next  to  the  line  o 
houses  which  front  on  Fifth  Street     All  the  sewage  from  these  houses  ii 
discharged  directly  into  the  basin  ;  and  as  this  portion  is  covered  only 
high  tide,  the  effluvia,  for  a  greater  part  of  the  time,  must  be  very  strong^^ 
No.  3  was  at  the  comer  of  Gore  and  Sixth  Streets,  on  the  building  ui 
for  upholstering  furniture ;  and  No.  4  was  at  Mr.  Bradbury's  house 
Sixth  Street,  near  the  comer  of  Otis  Street.     These  stations  were  c 
for  the  reason  that  when  the  first  tests  were  made  rather  a  brisk  north.  ^^ 
west  wind  was  blowing.     Sixth  Street  runs  nearly  north  and  south,  ao' 
is  open  very  nearly  to  the  basin.     No.  5  was  on  Bridge  Street,  half-wa; 
between  Merrill's  factory  and  the  Grand  Junction  Railway.     The 
were  attached  to  the  rail  near  the  water's  edge.     Here  a  large  exten.'t^ 
of  flats  is  exposed  for  a  considerable  time.     No.  6  was  at  the  sluiceway 
on  Bridge  Street.     Here  there  is  a  dam,  and  as  a  good  deal  of  this  foul 
matter  has  been  brought  down  by  the  current,  it  is  retained  here  by  th^ 
dam,  and  it  makes  this  a  particularly  vile  place.     This  dam  was  buUt  to 
keep  this  portion  of  the  basin  covered  with  water  at  all  times  of  tide. 
The  first  tests  were  fixed  at  each  of  the  stations  about  one  o'clock  on 
the  4th  of  October.     The  lead  paper  and  silver  plate  were  moistened  in 
order  that  the  action  might  be  its  rapid  as  possible.     As  tide  was  high 
about  12.45,  the  flats  were  all  covered.     The  test-papers  and  plates  were 
allowed  to  remain  one  hour.     At  the  end  of  that  time  none  of  them 
were  tarnished.     As  fast  as  the  first  test-plates  and  papers  were  removed, 
a  new  set  was  put  up.     These  were  allowed  to  remain  two  hours.     Dor^ 
ing  that  time  also  the  flats  were  covered.     When  the  tests  were  removed 
no  change  had  taken  place.     At  seven  p.  m.  another  set  of  papers  and 
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plates  were  put  up.     The  wind  was  in  the  san\e  direction.     The  tide 
was  out,  and  the  flats  were  all  exposed.     These  were  removed  at  twelve 
p.  H^  and  although  they  had  been  exposed  most  of  the  time  to  whatever 
gaaes  might  arise  from,  the  flats,  they  were  unchanged.     At  twelve  p.  m. 
the  flats  were  covered  with  water,  with  the  tide*  still  coming  in.     It 
was  full  at  1.15w     The  wind  had  shifted  a  little  to  the  east  of  north.     At 
twelve  another  set  ofpapers  and  plates  were  exposed,  and  when  they 
were  remoTed  at  seven  a.  m.,  although  the  fiats  had  been  covered  the 
most  of  the  time,  these  papers  were  all  more  or  less  discolored,  and 
at  Stations  3,  5,  and  6  the  action  was   so  great  that  tiie   silver   had 
been  tarnished.     I  was  very  much,  surprised  at  the  result ;  for  if  either 
of  the  papers  and  plates  of  the  last  two  experiments  were  to  be  blackened 
by  the  gases  from  the  basin,  it  should  have  been  those  which  were  ex- 
posed while  the  tide  was  low  and  the  flats  were  uncovered.     The  reverse 
was  the  case.     Consequently  I  instituted  inquiries  as  to  the  condition  of 
the  atmosphere  that  night,  and  found  that  during  the  early  part  of  the 
evening,  while  the  flats  were  uncovered  and  while  experiment  No.  3  was 
being  carried  on,  the  odor  from  the  basin  —  or,  as  the  people  there  put 
it»  the  real  dock  mud  —  was  so  strong  that  the  people  were  obliged  to 
clofle  their  windows,  y^t  the  test-papers  were  not  blackened.     At  about 
twelve  o'clock  people  who  were  out  state  that  there  came  up  this  horrible 
odor,  and  although  the  flats  were  covered  with  water,  I  found  at  this  time 
that  the  test-papers  were  blackened  and  the  silver  plates  tai*nished.    This 
aeems  to  show  that  the  gases  or  vapors  which  produce  blackening  of  silver 
in  a  single  night  cannot  be  produced  by  the  gas  arising  from  Miller's 
Hiver  basin. 

The  next  experiment  was  made  to*  determine  as  to  whether  the  discol- 

orations  of  the  paint  were  due  to  the  gases  evolved  from  the  basins.     To 

^rove  this,  I  got  a  number  of  spokes  and  suspended  them  at  Stations  1,  4, 

and  6,  in  such  a  way  that  when  the  tide  came  in  they  would  be  for  several 

l^ours  partially  submerged  in  water.    I  knew  that  the  sulphides  of  hydro- 

and  ammonium  were  very  soluble  in  water,  and  I  believed  that  the 

rater  of  the  basin  would  be  more  highly  impregnated  with  the  gases  than 

air  about  it  could  be ;  consequently  the  action  on  the  paint  ought 

go  on  more  rapidly  in  the  water  than  in  the  atmosphere.     The  pieces 

of  wood  were  there  for  several  days  suspended  in  the  water,  in  the  way  I 

laave  stated,  when  the  tide  was  in,  and  exposed  to  the  action  of  the  gases 

emitted  by  the  flats  when  the  tide  was  out.     And  yet  no  discoloration 

'vras  produced.     On  the  morning  of  October  5,  at  the  time  the  plates 

fitnd  papers  were  discolored,  these  spokes  were  immersed  in  the  water. 

This  seems   to  prove   that   the   blackening  of  the   paint  in   a   single 

nigbt  is  not  caused  by  the  gases  which  generate  in  the  Miller's  River 


The  next  experiment  was  upon  the  cflect  of  these  gases  upon  the  sys- 
^  I  inhaled  some  of  the  gas  which  I  had  collected,  but  could  not 
^woover  that, it  irritated  the  mucous  membrane  in  the  least.  Then  I 
itirred  up  the  mud  at  the  bottom  of  Station  1,  and  altho\igh  there  was  a 
^•'g*  quantity  of  these  offensive-smelling  gases  given  off,  yet  there  was 
'^t  lafficient  to  na(iseate  me  in  the  least,  nor  was  the  friend  who  accom- 
P*i^ed  me,  and  who  is  a  stranger  to  the  laboratory,  affected  by  them. 
The  conclusions  to  which  I  arrived  from  these  facts  were,  that  the  gases 
which  are  formed  by  the  decomposition  of  animal  matter  in  Miller's 
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River  basin  are  not  generated  in  sufficient  quantities  to  produce  in  a  sin- 
gle night  the  blackening  of  paint  and  the  discoloration  of  silver-plate, 
and  to  induce  nausea  and  diarrhoea  in  those  who  inhaled  them  ;  and  that, 
from  the  character  o^  the  gases,  it  was  not  probable  that  the  quantity 
generated  should  cause  irritation  of  the  mucous  membrane.  Not  finding 
the  cause  of  the  nuisance  in  the  basin,  I  was  obliged  to  look  in  some  other 
direction  for  the  source,  and  as  the  general  belief  was  that  it  arose  from 
some  of  the  processes  carried  on  in  the  slaughtering  and  rendering  estab- 
lishments, I  next  examined  them.  I  was  led,  too,  to  believe  that  it  might 
come  from  them  fpr  other  reasons.  In  my  examination  of  the  houses 
about  the  basin,  I  was  surprised  to  find  that  the  liouses  on  the  opposite 
side  of  the  stream  from  the  pork-packing  establishments  were  blackened 
much  more  on  the  sides  facing  the  establishments  than  on  the  sides  away 
from  them,  and  that  with  those  buildings  on  the  same  side  with  the  estab- 
lishments the  same  was  true.  The  sides  nearest  the  establishments  were 
blackened  the  most,  and  this,  too,  when  they  were  so  exposed  that  the 
wind  blowing  across  the  basin  must  strike  them  on  the  opposite  sides.  I 
got  some  leaf-lard  and  tested  it  to  sec  at  what  temperature  it  would  melt 
I  placed  a  half-dozen  small  glass  tubes,  closed  at  the  lower  end,  in  a  bath 
of  sulphuric  acid,  and  in  the  tube  put  pieces  of  the  lard.  I  heated  the 
bath  up  and  watched  the  tulxjs  carefully.  I  found  that  the  vesicles  were 
ruptured  at  112°  Centrigade,  eijual  to  234°  Fahrenheit.  Then  I  con- 
ducted this  experiment  with  a  flask.  I  took  some  fat,  and  had  a  tber 
mometer  placed  in  the  fat  very  near  the  bottom  of  thp  flask.  I  then 
applied  the  heat,  and  found  the  vesicles  ruptured  at  110®  Centigrade, 
equal  to  230®  Fahrenheit.  Then  L  got  a  quantity  of  impure  and  pa^ 
tially  putrid  fat  of  hogs  and  some  lean  meat  or  fresh  pork  that  bad 
become  partially  putrid.  I  put  portions  of  this  into  the  flask  and 
heated  it  once  more,  and  tested  the  gases  again.  I  found  in  these 
gjises  sulphide  of  ammonium.  There  was  also  another  gas  which  was 
very  imtating  to  the  mucous  membrane.  At  239®  Fahrenheit  this  odor 
began  to  bo  very  intense  and  quite  irritating  to  the  throat,  and  I  be- 
lieved it  miglit  be  acrolcine,  though  the  amount  was  very  small,  and 
I  was  only  able  to  judge  of  it  by  the  effects  on  the  mucous  membrane. 
The  fact  was  that  there  was  a  gas  irritating  to  the  mucous  membrane, 
and  that  there  were  these  sulphides.  From  these  experiments,  I  believed 
that  these  gases  might  be  generated  by  the  processes  of  rendering,  and 
perhaps  iu  sufficient  quantities  to  produce  the  results  described  in  East 
Cambridge.  I  did  not  at  that  time  examine  the  establishments,  for  I 
knew  what  thev  were,  because  I  had  been  there  often. 

In  order  to  see  whether  the  petitioners  who  came  before  the  Cambridge 
Aldermen  knew  what  the  gases  were  of  which  they  complained,  I  made 
a  test  before  that  Board.  I  carried  over  at  that  time  some  gases  which 
I  collected  from  Miller's  River,  also  some  putrid  fat  and  entrails  obtained 
from  under  Mr.  Squire's  factory.  That  was  on  October  7,  1872.  These 
intestines  were  placed  in  a  flask.  I  then  called  upon  the  Mayor  to  dele- 
gate certain  of  the  petitioners  to  come  forward  and  smell  the  diflfercnt 
odors  that  1  produced.  Several  gentlemen  declined.  Mr.  Hastings 
and  Mr.  Myei*8  came  forward  without  being  aware  of  the  contents  of 
these  vessels  that  I  had.  They  smelt  of  the  bag  and  flask,  and  declared 
that  the  gas  in  the  bag  was  Miller's  River  gas,  and  the  gas  in  the  flask 
was  the  odor  of  which  they  complained.     That  was  the  end  of  that  in- 
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Testigation.     I  got  the  fat  at  a  provision  store  and  allowed  it  to  pu- 
trefy. 

This  year,  on  the  28th  of  July,  in  company  with  Alderman  Brine  and 
a  man  to  row  our  boat,  I  visited  Miller's  River.  We  wanted  especially  to 
look  about  Squire's  establishment.  The  first  thing  we  noticed  in  the 
water  about  Squire's  establishment  was,  that  it  was  thickly  covered 
with  f(£ce9  of  hogs ;  also  pieces  of  the  skins  of  hogs,  and  bristles.  We 
scraped  them  up  (producing  them),  and  you  can  judge  from  their  appear- 
ance that  we  had  n't  much  difficulty  in  getting  them  up.  This  was  about 
seven  o'clock  in  the  mominj]:.  The  odor  of  the  scalding-tank  was  quite 
perceptible.  Under  the  builiing  everything  was  quite  filthy.  The  piles 
were  covered  with  this  faecal  matter.  The  tide  was  quite  low,  and  we 
could  see  the  flats  exposed  all  about  and  covered  with  black  putrid  masses. 
We  saw  at  some  points  piles  resembling  those  we  have  been  testing.  In 
order  to  get  into  this  factory,  we  had  to  go  between  the  piles. 

Q,    Was  this  black  n^ass  vegetable  or  animal  matter  1    A.   1  saw  it  at 
a  distance  as  great  as  across  this  room.     It  was  impos£(ible  to  reach  it. 
But  it  resembled  such  materials  as  I  had  the  year  before.     After  that, 
when  the  tide  was  proper  for  it,  I  sent  a  man  several  times  to  get  this 
material,  but  the  men  in  Squire's  factory  prevented  him  from  going  under 
the   place.     Everything  was  in  an  extremely  bad  condition,  and  smelt 
badly.      Under  the  stable  all  the   liquid   matter  from  the  stable  was 
dripping  down.     We  went  under  the  establishment  and  could  see  far 
under  it.     I  could  n't  say  that  we  saw  any  blood  or  liquid  matter  under 
the   crevices  between  the  boards.      Since  that  time,  as  a  member  of 
the  investigating  committee,  I  have  made  several  visits  to  Mr.  Squire's 
establishment,  and  went  with  the  committee  on  August  13,  1873.     We 
made  our  first  visit  then.     At  that  time  we  went  through  it  pretty  thor- 
oughly.    We  found  it  in  quite  as  clean  condition  as  I  have  ever  seen  it, 
except  since  the  new  slaughter-house  has  been  arranged.    That  wa^  before 
-the  new  slaughter-house  was  completed.     The  new  one  is  a  story  higher 
"than  the  old  one.     I  noticed,  in  tlie  first  place,  the  rendering  part,  and 
-we  found  there  several  open  tanks  or  kettles  in  which  pure  lard  was  being 
Tendered.    There  were  quite  a  number  of  these,  —  I  think  about  five.    Then 
-we  found   the  closed  tanks  in  which  the  gut-lard  and   impure  animal 
matter  is  rendered.     I  could  n't  state  definitely  how  many  closed  tanks 
'there  were.     I  judged,  from  statements  previously  made,  that  impure 
animal  matter  was  there.     At  a  subsequent  time  Mr.   Squire  told  me 
tihat  a  dead  hog  was  in  there.     As  the  result  of  an  experiment  with  the 
matter  in  that  tight  tank  I  found  this  paper  was  blackened.     I  was  sur- 
prised that  with  the  decomposition  of  pure  animal  matter  we  should 
obtain  any  such  blackening  of  the  paper  as  I  did.      This  paper  was 
wposed  to  the  gases  on  the  4th  of  last  September.     I  exposed  it  only  a 
'wy  few  minutes.     The  tank  was  blown  off  for  my  convenience.     The^ 
SWes  are  usually  consumed  under  the  furnace,  but  this  time  they  were 
Wown  off  for   my  convenience.      We   first   noticed  ^he   open   kettles. 
Tbere  was  about  the  factory  an  intense  odor  of  rendering  of  pure  lard. 
The  odor  has  been  compared  to  the  odor  arising  from  the  frying  of  dough- 
*^^^  which  nauseates  me  more  than  any  other  odor.     This  is  owing  to 
*^  being  administered  to  me  in  a  case  of  croup.     Then  we  visited  the 
•l»ughtering  establishment.     I  did  not  notice  any  odor  from  the  close 
**^  but  I  noticed  an  odor  from  the  open  kettles.     That  was  more 
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than  the  odor  of  lord ;  it  "was  an  odor  of  &t  intensified.  I  am  not  ac- 
quainted with  the  different  qualities  of  lard,  and  I  could  not  say  what 
state  it  was  in.  The  odor  f^m  the  slaughtering-houses  was  V^nite  per- 
ceptible ;  it  was  so  from  the  scalding-tank.  Especially  when  we  stood 
over  them  the  hogs  having  the  dirt  upon  their  hides,  and  while  the  con- 
tents of  the  intestines  were  escaping  from  them,  created  a  bad  odor.  I 
found  the  odor  quite  disagreeable. 

We  then  went  into  the  gut-room,  where  they  were  cleaning  the  intes- 
tines.    It  was  a  low,  long  room,  where  quite  a  number  of  men  were  at 
work.     The  floor  was  covered  with  fresh  chloride  of  lime.     The  odor  was 
quite  bad.     We  passed  from  that  into  the  place  where  the  live  hogs  were 
kept.     In  those  pens  which  were  empty  the  floor  was  covered  with  fine 
powdered  charcoal,  and  in  those  pens  where  charcoal  was  kept  it  looked 
very  nicely ;  but  in  the  pens  where  the  hogs  were,  the  floors  were  cov- 
ered with  feecal  deposits.     The  odor  was  that  of  the  live  hog.     The  odor 
most  noticeable  is  that  of  ammonia.     At  this  time  I  made  an  experi- 
ment with  the  gas.     I  tested  it  with  a  glazed  card.     It  was  affected  bj 
the  gas,  which  was  blown  off  at  the  place  just  before  where  they  are  to 
be  purified.     These  tanks  are  made  of  wrought-iron,  in  the  shape  of  a 
common  vertical  boiler  of  a  steam-engine.     {Card  producedy  and  ffftdL 
shown.)    At  subsequent  times  I  made  visits  to  Squire's  establishment, 
with  the  view  of  experimenting  with  some  of  the  gases,  and  was  espe- 
cially interested  in  the  gases  from  the  open  kettles.      On  the  4thL  oT 
September  I  visited  there,  and  I  think  it  was  in  the  evening  that  I 
tested  one  of  the  open  kettles.     I  saturated  a  piece  of  paper  with  acetate 
of  lead,  and  placed  it  over  a  kettle  in  which  pure  leaf-lard  was  beings 
rendered.     The  paper  was  blackened   in  a  few  minutes.     I   was  very 
much  surprised  at  the  result,  and  repeated  the  experiment  at  a  different^ 
visit.     On  the  8th  of  September  I  again  tested  one  of  those  open  kettles. 
It  seemed  to  verify  the  previous  results.     On  the  14th  I  tested  it  again; 
but  the  blackening  was  not  so  great.     The  lard  had  got  cool.     Thinking" 
that,  perhaps,  the  discoloration  of  the  paper  might  be  due  to  the  fat  pro- 
jecting up  on  this  bibulous  paper,  I  afterwards,  when  I  visited  this  estab- 
lishment on  Wednesday  last,  November  26,  exposed  some  of  this  paper^ 
without  the  acetate  of  lead,  and  here  you  can  see  portions  of  the  larA 
have  spattered  up  on  the  side  of  the  paper.     It  seems  to  prove  beyond  ai-> 
doubt  that  some  volatile  substances  are  being  driven  off.     Now,  I  haT^ 
here  a  sample  of  this  paper  that  was  moistened  with  acetate  of  lead, 
with  which  I  tested  some  of  the  mud  taken  from  the  Boynton  Basin, 
where  the  dock  mud  is  said  to  smell  the  worst  when  it  is  exposed.     T 
think  it  is  well  to  compare  the  action  of  the  sulphides  which  come  from 
these  open  kettles  with  the  action  of  this  dock  mud  taken  from  in  front 
of  Boyuton's  establishment,  stirred  up  with  a  stick.     We  get  the  same 
discoloration,  but  with  a  difference  of  intensity,  the  mud  blackening  it 
much  less.     There  is  a  sewer  from  Mr.  Boynton's  establishment  at  thiCt 
point.     Now,  in  oitier  to  carry  the  investigations  further,  there  was  an- 
other point  that  seemed  to  be  of  importance,  and  that  is  the  pollution 
of  the  river.     I  made  some  few  investigations  in  that  respect.     I  got  sam- 
ples from  Squire's  establishment.     These  were  got  on  the  4th  and  8th  of 
September ;  they  were  collected  under  Mr.  Squire's  direction,  and  deliv- 
ered to  me.     I  have  here  samples  from  the  scalding-tank,  and  I  made  an 
analysis  of  the  solid  matter  contained  in  this,  in  order  to  find  out  how 
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much  impurity  was  thrown  into  the  river  from  this  scalding-tank.     I  find 
that  in  this  liquid,  collected  from  the  scalding-tank,  in   100,000  parts 
there  were  243^  parts  of  solid  matter  collected  from  the  vessels  in 
which  the  hogs  were  scalded  and  thrown  into  the  river.     These  vats  are 
emptied  twice  in  twenty-foiur  hours.     I  find  that  on  that  collection  of 
matter  there  are  emptied  out  during  the  week  327-]^  pounds  of  this 
solid  matter,  which  consists  in  large  part  of  organic  matter.     Of  this 
solid  matter,  203^  pounds  in  100,000  was  organic,  and  the  remainder 
inoi^ganic.     It  was  driven  off  on  ignition,  and  would  be  about  25  pounds 
at  each  emptying.     Then  I  got  samples  from  the  refuse-tank,  as  it  is 
called,  which  is  the  liquid  poured  away  from  the  scraps.     They  heat 
the  fat  in  these  close  tanks,  and  then  allow  the  materials  to  fall  below 
and  run  away.     It  is  termed  "  soup."     It  is  poured  into  the  dock.    I  esti- 
mated the  amount  of  solid  matter,  and  found  it  contained  8,886i'\f  parts 
in  100,000.     Then  I  made  an  estimate  of  the  whole  amount  poured  out 
In  one  week,  and  the  results  were  arrived  at  in  this  way.     The  three  large 
tanks  hold  about  2^  hogsheads  each,  and  the  one  small  tank  holds  about 
300  gallons.     From  that  I  have  calculated  the  amount  of  solid  matter  to 
be  thrown  in  in  a  week  to  be  5^  tons. 

Q.  (by  Mr,  Derby).   That  is  a  very  large  estimate,  is  n't  it,  sir  t 
JL    I  have  been  over  it  several  times,  but  I  will  verify  it  again  this 
eveiung.     In  order  to  show  the  amount  of  pollution,  I  wish  to  compare 
-this  with  the  sewage  of  the  city  of  Boston.     In  the  Report  of  the  Massa- 
chusetts State  B(^rd  of  Health  for  1873  are  given  the  results  of  the 
snalyses  of  the  sewage  of  different  sqwers.  in  the  city  of  Boston.     The 
'^rorat  of  these  is  the  Broad  Street  sewer,  given  in  the  table  on  page  G5. 
This  contains  2,862  parts  of  solid  matter  in  100,000  parts.     Of  thie^ 
3. ,360  parts  are  chlorine,  showing  that  the  salt  water  had  backed  into  the 
when  the  sample  was  taken.     If  we  suppose  the  total  amount  to  be 
contamination,  still  Mr.  Squire's  soup  is  nearly  four  times  worse. 
This  year  I  again  placed  some  spokes  in  the  basin ;  they  were  suspended 
^  Station  1,  so  that  they  could  rest  on  the  mud ;  yet  you  see,  although 
one  of  them  £k>ated  up  into  the  Fifth  Street  sewer,  and  although*  they 
^reie  exposed  for  24  hours,  they  are  not  blackened  as  much  as  paint  on 
wsgons  and  houses  in  East  Cambridge  are  in  a  single  night. 

• 
Adjoonied. 


72 


THIRD  DAY. 

I>eo«mber  3,  1873. 

Mr,  Mtuzey,  Do  I  understand  that  the  full  number  of  the  Board 
were  present  throughout  the  entire  day  of  yesterday  9 

Dr.  Derby.  Substantially,  there  were  seven  members  present  during 
the  session. 

Mr,  Muzzey,  I  would  like  to  have  that  understood.  If  a  juror,  sir, 
should  leave  the  court,  and  the  case  go  on  without  him,  it  would  set 
aside  the  verdict.     We  wish  to  preserve  our  rights  in  the  same  way. 

Dr,  Derby,     Do  you  want  the  hour  that  each  member  arrives  recorded  ? 

Mr,  Muzzey,  No,  sir,  I  don't  require  the  record  to  be  kept  so  closely 
as  that ;  but  I  want  the  record  substantially  right.  If  our  theory  is  rights 
that  all  should  be  present,  then  the  average  should  be  six  instead  of  seven. 

Dr,  Derby,  I  don't  know  that  we  can  make  an  average  of  six  and  one 
eighth  or  six  and  seven  eighths.  There  were  seven  here  most  of  the  time 
yesterday. 

Mr,  Muzzey,  I  will  make  this  suggestion,  that  you  might  add  to  the 
record  that  Messrs.  Frothingham  and  Davis  were  not  present  during 
the  entire  session. 

Mr,  Derby,  We  want  it  simply  as  it  is.  We  make  no  complaint  of 
your  attendance,  but  we  wish  to  preserve  our  rights. 

Continuation  op  thb  Testimony  op  Charles  R  Munrob. 

Q,  {by  Mr,  Mclntire),  When  you  Jefb  off  yesterday,  I  believe  you 
were  speaking  of  the  soup  that  came  from  the  close  tank.  Will  you  take 
up  the  subject  where  you  left  iti  A,  There  was  some  indcfiniteness 
as  to  whether  that  statement  was  correct.  So  I  afterward  consulted  Mr. 
Squire,  and  he  stated  it  was  substantially  correct.  I  found  that  the  soup 
contained  8,886.5  parts  of  solid  matter  in  100,000,  and,  basing  my  esti- 
mates upon  the  statements  given  me  by  Mr.  Squire's  workmen,  which 
he  says  is  correct,  the  result  gives  5.4  tons  of  solid  matter  thrown 
into  the  river  from  the  soup  alone,  every  week,  of  which  five  tons  are 
organic. 

Q.  Repeat  what  you  said  of  the  matter  from  the  scalding-tank.  A,  I 
found  that  there  were  243.3  parts  solid  matter  in  eveiy  100,000.  This 
liquor  was  drawn  for  me,  as  I  have  stated,  by  a  workman  of  Mr.  Squire, 
after  the  tank  had  cooled. 

Q,  (by  Mr,  Muzzey).  Will  you  give  the  number  of  pounds  per  weekt 
A.  327.6,  or  about  twenty-five  pounds  at  each  emptying,  reckoning  six 
days  per  week. 

Q.  (by  Mr.  Mclntire).  You  may  go  on.  A,  In  regard  to  the  other 
visits,  I  have  made  innumerable  visits  to  Mr.  Squire's  establishment  at  all 
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hours  of  the  day  and  night,  and  I  have  always  found  this  peculiar  odor  of 
the  lard,  which  is  the  most  offensive  to  me,  always  to  prevail.  At  times 
when  I  have  visited  the  establishment,  I  have  noticed  the  other  odors 
quite  strong.  I  think  it  was  on  the  24th  of  September,  this  present  year, 
—  it  was  rather  a  damp,  misty  evening ;  about  eleven  o'clock,  I  think  it 
was,  —  that  we  noticed  this  odor,  perceiving  it  very  strongly ;  several 
of  us,  Mr.  Hastings,  Mr.  Myers,  Mr.  Sharpies,  and  myself. 

Q.  {by  Mr,  Mclntire),  Where  did  you  notice  this*?  A,  At  Mr.  Has- 
tings's house,  on  the  comer  of  Otis  and  Fourth  Streets.  We  followed  the 
odor  down  to  Cambridge  and  Sixth  Streets,  and  visited  Mr.  Squire's  es- 
tablishment. 

Q,  How  far  is  Mr.  Hastings's  house  from  Mr.  Squire's  establishment  ? 
A,   About  twelve  hundred  feet. 

Q,  Whether  you  were  holding  a  meeting  at  that  time  1  A.  Yes,  sir ; 
of  the  committee.  We  were  disturbed  by  the  odor  at  this  place,  and  fol- 
lowed the  odor  up.  It  was  quite  strong.  But  as  wo  approached  nearer 
the  manufactory,  when  directly  under  the  walls,  there  was  only  notice- 
able this  odor  I  speak  of,  that  of  fresh  rendering. 

Q,  (by  a  member  of  the  Board),  Was  that  odor  different  from  that  at 
the  comer  of  Otis  and  Fourth  Streets  1  A,  Yes.  The  odor  there  was 
like  that  coming  from  the  rendering  of  animal  matter  mixed  with  the  other 
odors.  It  was  a  sort  of  a  mixture.  There  was  something  of  the  river 
smell,  that  is  always  traceable  when  the  air  is  moist.  Then  there  are 
other  odors  that  mix  with  it.  It  would  be  almost  impossible  to  describe 
the  exact  odor  that  we  smelt,  but  it  was  different  from  the  rendering  of 
the  fresh  material. 

Q,  (by  a  member  of  the  Board).  When  directly  under  the  walls  of  Mr. 
Squire's  building  could  you  smell  the  dock  smell  1  A.  No,  sir.  The  large 
buildings  there  warded  it  off  to  some  extent.  When  we  went  inside,  we 
found  the  processes  going  on  that  we  have  described.  They  were  killing,  and 
we  found  the  odors  quite  strong ;  that  is,  the  odors  of  the  different  processes 
we  have  spoken  of,  the  odor  of  the  scalding-tank  and  of  the  rendering  of 
fresh  material.  Then  we  went  out  into  the  yard  or  quadrangle,  which  is 
surrounded  on  the  north  side  by  a  building  where  the  hogs  are  stored ; 
on  the  east  side  by  those  buildings  where  the  slaughtering  and  sccdding 
of  hogs  is  carried  on,  and  on  the  south  side  by  the  building  where  the 
rendering  is  carried  on.  When  standing  in  the  yard  there  it  was  quite 
misty,  and  the  odor  was  extremely  bad,  and  smelt  quite  like  that  which 
I  smelled  at  the  comer  of  Otis  and  Fourth  Streets. 

Q,  (by  Mr,  Derby),  Was  there  an  opening  into  the  dock  1  A,  There 
was  no  opening  there.  I  think  there  is  one  away  up  at  the  northwest 
comer. 

Q.  (by  Mr,  Derby).  The  windows  were  open  in  the  building  where 
tbe  hogs  were  'i  A,  1  could  not  say.  Whenever  I  have  noticed  the 
windows  they  have  been  open  towards  the  dock.  We  did  not  go  into 
the  building. 

Q.  (by  Mr.  Derby).  If  the  windows  upon  the  other  side  were  open 
wd  the  floors  of  this  building  were  not  tight,  would  not  you  have  re- 
ceived the  dock  smell  through  this  piggery  1  A,  I  don't  know  that 
tbere  were  any  windows  on  the  side  next  the  yard ;  we  did  not  go  into 
tbe  building.     In  regard  to  the  visits  I  made  tliere  I  will  state.     On  the 

13l8t  of  July  I  was  not  well;  and  Alderman  Brine  came  for  me,  and  said 
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that  the  Aldermen  had  been  invited  to  go  down  there  to  witness  the 
operation  of  this  new  machine  for  destroying  gases,  and  he  wished  to  in- 
vite Mr.  Magoun  and  myself.  We  visited  the  manu&ctory,  and  found 
it  in  quite  a  olean  condition.  We  witnessed  the  operation  of  this  ma- 
chine. It  was  simply  a  condenser  for  condensing  the  vapors  as  they 
come  off  from  the  close  tanks.  The  gases  are  passed  through  a  purifier, 
from  that  through  a  tube  into  a  furnace,  where  they  are  burned  with 
coal  in  heating  up  a  boiler.  We  saw  that  the  gas  was  mixed  with  gaso- 
line, and  that  it  burned  with  considerable  flame.  I  found  at  the  time 
that  I  was  about  the  building  that  the  odor  of  the  rendering  of  the  fresh 
material  was  the  only  odor  that  was  strong  at  that  time.  It  was  a  warm 
July  night,  and  so  far  as  I  know  there  was  scarcely  any  wind  at  alL  I 
was  unable  to  perceive  that  there  was  any.  I  left  the  establishment 
about  ten  o'clock,  it  might  have  been  a  little  after,  and  at  that  time  the 
air  was  quite  free  from  any  odor  except  quite  near  the  establishment ; 
that  was  the  odor  of  fr-esh  matter.  I  walked  home  with  Alderman 
Brine,  and  when  I  reached  my  home  I  commenced  to  smell  the  odor  of 
the  Miller's  River  quite  perceptibly.  I  went  to  bed  b^tween  half  past 
ten  and  eleven  o'clock  ;  pretty  near  eleven,  I  should  say.  All  the  win- 
dows were  open.  Just  as  I  was  getting  into  bed  the  odor  came,  —  the 
odor  of  the  dock,  —  reinforced,  it  seemed  to  me,  by  this  rendering  odor 
of  which  we  complain.  The  odor  was  quite  intense.  As  I  said,  when 
I  started  out  in  the  evening  I  was  sick,  and  I  was  unable  to  go  out  when 
the  odor  came.  But  I  am  sure  it  was  the  odor  of  which  the  people  com- 
plain, and  not  the  odor  that  comes  from  Miller's  River,  —  the  dock  smdL 
In  regard  to  the  effect  of  that  odor,  our  house  is  about  one  thousand  xx 
twelve  hundred  feet  distant  from  Mr.  Squire's  establishment.  Our  din- 
ing-room is  in  the  southeast  comer  of  the  building.  Every  night  through 
the  summer  we  are  watching  for  these  odors,  and  when  they  come  up  ti^e 
windows  are  closed.  Whenever  we  retire  for  the  night,  every  window  in 
the  house  is  closed,  even  in  the  hottest  weather,  because  these  odors  may 
come  up,  and  the  result  is  sometimes  serious,  and  causes  a  great  deal  oif 
discomfort  and  annoyance. 

Q.  {by  the  Chairman).  What  is  the  effect  1  A,  The  effect  is  the  same 
as  that  produced  by  the  sulphide  of  ammonium,  though  a  little  mors 
severe.  Upon  myself  personally  these  odors  produce  no  decided  injury, 
for  it  only  gives  me  slight  discomfort  and  causes  a  very  little  nausea. 

Q,  {by  Mr,  Melntire),  Do  you  attribute  that  fact  to  your  frequent 
use  of  sulphide  of  ammonium  %  A.  1  know  that  I  have  become  accus- 
tomed to  the  odor,  and  very  likely  it  is  for  this  reason  that  they  do  not 
seriously  affect  me. 

Q,  Have  not  any  of  these  odors  ever  had  any  different  effect  upon 
you  %  A:  K  year  ago  in  July  at  one  time  I  came  home  sick,  or  was 
not  feeling  well,  smelt  these  odors,  and  was  quite  nauseated.  Yet  I 
could  not  say  that  it  was  on  account  of  them.  The  odor  and  the  nausea 
came  at  the  same  time,  but  perhaps  one  was  not  the  cause  of  the 
other.  But  in  regard  to  the  effect  in  the  diuing-room.  The  windows 
were  all  closed.  On  the  table  was  a  silver  ice-pitcher,  about  which  was 
thrown  a  piece  of  flannel  in  order  to  protect  it,  and  then  a  shawl  about 
that.  The  ice-pitcher  had  been  brightly  polished  that  day.  Next 
morning  the  pitcher  was  very  badly  tarnished,  notwithstanding  all  the 
protection  and  the  closing  of  the  windows.     The  next  day  I  examined, 
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-with  what  time  I  bad,  the  buildings  wbicb  were  discolored  by  these 
gas^.  I  found  that  they  extended  as  far  down  Cambridge  Street 
as  First  Street,  and  up  Cambridge  Street  as  far  as  the  Grand  Junc- 
tion Railroad.  I  found  they  were  confined  more  particularly  to  the 
bouses  on  that  side  of  Cambridge  Street  included  by  this  line*  drawn 
from  First  Street  up  to  the  Grand  Junction  Railroad,  and  that  they 
were  blackened  on  the  north  and  west  sides.  The  house  of  Mr. 
Moore,  on  the  comer  of  Cambridge  and  Sixth  Streets,  was  blackened  on 
the  north  and  west  sides,  and  that  of  Mrs.  Jones,  on  the  other  comer, 
was  blackened  on  the  north,  west,  and  south  sides.  I  found  one  house 
blackened  on  the  north  and  west  sides,  and  not  on  the  front.  This 
blackening  took  place  in  blotches.  On  some  houses  there  would  be  a 
surface  coTered  with  it  as  large  as  a  man's  hand,  and  in  other  cases  the 
blotches  would  be  smaller.  They  were  irregular  in  size.  I  found  that 
the  most  intense  effect  was  produced  from  Fifth  down  to  Seventh  Street, 
and  those  from  Fifth  to  Sixth  were  very  badly  affected.  I  went  up  Gore 
Street,  down  Fifth  Street  to  Fourth  Street,  down  Cambridge  Street,  and 
I  think  I  went  to  the  bridge,  walking  about  an  hour  or  two,  looking  at 
the  various  houses. 

Q.  {by  Mr,  Derby),  Did  it  go  as  far  as  Winter  Street  %  A,  1  cannot 
recollect  distinctly  that  I  went  there.  I  know  the  houses  there  are  black- 
ened, but  I  don't  know  that  I  went  there  that  day,  the  dlst. 

Q,  {by  Mr.  Mclnttre),  What  did  you  find  on  Gore  Street?  A.  I 
noticed  on  Gore  Street  one  house  on  the  comer  of  Sixth  Street  that  had 
been  somewhat  affected,  and  that  the  building  containing  the  offices  of 
the  furniture  establishment  was  very  badly  discolored. 

Q,  Did  you  notice  any  buildings  opposite  Squire's  establishment  1 
A.  I  don't  recollect  any  on  Gore  Street  that  were  discolored;  none 
directly  opposite. 

Q,  (by  Mr,  Derby).  There  are  white  buildings  there,  are  there  not, 
tirt  A.  1  don't  know.  I  think  there  used  to  be  one  there  some  years 
ago,  but  I  believe  it  has  been  removed. 

Q.  You  found  nothing  opposite  Mr.  Squired  that  was  affected  by  it  Y 
A.    No,  sir. 

Q,  (by  Mr,  Mclnttre),  Whether  there  are  not  ventilators  in  the  top 
of  Mr.  Squire's  buildings  that  allow  the  steam  and  odors  to  arise  and 
escape  t  A,  There  are  ventilators,  I  believe,  directly  over  the  tight 
tanlu.  That  is  my  impression.  The  tight  tanks  are  over  the  open 
kettles ;  on  the  floor  above. 

Q,   Are  there  any  other  ventilators  that  you  noticed  t    A,    No,  sir,  I 
cannot  state  definitely  that  there  were. 

Q.  From  what  you  say,  on  the  evenipg  of  the  24th  of  September, 
vlien  at  Mr.  Hastings's  house,  from  what  you  smelled  outside  and  inside 
Mid  of  the  course  of  th?  wind,  the  humidity  of  the  atmosphere,  etc.,  did 
you  come  to  any  concl-ision  as  to  the  origin  of  the  smell  which  was 
■melled  at  Mr.  Hasting*:*  house  and  which  you  followed  down  1  A.  My 
wnviction  and  belief  was,  from  the  result  of  our  visit  there,  that  this 
^r  at  that  time  cams  from  Mr.  Squire's  establishment.  That  belief  is 
founded  on  the  investigatiou  which  we  made  at  that  time,  the  24th  of 
September. 

Q.  From  your  knowledge  of  the  buildings,  of  the  occupations  carried 
^  therein,  and  fr^om  your  inquiries  and  experiences,  should  you  say  that 
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these  smells  would  be  as  distinct  when  generated  in  the  building  as  when 
experienced  some  rods  away  ^  A,  I  am  very  well  satisfied  that  it  would 
not  be  so,  for  this  reason.  Most  of  these  odors  are  generated  bj  pro- 
cesses where  heat  is  applied.  We  know  that  heated  air  rises,  that  these 
odoi-s  Would  rise  with  the  heated  air,  that  cold  air  from  outside  would 
rush  in  and  take  its  place ;  consequently,  as  these  odors  are  formed 
either  by  the  scalding  of  the  hogs  in  the  tanks  or  by  the  rendering  of 
the  fresh  matter  in  the  rendering-tanks,  they  would  be  carried  up  with 
the  heated  air,  and  they  would  bo  more  likely  to  be  smelled  at  a  distance 
from  the  building,  by  coming  down  with  cold  air,  than  to  be  noticed 
in  the  building  where  the  process  has  been  carried  on.  That  is  my  * 
general  idea  of  the  thing. 

Q.  Now,  in  regard  to  the  different  kinds  of  atmosphere.  In  what 
atmosphere  would  it  most  likely  be  smelled  1  A,  It  would  more  likely 
be  smelled  in  a  moist  atmosphere.  Many  of  these  gases  are  soluble  in 
water,  and  the  vapor  would  probably  take  them  up  and  carry  them  on. 
I  don't  know  the  exact  way  in  which  these  gases  are  carried  along  under 
these  conditions,  but  we  often  find  that  these  odors  are  more  distinct 
in  a  fog  than  when  there  is  a  clear  atmosphere.  We  are  pretty  sure 
the  heated  air  would  not  rise  as  high  when  the  air  is  cold  and  full  of 
moisture  as  when  it  is  clear. 

Q.    In  this  rendering  smell  do  you  detect  the  sulphide  of  ammonium  I 
A,   I  don't  detect  it  by  my  nose.     In  the  experiment  I  made  with  the   . 
impure  animal  matter,  I  found  sulphide  of  ammonium.     From  this  fresh 
animal  matter  I  have  not  found  that  any  ammonia  escapes.     It  is  only  a 
soluble  sulphide. 

Q,  Ammonia  is  soluble  in  water  1     A,   Yes,  sir. 

Q.  Would  it  not  be  taken  up  by  a  foggy  atmosphere  ?  -4.  I  think 
quite  likely. 

Q.  Whether  that  ammonia,  if  it  is  soluble  in  water,  and  taken  up  by  a 
moist  atmosphere  or  a  cold  or  entirely  clear  atmosphere,  —  whether  it 
would  remain,  or  whether  by  a  moist  atmosphere  it  might  perhaps  be 
taken  up  again  and  be  carried  against  the  wiud  as  well  as  with  iti 
A.    I  should  suppose  it  would  be  driven  with  the  fog. 

Q,  Even  if  there  be  a  breeze  blowing  it  does  not  dissipate  the  fog.  I 
ask  you  whether  that  ammonia  would  not  bo  taken  up  by  the  whole  of 
the  fog,  aud  travel  perhaps  quite  a  distance  against  the  windl  A.  1 
don't  think  I  am  competent  to  answer  that  question.  That  is  an  action 
of  gases  I  have  not  studied.  With  regard  to  the  effect  of  these  gases 
upon  myself  and  family,  I  can  say  that  my  mother  has  been  for  several 
years  an  invalid ;  she  has  had,  especially,  a  trouble  with  the  throat 
and  head,  —  a  species  of  phthisic.  When  these  odors  come  up  she  is 
especially  affected  by  them.  It  produces  an  irritation  of  the  throat  and 
a  cough.  She  is  able  to  distinguish,  as  all  the  rest  of  us  are,  that 
there  is  an  odor  which  is  entirely  separate  from  the  odor  of  Miller's 
River,  because  it  produces  this  effect.  We  have,  on  several  occasions, 
had  our  attention  called  particularly  to  this  odor  of  Miller's  River  when 
the  tide  has  been  out  and  the  flats  have  been  exposed  during  a  thunder- 
shower.  The  water  falling  with  considerable  force,  the  drops  having 
considerable  size,  stirs  up  the  mud  exposed,  and  the  gases  of  the  mud 
are  evolved.  We  have,  on  several  occasions,  noticed  this  odor  which 
has  preceded  a  thimder«hower.     The  odor  is  recognized  distinctly  as  the 
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dock  smelly  and  is  entirely  different  from  that  of  which  the  people  com- 
plain, —  the  rendering  smell.  Not  only  that,  but  we  have  not  noticed 
that  it  has  produced  those  effects  in  the  way  of  blackening  buildings. 

Q.  (by  the  Chairman),  When  have  you  noticed  thisi  During  the 
shower  1  A,  1  have  noticed  this  whcu  the  rain  first  commences  to  fall. 
The  air  will  be  clear  before  the  shower.  The  first  rain  stirs  the  mud,  and 
then  we  get  this  odor,  —  the  odor  of  Miller's  River.  It  is  the  same  gas 
I  obtained  by  stirring  up  the  mud.  There  is  another  fact  in  regard  to 
the  eflfect  of  this  rendering  odor  which  shows  that  it  produces  something 
more  than  the  effect  of  dock  nnid.  My  brother,  by  scarlet  feVer,  has  had 
his  sense  of  smell  greatly  injured.  He  is  not  able  to  smell  very  dis- 
tinctly ;  but,  whenever  this  rendering  odor  comes  up,  he  comes  in  and 
says  that  the  rendering  is  going  on,  because  he  feels  its  effect  in  his  nose 
and  throat.     I  have  noticed  this  several  times. 

Q,  (by  the  Chairman).  Does  it  produce  a  real  cough  1  A,  Nothing 
more  than  a  hacking.  I  know  that  he  cannot  smell,  because  I  have 
tested  him  with  ammonia.  He  only  knows  the  effect.  It  makes  his  nose 
smart,  but  he  cannot  smell  it.  He  comes  in  repeatedly  and  says  that  lie 
recognizes  the  effects  of  the  rendering  atmosphere. 

Q,  (by  Mr.  Mclntire).   On  the  Slst  of  July,  when  you  visited  the  es- 
tablishment, did  you  notice  that  machine  for  carrying  off  the  gases  for 
the  tight  tank  1  and  did  you  make  up  your  mind  whether  it  would 
thoroughly  do  away  with  the  gases  which  come  from  the  tank  ?     -4.    I 
examined  the  machine  quite  thoroughly,  as  I  believe,  and  jmade  the  ma- 
chinist who  put  it  up  explain  its  operation  to  me.     I  told  Mr.  Squire,  or 
some  of  his  men,  that  I  believed  that  the  gases  that  pass  through  the 
condenser  and  into  the  furnace  were  thoroughly  destroyed,  —  that  the  fire 
destroyed  the  gases.     There  seems  to  be  one  fault  with  the  machine. 
There  is  a  large  amount  of  steam  sent  through,  and  of  course  it  would  be 
expensive  to  decompose  that  steam  and  bum  it.     So  it  is  condensed  in  a 
condensing  coil,  and  this  liquid  is  carried  out  into  the  stream.     I  tried  to 
get  at  that  liquid  and  examine  it.  I  understood  tliat  the  pipe  was  connected 
with  a  pipe  which  was  extended  out  to  the  bed  of  the  river,  and  that  the 
end  of  the  pipe  was  continually  under  water.     I  think  the  machine  was 
not  fully  competent  to  do  the  work,  because  I  believe  —  although  it  is  a 
matter  of  belief — that  this  liquid  which  is  condensed  will  hold  in  solution 
more  or  less  of  these  gases.     Of  course,  there  being  sulphide  of  ammoni- 
um in  the  gas,  there  must  be  more  or  less  held  in  solution  by  the  liquid. 
At  the  time  of  the  hearing  before  the  Aldermen  these  gjises  were  carried 
by  pipe  into  the  basin  and  blown  off  into  a  tank  at  low  tide,  and  into  the 
irater  at  high  tide,  I  believe. 

Q.  At  that  time  it  was  claimed  by  Mr.  Squire  that  the  water  of  the 
basin  took  up  the  gases  '\    A.    \  understood  it  to  be  so. 

Q.  Well,  these  gases- that  are  in  the  generating  pipes  and  in  the  con- 
densed steam  are  the  same  gases  that  are  generated  in  the  tight  tanks  1 
-4.  Yes,  sir. 

Q.  And  yet  you  say  that  with  the  machine  which  is  now  used,  the 
condensed  steam  that  contains  these  gases  goes  off  into  the  river  1  Can 
you  give  the  proportion  of  the  gases  that  are  burned  1  A.  \  don*t  know 
that. 

0.  Well,  the  gases  are  run  into  the  condensing  pipe,  the  steam  is 
condensed,  and  the  gas  passes  off  to  the  fire  ]    -4.    As  I  examined  the 
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machine,  there  la  a  lai^ge  tank  filled  with  water,  salt  water  from  the 
river.  In  this  was  placed  a  coil  of  iron  gas-pipe,  and  the  upper  end  of 
this  was  connected  with  the  close  tanks.  All  of  the  tanks  were  con- 
nected with  this  one  condenser.  The  gases  from  the  tanks  came  through 
this  condenser. 

Q.  The  blowing  off  is  through  the  coil ;  the  water  is  condensed  and 
the  steam  and  gas  is  supposed  to  rise  1  A,  And  the  gas  that  is  in  the 
condensing  pipes  goes  through  the  purifiers  and  into  the  furnace. 

Q,  Welly  it  is  not  the  gas  itself  that  arises  that  is  burned,  so  much  as 
the  gasoline  that  is  mixed  with  it  1  A,  That  is  my  belief!  The  gases 
coming  from  the  rendering  have  contained  a  great  deal  of  carbonic  di- 
oxide. I  passed  a  portion  of  this  gas  through  a  bottle  of  lime-water 
and  through  a  solution  of  acetate  of  lead,  and  collected  the  gas  and 
applied  fire,  and* it  would  not  bum. 

Q,  I  understand  that  the  condensed  liquid  was  not  at  that  time  carried 
out  into  the  stream.  Do  you  know  where  it  was  carried  to  then  'i  A,  I 
do  not.  Mr.  Squire  afterward  told  me  it  was  carried  out  to  the  channel, 
because  some  persons  thought  it  would  be  better. 

Q.  Well,  that  extreme  odor  we  got  that  night,  might  that  not  have 
arisen  from  the  discharge  of  this  condensed  steam  into  the  atmosphere 
from  that  pipe  1 

Mr,  Derby.     Do  you  put  that  in  as  a  fact  or  as  a  possibility  1 

Mr.  Mclntire.     As  a  chemical  fact. 

Q.  (by  Mr.  Mclntire).  Might  not  the  same  effect  be  produced  upon 
the  buildings,  upon  silver,  and  upon  individuals  who  live  about  there 
from  the  gases  which  passed  off  in  that  condensing  pipe,  as  were  really 
experienced  1  ^.  As  I  have  stated,  I  have  been  unable  to  examine  the 
liquid  that  is  condensed,  but  I  am  sure  that  it  would  be  highly  saturated 
with  the  sulphide  of  ammonium ;  that  is  my  opinion. 

Mr.  Derby.     He  cannot  speak  of  what  he  does  not  know. 

Mr.  Munroe,  It  is  true  that  the  water  there  was  hot,  and  that  the 
steam  was  more  or  less  warm  when  it  passed  away.  Perhaps  it  was  not 
thoroughly  cooled.  The  hot  water  would  not  hold  these  gases  in  solution 
so  thoroughly  as  cold.  Still  it  was  under  considerable  pressure,  and  this 
pressure  would  cause  the  water  to  absorb  more  of  the  gases  than  if  it  were 
not  under  pressure.  Simply  as  an  opinion,  it  seems  to  me  that  this 
liquid,  if  discharged  when  the  tide  was  low  upon  the  flats,  would  cause  a 
considerable  odor,  and  it  is  possible  that  it  would  cause  a  considerable 
blackening  effect. 

Q.  (by  a  member  of  the  Board).  Do  you  think  this  condensed  liquid 
that  passes  off  from  the  coil  would  produce  this  effect  1  A.  My  opinion 
is  that  it  would  be  saturated  with  sulphide  of  ammonium,  and  if  it  were 
discharged  upon  the  flats  I  think  there  would  be  a  lai^  quantity  of  the 
sulphide  escape ;  and  my  opinion  is,  that  it  would  be  sullicient  to  produce 
some  blackening  effects. 

Q.  Would  it  be  sufficient  to  produce  the  effect  that  was  produced  on 
the  31  St  of  July  1    A,    I  could  not  state. 

Q.  I  understand  you  to  say  that  this  is  conducted  out  into  the  stream  1 
A.  It  is  now,  sir.  It  was  not  then.  The  pipe  now  empties  into  the 
channel. 

Q.  (by  Mr,  Derby).  Is  it  your  opinion  that  this  little  trickling  stream 
would  poison  the  whole  atmosphere  so  as  to  produce  these  effects  'i    A.   I 
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doB't  know  the  ai^e  of  the  stream.  I  don't  know  how  long  ifc  was  con- 
tinued, and  I  add  to  that  the  fact  that,  if  it  were  poured  into  the  water, 
it  would  become  diluted  and  evaporate. 

Q.  {hy  Mr.  Derby),  It  all  turns  on  the  *M& ''?  A,  It  all  turns  on  the 
"  i£&*'     I  waa  unable  to  obtain  the  facts  I  wished  to  gain. 

Q.  What  are  these  papers  that  you  wish  to  show  1  -4.  They  show  the 
effects  of  the  gas  of  the  tight  tank  when  it  is  blown  off.  These  papers 
were  taken  on  the  24th  of  September,  at  the  time  we  visited  and  found 
the  odor  so  strong.  These  tight  tanlus  were  blown  off^n  the  upper  part 
of  the  building,  where  the  tanks  were  placed,  before  any  of  the  gas  had 
gone  through  the  condenser.  Then  we  went  down  stairs,  and  the  stop- 
cock of  the  condenser  was  opened,  and  the  blackening  you  see  was  less. 
Tet  there  were  still  some  sulphides  forced  through. 

Q,  You  dealt  with  the  active  gas  before  it  reached  the  furnace  1  A,  Yes, 
sir.  This  shows  that  the  sulphides  have  not  been  entirely  removed,  and 
that  the  liquid  which  nms  from  the  pipe  must  be  saturated. 

<?.  (hy  a  member  of  the  Board),  You  believe  that  all  that  passed  through 
the  condenser  and  was  mixed  with  the  gasoline  was  thoroughly  consumed  ? 
A.  Yes,  sir.  My  belief  is  that  all  the  gases  that  come  through  from  the 
tanks  can  be  thoroughly  consumed ;  that  they  are  decomposed  by  heat 
and  then  burned  with  a  sufficient  quantity  of  air.  If  the  gases  are  passed 
through  a  red-hot  iron  receptacle  they  will  be  decomposed,  and  can  be 
Uumed. 

Q,  Do  you  know  anything  of  the  effect  of  these  superheated  coils ; 
whether  the  atmosphere  does  not  take  up  the  gases  %  A.  No,  sir.  I 
simply  know  from  the  fact  that  the  elements  of  which  these  gases  are 
composed,  with  the  exception  of  sulphur,  when  they  are  combined  with 
oi^gen,  are  comparatively  harmless. 

Q,  Did  you  ever  hear  of  an  instance  of  a  chemical  factory  that  had  a 
superheating  machine,  and  that  the  gases  were  taken  up  by  a  damp 
atmosphere  and  carried  some  distance  ?    A.    No,  sir. 

Q,  (by  Mr,  NetphaU),  Did  n't  you  say  a  little  while  ago  that  it  was  your 
belief  that  some  of  the  gases  were  burned  and  that  some  were  not) 
Am  No,  sir.  I  said  that  it  would  not  bum  of  itself,  but  when  passed 
over  red-hot  coal  it  must  then  be  decomposed  and  then  burn.  My  belief 
iSy  though  I  have  made  no  experiment  to  prove  it,  that  it  would  be  so  de- 
composed that  no  odor  would  be  perceptible. 

Q.   Did  you  smell  of  the  smoke )    A,   No,  sir.     The  chimney  is  over 
&  hundred  feet  high. 

Q.  {by  Mr.  Mclntire),   How  many  times  during  the  past  summer  have 
yon  perceived  this  rendering  odor  '\    A,   1  could  not  state. 

Q.  (6y  a  member  of  the  Board),  The  gases  that  are  carried  off  in  solu- 
tion from  this  coil,  would  they  bo  powerful  enough  to  infect  the  atmos- 
phere to  any  great  extent  1  A,  In  order  to  render  the  material  in  these 
doie  tanks  they  are  obliged  to  put  it  under  pressure.  Consequently,  the 
liquid,  being  subjected  to  some  pressure,  would  be  supersaturated  with 
the  gases  that  would  escape  into  the  atmosphere. 
Q.  (by  Mr.  Mclntire).    Is  it  true  that  this  water,  being  heated,  would 

he  likely  to  contain  this  gas  %    A,    It  may  be ;  I  cannot  say.     1  know 

^t  the  night  we  were  ^ere  it  was  stated  that  the  water  was  warm. 

Ab  that  thing  is  likely  to  occur,  some  of  the  liquid  might  leave  the  con- 
denser warm.     If  it  were  carried  on  perfectly  it  would  be  cold. 
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Q,  Still,  being  under  pressure,  it  would  be  saturated  with  gases  t 
A.    That  is  my  impression. 

Q.  How  roany  times  since  you  began  to  get  it  have  you  smelled  the 
rendering  smelll  A,  I  have  been  so  irregularly  at  East  Cambridge,  and 
part  of  the  time  away  from  Cambridge  entirely,  that  it  would  be  impos- 
sible to  state  approximately. 

Q.  As  many  as  ten  times  1  A.  I  think  I  must  have  smelled  it  as 
many  as  ten  times  ;  perhaps  I  would  not  overstate  it  if  I  said  more. 

Q.  Well,  now,  ^m  what  you  saw  there,  from  the  work  carried  on 
there,  and  with  what  tracing  you  have  had  of  these  smells,  should  you 
say  that  such  smells  could  have  been  generated  in  this  place?  I  am 
speaking  of  all  of  them.  A.  I  think  they  could.  With  the  machinery, 
the  open  kettles,  you  would  get  the  odor  of  rendering,  which,  with  the  gas 
of  the  scalding-tank,  would  give  us  this  mixture  of  odors,  or  this  peculiar 
rendering  odor  that  has  been  complained  of,  to  some  extent.  But  as  thei^ 
fixture  is  now  arranged,  it  would  not  give  us  that  peculiar  rendering  odor 
that  we  got  on  the  31st  of.  July. 

Q.  Do  you  think  that  the  rendering  there  of  the  fresh  lard  when 
mingled  with  these  other  odors  —  the  hog  and  other  odors  generated  at 
the  establishment  —  would  give  out  an  intensified  rendering  odor,  if  you 
can  call  it  so,  that  might  be  smelled  at  Cambridge  Street  for  a  quarter  or 
half  a  mile  1  A,  It  would  give  us  an  odor  on  Cambridge  Street,  certainly, 
because  I.  i)ave  smelled  the  hogs  at  my  house  repeatedly,  and  I  have 
smelled  the  scalding-tank  distinctly  on  Bridge  Street  when  I  have  passed 
there.  I  have  smelled  the  hogs  in  Somerville,  as  far  as  Washington  at 
the  comer  of  Franklin. 

Q.  In  regard  to  the  live-hog  odor,  do  you  get  that  1  A,  Yes, 
sir. 

Q,  How  often  ?  A.  The  difficulty  is  that  we  have  smelled  it  so  often 
that  we  have  not  taken  an  account  of  the  number  of  times.  We  have 
come  to  believe  that  the  odor  has  got  to  be  a  constant  odor.  Whenever 
the  wind  is  in  the  proper  direction,  that  is,  about  northwest,  it  brings  it 
to  our  house.  I  have  noticed  it  especially  in  clear  days.  Once  or 
twice  when  I  have  been  out  and  the  air  has  been  perfectly  clear,  the 
wind  would  shift  to  the  northwest,  and  we  would  get  the  live-hog  odor. 
I  notice  it  on  Sundays,  because  I  am  at  home  more  then  than  at  any 
other  time. 

Q.  You  don't  mean  to  say  that  you  smell  the  hog  odor  only  on  Sun- 
days 1     A.    I  say  I  am  at  home  then. 

Q.  Does  this  hog  odor  come  as  well  from  the  pens  as  from  the  unload- 
ing! A.  I  should  judge  it  did,  because  we  have  smelled  it  Sunday 
evenings  when  the  hogs  were  not  unloading. 

Q,    You  have  been  into  the  hog-pens,  have  n*t  you  1     A,    Yes,  sir. 

Q.  Do  you  speak  now  of  the  time  before  or  since  chai*coal  was  intro- 
duced 1  A.  I  think  it  is  within  a  week  that  I  have  smelled  the  live-hog 
odor.  North  and  northwest  winds  always  bring  the  hog  odor  to  us.  I 
have  believed  it  to  be  constitutional. 

Q.  Do  you  think  that  there  is  any  way  in  which  twelve  hundred  hogs 
can  be  kept  in  a  locality  like  that  without  seriously  disturbing  or  discom- 
forting the  people  1  A.  My  own  opinion  is  that  it  is  impossible.  I 
know  that  a  single  hog  smells  badly.  I  know  that  the  city  of  Cambridge 
recognizes  that  fact,  because  they  forbid  the  keeping  of  a  single  hog.     It 
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18  my  opinion  that  it  is  impossible  to  keep  twelve  hundred  times  as  many 
without  increasing  the  odor  very  materially. 

Q.  Have  you  happened  in  other  localities  besides  East  Cambridge  to 
smell  any  of  these  odors  at  a  distance  from  the  establishment  'i  A,  I 
have  smelled  them,  as  I  stated,  at  Somerville,  at  the  corner  of  Washing- 
ton and  Franklin  Streets. 

Q.  This  was  the  odor  of  live  hogs  ?  A.  J  cannot  say ;  I  inferred,  from 
the  noise  of  the  hogs  squealing,  that  they  were  killing. 

Q.  How  far  off  would  that  be  %  A.  About  four  thousand  feet.  The 
most  of  the  way  it  is  low  land  and  open.  It  belongs  to  the  Asylum,  and 
is  used  for  cultivation.  The  wind  blows  directly  across  it  without  inter- 
ruption. 

Q,  {by  the  Chairman).  Do  I  understand  you  that  this  smell  comes  from 
Mr.  Squire's  1  ^.  I  smelled  the  odor  of  the  hogs,  but  I  did  not  localize 
it.  In  regard  to  smelling  it  at  other  places,  in  August  I  was  riding  by 
Riverside  Park,  in  company  with  Mr.  Hastings  and  his  family.  When 
we  got  opposite  the  park  (which  is  in  Brighton),  I  complained  to  him  of 
an  odor  of  hogs  which  was  very  intense,  and  I  inquired  of  him  whether 
there  were  any  hog-slaughtering  establishments  about  there,  or  whether 
there  were  any  large  piggeries  kept  there.  He  told  me  it  was  probably 
the  odor  of  hogs  in  cars  on  the  railroad  upon  the  other  side  of  the  park ; 
that  there  was  a  track  there  where  these  hogs  for  the  East  Cambridge 
establishments  are  switched  off. 

Q.  How  large  a  distance  was  that  ?  A,  The  park  is  a  mile  track ;  the 
distance  would  be  about  a  third  of  a  mile. 

Q,   The  wind  was  blowing  towards  you  1    A,   Yes,  sir. 

<?.  (by  Mr  Derby),  The  park  you  speak  of  is  in  AUston,  near  Charles 
River  1    A,   Yes,  sir. 

Mr,  Munroe,    I  don't  know  of  anything  further  I  have  to  say. 

CrosS'ExamiiuUion, 

Q.  {by  Mr,  Miazey),  You  began  to  investigate  this  establishment 
something  over  a  year  ago ;  have  you  made  yourself  familiar  with  it  from 
that  time  on  1    A,   \  have  endeavored  to  do  so  by  repeated  visits. 

Q,  Has  there  been  any  considerable  period  when  you  have  ceased  your 
observations  1    A,   During  the  winter. 

Q,  But  during  the  past  summer  you  resumed  your  investigations  1  A, 
Yes,  sir,  finding  the  odors  still  continuing.  The  reason  I  did  n't  go  on 
through  the  winter  was  because  of  the  action  of  the  City  Board  of  Health, 
which  I  supposed  would  abate  any  such  odors. 

Q.  How  lately  were  you  there  %  A.  \  was  there  on  Wednesday  last. 
Q.  Well,  now,  take  the  present  condition  of  the  establishment  and 
contrast  it  with  what  it  was  one  year  ago  when  you  were  investigating, 
and  whi^t  do  you  say  about  it  1  A.  1  say  there  has  been  a  very  consid- 
erable improvement,  especially  since  the  last  of  August,  1873.  There 
lias  been  an  improvement,  especially  in  the  department  of  slaughtering. 
The  only  other  improvement  I  know  of  is  that  put  in  on  the  31st  of  July, 
for  destroying  gases. 

Q.  The  old  slaughtering-place  has  been  abandoned,  and  the  new 
■langbtering-place,  lately  constructed,  has  perfectly  tight  hard-pine  floors, 
*od  arrangements  have  been  made  for  carrying  away  the  blood.  These 
^  two  important  changes  that  have  been  made  %    A,   1  find  the  cstab- 
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lisbmont  has  been  so  constructed  that  twice  the  number  of  hogs  can  be 
killed  now  as  formerly,  and  twice  as  much  business  done. 

Q,  Let  me  ask  jou  if  where  the  slaughtering  and  cleansing  of  the 
animals  now  takes  place,  there  is  not  a  tight  floor,  so  that  nothing  can  get 
through  to  the  flats  underneath  1  A.  There  is,  and  I  regard  it  as  a  great 
improvement. 

Q.  Nothing  can  reach  the  river-bed  now  from  that  part  of  the  estab- 
lishment? A,  I  don't  know  the  direction  of  any  drain  that  may  be 
there.     Nothing  can  be  dropped  through. 

Q.  Well,  now,  let  us  begin  with  the  hog-houses,  where  the  live  animals 
are  kept.  Do  you  not  think  that  the  sprinkling  of  charcoal  upon  the  floor 
is  a  great  improvement  in  that  part  of  the  establishment  ?  JL  I  know 
theoretically  that  the  sprinkling  of  charcoal  will  remedy  the  evil  there 
very  materially,  but  practically  that  in  East  Cambridge  the  odors  are 
just  as  intense  as  before.  I  found  this  was  true,  on  a  visit  to  these  hog- 
houses  ;  that  those  pens  where  there  were  no  hogs  were  nicely  cleaned 
out,  and  charcoal  was  sprinkled  upon  the  floor,  and  there  was  no  odor ; 
as  I  stood  in  the  centre  of  the  pens  I  smelled  no  odor  from  these  pens. 
But  in  the  pens  where  the  hogs  were  there  was  an  odor  which  permeated 
the  whole  building. 

Q.  Were  these  pens  side  by  side  in  the  same  building  and  on  the 
same  floor,  and  you  standing  in  one  pen  could  not  perceive  any  odor  from 
that  1  A.  It  was  a  matter  of  quantity,  of  course.  I  noticed  this  odor 
permeated  the  whole  building,  and  that  it  was  more  strong  in  the  pens 
where  the  hogs  were  than  where  they  were  not.  These  pens  I  should 
state  are  quite  large,  —  larger  than  this  room.  The  building  is  some- 
thing like  three  hundred  feet  long.  The  difierence  of  the  length  of  one 
or  two  of  these  pens  would  give,  of  course,  an  opportunity  to  notice  the 
differeuce  between  those  which  had  hogs  and  those  which  had  none. 

Q.  Was  the  charcoal  in  the  pens  the  hogs  occupied?  A,  My  im- 
pression is  that  it  was. 

Q.  AaI  understood  you,  you  said  that  in  the  pens  that  were  unoccu- 
pied you  did  n*t  perceive  any  odor  1  A,  Not  so ;  I  perceived  the  odor 
from  the  other  pens. 

Q.    It  was  perceptibly  lessened  1    A,  Yes,  sir. 

Q.  Could  you  tell,  standing  in  the  middle  of  the  pen  which  was  free 
from  hogs,  whether  the  odor  you  perceived  came  from  the  pen  that  you 
were  in  or  from  the  a(^oining  pen  1  A.  It  was  a  question  of-  degree. 
The  pens  I  saw  were  very  clean,  and  the  windows  about  the  one  in  which 
I  stood  were  open  so  that  it  might  be  ventilated.  These  pens  were  con- 
siderable distance  from  those  occupied.  There  was  a  difference,  and  the 
difference  was  in  favor  of  the  establishment. 

Q.  These  pens  were  all  in  one  room?  A.  It  is  all  one  room,  parti- 
tioned off 

Q,  You  were  in  a  room  which  was  partitioned  off,  with  low  partitions, 
into  pens  for  hogs.  How  far  off  from  the  pens  that  were  occupied  by  the 
hogs  did  you  stand  when  in  the  unoccupied  pens?  A.  I  should  say 
about  one  third  of  the  building. 

Q.   That  distance  would  be  about  one  hundred,  feet  ?    A.   Yes,  sir. 

Q,  The  smell  of  the  animals,  from  the  spot  where  they  were  stationed, 
was  diminished  so  much  in  reaching  you  in  the  place  where  you  stood,  as 
to  make  a  very  sensible  difference  to  your  organs  of  smell  whether  you 
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were  in  one  spot  or  the  other]  A,  There  was  a  very  decided  difference 
between  the  odor  which  I  smelled  when  I  stood  where  the  hogs  were  (in 
point  of  strength)  than  there  was  when  I  stood  where  the  hogs  were  not. 
Q,  Now,  you  were  one  hundred  feet  off  from  the  live  animals,  in  an 
enclosed  room  with  them.  The  windows  were  open  all  along  the  si4es. 
If  the  smell  had  diminished  so  sensibly  at  a  distance  of  one  hundred  feet 
from  the  hogs,  do  you  think  that  that  smell  could  have  been  perceived  at 
your  house  on  Fourth  Street,  a  distance  of  twelve  hundred  feet  offt 
A,  I  think  that  a  great  deal  would  depend  upon  the  direction  of  the 
wind  through  the  building.  I  could  not  say  what  it  was  at  the  time.  I 
want  to  state  that  although  the  odor  was  diminished,  the  odor  from  the 
other  pens  was  distinctly  perceptible.  I  realized  there  was  a  difference, 
but  I  can  hardly  describe  it 

Q,  If  the  odor  was  so  diminished  in  one  hundred  feet  within  the  build- 
ing, what  do  you  say  about  its  probably  reaching  your  house  at  a  dis- 
tance of  twelve  hundred  feet  'i  A.  I  don't  know  how  to  make  the  com- 
parison, because  a  great  deal  depends  upon  the  direction  of  the  draught 
through  the  building. 

Q,  Consider  the  contemplated  improvements,  inside  and  outside  the 
slaughter-house ;  suppose  the  river  basin  to  be  filled,  as  the  legislative 
act  requires; 'suppose  the  sewers  to  be  constructed  as  is  required;  then 
suppose  Mr.  Squire  to  have  put  in,  what  he  already  has  had  constructed, 
—  close  tanks,  —  so  that  all  ^esh  matter  which  is  now  tried  in  open  kettles 
shall  be  tried  in  close  tanks  (these  have  been  ready  for  months,  and  he 
has  only  been  waiting  to  get  the  establishment  reorganized  so  as  to  put 
them  up),  —  suppose  that  to  be  the  case  ;  and  suppose  that,  instead  of 
discharging  anything  from  the  condenser  into  Miller's  River  basin, 
we  carry  it  off  by  taking  the  advantage  the  sewer  will  give  us ;  take 
the  fact  that  we  have  now  tight  floors  in  place  of  open  floors,  and  that 
we  cart  away  the  blood  —  By  the  way,  let  me  ask  you  whether  you 
think  this  a  better  mode  of  disposing  of  the  blood  than  by  the  blood- 
drying  machine  ?  A,  If  the  drying  machine  is  managed  in  a  proper  way, 
I  don^t  know  any  objection  to  it.  If  the  blood  is  carried  away  in  per- 
fectly tight  tanks  and  clean  vessels,  so  that  no  decomposition  could  take 
place,  that  is  a  good  way. 

Q.  Is  there  any  choice  between  the  method  pursued  at  Brighton  and 
at  North  <fe  Merriam's,  and  carrying  it  off,  —  supposing  both  processes  to 
be  equally  well  performed  1  A,  1  think,  with  intelligent  men  to  conduct 
both  processes,  there  would  perhaps  be  but  little  preference. 

Q.   Now  take  the  sewer,  the  made  laud,  and  nothing  put  into  the 

itr^un,  —  the  sewer  giving  us  a  service  we  have  not  before  had,  —  and 

these  improvements  in   the   interior  of  the  building,  don't  you  think 

that  building  would  be  one  in  which  the  business  of  slaughtering  could 

be  carried  on   in  as   unobjectionable  a  way  as   any   hog-slaughtering 

kouae   operations   can    be    conducted  1     A.   1    have    no    hesitancy    in 

uiswering  that  I  think  it  could  be  carried  on  as  unobjectiouably  as  in 

«iy  hog-slaughtering  establishment ;  but  then,  to  do  myself  justice,   I 

^Uh  to  state  that  I  don't  know  of  any  way  in  which  this  live-hog  odor 

can  be  got  rid  of.     I  would  state,  too,  with  regard  to  the  sewer,  that  if 

Aeae  materials,  such  as  I  have  spoken  of,  were  emptied  into  the  sewer,  I 

think  the  results  would  be  as  inj  urious  as  they  are  from  the  basin ;  that 

it  Would  be  simply  carrying  these  matters  a  greater  distance,  and  they  not 
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only  would  decompose,  but  the  people  would  be  affected  through  the 
sewers  to  their  dwellings,  and  injured  in  that  way. 

Mr.  Mtazey,  There  is  this  difference  :  whatever  is  put  into  the  basin 
goes  to  the  bottom.  If  it  is  discharged  into  an  ocean  current  by  a  sewer, 
it  would  be  carried  off. 

Mr,  Munroe,  So  well  as  I  can  learn  with  regard  to  the  direction  of 
this  sewer,  it  is  to  be  discharged  into  a  current  which  in  its  passage  to 
the  sea  comes  in  contact  with  numerous  pile-bridges,  and  it  is  likely  that 
this  material  would  gather  upon  the  piles  and  become  offensive. 

Q.  Still  it  is  very  much  better  than  to  discharge  into  the  basin  1 
A,  Yes,  sir,  for  the  people  in  the  immediate  vicinity  of  the  establishment 

Q.  Now  we  will  take  it  for  granted  that  the  slaughter-house  is  to  exist ; 
that  although  it  is  an  objectionable  thing,  the  community  require  it,  and 
must  have  it ;  and  that  it  must  exist  in  a  populous  community. 

Mr,  Munroe.     I  don't  accept  that  last  clause. 

Q,  Now  I  wish  to  ask  you  whether  you  know  of  any  locality  in  the 
immediate  vicinity  of  Boston,  near  tide-water  and  near  railroads,  where  this 
business  could  better  reside  than  in  this  place  ]  A.  In  answering  that  I 
will  say  I  have  thought  the  matter  over  to  some  extent.  My  conclusion 
has  been  that  there  always  will  be  about  every  slaughtecing  establish- 
ment, and  especially  about  a  hog-slaughtering  establishment,  more  or  less 
inconveuience  and  discomfort  to  persons  residing  about  it.  It  seems 
to  me  positively  unfair  to  force  those  inconveniences  and  discomforts 
upon  persons  who  have  no  connection  with  the  business.  That  people, 
who  live  in  Cambridge,  should  not  be  subjected  to  any  such  odors  as 
we  have  there.  I  have  endeavored  to  find  a  place  that  would  be  proper 
for  the  carrying  on  of  such  business,  and  Point  Shirley  at  Winthrop  has 
been  suggested  to  me  as  perhaps  the  most  eligible  place. 

Mr,  Muzzey.  Why,  sir,  do  you  not  know  that  there  is  a  project  on  foot 
for  rendering  that  section  one  of  the  most  ornamental  sites  near  Boston  t 
That  is  a  place  we  cannot  get.  Do  you  think  of  any  other  ?  A,  My 
knowledge  of  places  around  Boston  perhaps  is  not  so  complete  as  you 
may  expect  I  hardly  think  it  comes  within  my  province  to  suggest 
locations. 

Q.  Then  no  site  occurs  to  you  except  that  we  cannot  get  1  A,  Not 
to  me. 

Q.  You  told  me  that  one  hog  smelled  badly,  and  that  twelve  hundred 
must  of  course  smell  as  many  times  more  offensively.  You  spoke  of  a 
hog  in  a  sty.  If  three  thousand  hogs  slaughtered  by  all  these  estab- 
lishments, instead  of  twelve  hundred,  slaughtered  in  a  day  by  Mr.  Squire, 
were  crowded  together  under  one  roof,  do  you  think  the  evil  would  be 
increased  %  A.  \  think  it  would  in  proportion,  as  far  as  the  smell  they 
create  is  concerned. 

Q.  Well,  then,  it  comes  down,  after  all,  to  this  :  whether  a  slaughter- 
ing-house should  exist  in  a  populous  community  1  A,  It  comes  down  to 
the  point  that  the  citizens  of  Cambridge  don't  want  it. 

Q,  You  think  the  whole  question  is  whether  a  slaughter-house,  no 
matter  how  conducted,  should  exist  at  all  in  a  populous  community.  You 
don't  think  people  who  are  not  related  to  the  business  or  connected  with 
it  should  be  obliged  to  endure  the  inconvenience  1  A.  No,  sir.  I  don't 
think  those  who  arc  situated  near  one  of  these  establishments  should  be 
subjected  to  the  live-hog  smell. 
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Q.  In  East  Cambridge,  besides  this  hog  smell,  have  u't  you  noticed 
the  smells  coming  from  the  sewers  on  the  flats.  The  one  from  the  Jail, 
for  instance  %  A,  Yes,  sir.  I  know  there  has  been  a  sewer  which  emp- 
ties from  the  Jail,  or  House  of  Correction,  which  has  produced  something 
of  a  nuisance  there,  and  there  has  been  some  complaint  about  it  by  the 
people  in  that  locality.  The  only  person  I  know  of  personally  who  com- 
plained of  it  is  one  living  in  a  house  about  one  hundred  feet  from  it 

Q.  Well,  now,  about  the  sewer  openings.  You  say  yon  imderstand 
some  change  has  been  made.  In  passing  along  the  streets  have  n^t  you 
noticed  that  the  sewer  openings  were  offensive  in  East  Cambridge  1  A. 
Not  in  East  Cambridge.  In  walking  from  East  Cambridge  to  Old  Cam- 
bridge I  have  noticed  that  some  of  the  cesspools  at  Summer  and  Baldwin 
Streets  in  hot  weather  would  become  empty  of  liquid,  and  then  the 
gases  would  escape  into  the  street.  I  smelt  them  because  I  was  looking 
for  them. 

<?.  You  have  no  doubt  but  that  they  do  give  off  a  bad  odor  1  A,  No, 
sir.     It  is  a  question  of  quantity. 

Q,  You  have  made  a  pretty  good  investigation,  I  take  it,  into  the 
causes  of  trouble  in  Cambridge  that  are  above  ground  and  don't  belong 
to  the  basin).  A.  1  have  endeavored  to  do  as  much  as  my  time  would 
allow. 

Q,  1  don't  know  whether  jo\i  have  sent  in  a  petition  against  Barry's 
bone-boiling  establishment? 

Mr.  Melntire.    Yes,  there  is  one  here. 

Q.  Well,  don't  you  hold,  and  have  n't  you  expressed  the  opinion,  that 
the  most  of  the  trouble  in  East  Cambridge  is  created  by  that  place  ?  A, 
1  have  said  that  I  believed  that  the  most  offensive  odors  came  from  those 
establishments  where  they  render  in  open  kettles  by  fire. 

Q.  Will  you  inform  the  Board  what  places  of  that  character  exist  in 
our  neighborhood]  A,  There  are  four  of  them.  There  are  Garrett 
Barry's,  Terrence  Shevlin's,  Terrence  Spelman's,  and  Charles  CNeil's, 
all  in  Somerville.  The  nearest  of  them  is  four  or  five  hundred  feet  from 
Mr.  Squire's,  and  that  farthest  away  is  about  two  thousand  feet  off. 

Q,  Are  any  of  these  establishments  also  soap-making  places?  A, 
I  noticed  that  two  of  them  were  making  soap.  I  cannot  say  about  the 
others.  About  the  bone-boiling  I  cannot  state.  They  were  not  boiling 
bones  at  the- time  I  saw  them.  I  saw  some  soap-grease  with  a  few  bones 
in  it ;  but  they  were  not  especially  boiling  bones. 

Q.  Do  you  know  the  process  of  soap-making  with  this  grease  1    A,  Not 
exactly.     I  suppose  they  mix  it  with  potash  or  soda. 
Q.    It  is  heated  in  open  kettles  ?    A,   Yes,  sir. 

Q.  Now  as  to  acroleine.  You  stated  that  you  thought  it  might  be 
produced  at  what  temperature)  A.  I  stated  that  the  temperature  at 
which  I  had  produced  the  irritating  gas,  which  I  thought  might  be  acro- 
leine, was  239°  Fahrenheit. 

Q.   Do  you  know  the  amount  of  pressure  that  Mr.  Squire  uses  1     A. 
J^o,  sir. 

Q.  Take  it  at  sixty  pounds.     That  would  be  four  atmospheres,  and 
tbe  temperature  would  be  291.2®.     Don*t  the  books  on  destructive  dis- 
tillation place  the  temperature  at  which  acroleine  can  be  produced  as 
liigii  as  500**  or  600**  1     A.  Yes,  sir. 
Q.  Sixty  pounds  is  the  pressure  we  use  in  our  establishment,  and 
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onr  temperature  is  291.2®.  It  is  not  500"  or  600".  Well,  now,  acroleine 
is  much  more  easily  produced,  of  course,  from  the  kettles,  fire  being 
used  under  them,  for  there  jou  can  get  that  temperature  ?  A  It  is 
quite  likely  to  be. 

Q.  I  suppose  it  is  produced  when  the  fat  bums  ?  For  a  familiar  illus- 
tration, it  is  obtained  when  you  snuff  out  a  candle  1  A,  Yes,  sir.  It  is 
also  obtained  by  the  simple  distillation  of  glycerine. 

Q.  Supposing  that  anything  which  is  irritating  in  the  atmosphere 
of  East  Cambridge  is  really  aoroleine,  would  it  not  be  fairer  to  say, 
and  more  sensible  to  think,  that  it  is  these  open  kettles  where  fire  is 
used  which  produce  it,  and  not  the  steam-rendering  kettles  t  In  regard 
to  acroleine,  —  suppose  it  to  be  there,  —  the  books  are  against  it,  but 
Suppose  it  to  be  there,  —  would  it  not  be  more  reasonably  attributed  to 
the  open  kettles  where  fire  is  used,  and  where  they  can  get  a  temperature 
of  500**  or  600**,  rather  than  to  a  steam  establishment  where  the  temper- 
ature does  not  rise  above  292°  1    A,   Certainly. 

Mr,  Muzzey,  There  is  nothing  in  Mr.  Squire's  establishment  except 
Meam  heat,  —  that  is  true,  is  it,  —  in  open  as  well  as  close  rendering  1  A. 
I  think  it  is  so. 

Q.  Another  thing.  Is  it  possible  to  reach  400®  even,  with  the  pressure 
that  any  steam-engine  will  bear  1  A.  That  I  coidd  not  tell.  It  would 
be  a  pressure  of  seventeen  atmospheres. 

Q.  Did  you  ever  know  of  a  locomotive-engine,  even,  being  operated 
with  that  amount  of  pressure  %    A,    1  never  knew  of  one. 

Q.  In  your  investigation  into  this  establishment  your  visits  have  been 
as  frequent  as  you  pleased,  and  every  facility  for  its  progress  has  been  af- 
forded you  by  Mr.  Squire  %    A,  Mr.  Squire  has  afforded  me  every  facility. 

Q.  You  have  presented  these  discolored  papers  to  show  the  effect  of 
the  liquor  from  the  scalding-tank  and  the  "  soup."  Have  you  made  any 
analysis  of  the  mud  of  Miller's  River  to  know  how  much  sulphuretted 
hydrogen  it  contains  %  A,  No,  sir ;  I  thought  that  Professor  Thomp- 
ton's  work  was  sufficient. 

Q.  Do  you  think  he  was  right  about  the  amount  of  the  blood  1  I 
would  like  to  have  you  look  it  up  and  see  if  he  did  n't  fall  into  one  error. 
So  you  took  it  for  granted  that  he  was  correct,  and  made  no  experiment 
with  the  mud  1     ^4.    I  made  no  experiment. 

Q.  Have  not  you  made  a  comparison  between  the  solid  matter  in  a 
sewer  and  the  solid  matter  of  this  liquid  ]  A,  Yes,  sir.  The  compar- 
ison I  speak  of  was  of  the  matter  of  a  sewer  in  the  city  of  Boston,  taJcen 
from  the  corner  of  Broad  and  Federal  Streets.  I  took  the  ai^alysis  which 
was  made  by  Professor  Nichols,  which  you  will  find  in  the  State  Board 
of  Health  Report  for  1873,  page  65.  I  compared  it  with  this  liquid,  —  the 
soup,  —  which,  when  it  was  given  me,  was  in  solution.  I  was  very  par- 
ticular when  I  measured  it  off  to  see  that  there  was  no  suspended  solid 
matter  in  it. 

Q.  What  I  mean  is  this :  When  you  are  comparing  sewage  with  any- 
thing you  should  take  the  sewage  as  it  is  when  it  enters  the  sewer.  In 
its  passage  along  the  sewer  the  solid  matter  drops  into  cesspools,  so  that 
if  you  take  sewage  from  the  mouth  of  the  sewer  you  have  not  a  fair 
sample  of  it  as  it  comes  to  the  sewer. 

Mr,  MelrUire.     I  think  you  labor  under  a  mistake.     I  don't  remember 
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that  Mr.  Miinroe  has  made  any  experiment  with  the  water  from  the  sewer. 

He  has  taken  the  figures  of  the  State  Board  of  Health  with  regard  to 

that  matter. 

Jtfr.  Muxzey,    The  question  is,  whether  this  was  a  fair  average  of  sewage  t 
Mr,  MeLuire,     I  doubt  whether  this  witness  is  competent  for  that. 

Q.  {hy  Mr.  Muzzey),  In  making  an  analysis  of  this  scalding-tub  liquid, 
was  the  water  taken  after  the  sediment  had  been  deposited  in  the  bottom 
of  the  tub  1  How  long  had  it  been  allowed  to  settle  1  A,  Mr,  Squire's 
man  gave  it  to  me.  The  liquid  had  been  allowed  to  cool  so  that  a  bottle 
oould  be  put  into  it  to  get  a  sample  of  the  liquid.  Of  course  the  larger 
part  of  the  sediment  had  settled  to  the  bottom.  Now,  in  making  that 
comparison,  it  seemed  to  me  fair  to  compare  the  clear  sewage  with  this 
dear  liquid  which  is  poured  into  the  basin. 

Q.  Is  this  water  poured  off  before  it  is  cool,  or  are  chemicals  applied 
to  it  before  it  is  poured  off?  A,  1  understand  that  the  water  of  the 
scalding-tub  at  present  is  cleared  by  the  application  of  blood,  since  this 
experiment  jwas  made. 

Q.  In  what  way  is  it  cleared  '\  A,  1  understand  that  they  take  fresh 
blood,  as  they  collect  it  from  the  slaughtering-room,  and  after  the  water 
has  cooled  down  they  pour  in  a  quantity  of  it ;  the  liquid  is  heated  to  the 
boiling-point,  the  blood  coagulates,  the  grease  and  solid  matter  are 
precipitated  with  it,  and  the  water  is  so  purified  that  it  may  be  used 
over  and  over  again. 

Q.  That  you  regard  as  a  great  improvement  %  A,  1,  regard  it  as  being 
an  improvement  which  diminislies  the  amount  of  solid  matter,  especially 
the  organic  matter,  thrown  into  the  basin. 

Dr.  Derby.     It  is  a  simple  entanglement  of  the  settlings  1    A.   Tes,  sir. 

Q.  How  many  times  can  the  water  be  used  %  A.  1  don't  know  how 
many  times.     It  does  not  restore  it  to  its  original  purity. 

Q.    Does  it  deodorize  it  1 

Mr.  Derby.     We  shall  have  a  witness  upon  that,  sir. 

Q.  The  soup  you  have  brought  iii  has  undergone  considerable  change  1 
A.  It  is  much  more  offensive.  I  remember  at  that  time  it  was  not  very 
offensive.  When  it  comes  from  the  dead-hog  tanks,  of  course  the  odor  is 
more  offensive. 

Dr.  Derby.  You  stated  that  the  decomposition  of  fat  requires  a  tem- 
perature which  is  not  reached  in  the  close  tanks,  but  a  temperature  read- 
ily reached  in  open  kettles.  Do  we  understand  that  500*^  is  needed  to 
decompose  pure  fat  1  A.  No,  sir,  I  don't  say  that.  I  said  that  the  pro- 
duction of  acroleine  required  a  temperature  of  50.0**  or  600**.  But  the 
rendering  of  fat  does  not  require  any  such  high  temperature. 

Q.  Do  we  understand  you  that  decomposition  of  fat  can  take  place 
under  a  temperature  of  500**  1    A.   Yes,  sir. 

Q.   You  speak  of  this  as  if  it  were  pure  fat  1    A.   Yes,  sir. 

Q.  Whether  this  very  high  temperature  is  necessary  to  the  produc- 
tion of  offensive  nauseous  productions  of  the  materials  that  are  in  the 
tankut    A.  No,  sir. 

Q.  ifty  Mr.  Muzzey).  Then  we  should  take  out  of  the  case  these  327.6 
pounds  of  solid  matter  in  the  scalding-tub  1  ^4.  I  understand  this  is  re- 
moved ;  that  is,  the  larger  part  of  it.     The  water  is  sufl&ciently  pure  for 
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the  scalding  of  hogs.  It  is  renewed  occasionally^  I  understand.  It  is 
continually  reduced  by  evaporation. 

Q.  Let  us  return  to  the  soup.  You  calculate  5.4  tons  of  solid  matter 
per  week  from  the  close  tanks,  five  tons  being  organic  matter.  How 
much  of  this  is  soluble  in  water  1  ^.  I  should  say  in  all  likelihood  it 
was  entirely  so.  The  soup  is  principally  a  solution  of  gelatine,  or  ordinary 
glue. 

Q.  (by  the  Committee).  Is  it  clear  when  it  comes  from  the  tank  %  A,  It 
has  an  amber  color.  There  was  no  solid  matter  in  suspension  in  the  so- 
lution.    It  was  opaque. 

Q,  Is  that  always  the  case  1  A,  In  my  experience  they  let  down  the 
scrap  and  soup  together,  and  allow  the  soup  to  filter  off  through  the  scrap. 

Q.  {by  Mr.  Muzzey).  Now,  as  I  understand  you,  the  only  fault  you  find 
with  the  machine  for  burning  the  gases  is  that  some  of  the  gases  may  be 
held  in  the  water  which  remains  in  the  pipe,  and  that,  dischat^d  into  the 
river-bed,  may  produce  a  smell ;  well,  we  can  dischai^ge  that  into  the 
sewer  when  it  is  built,  can't  we  1  There  is  no  objection  to  that "{  A.  1 
don't  believe  in  discharging  any  such  thing  into  the  sewers. 

Q.    But  you  know  it  is  done  1    A.  Yes,  sir. 

Q.  May  you  not  be  in  error  in  supposing  that  there  can  be  any 
gases  that  will  escape  into  the  atmosphere  from  this  tight  tank  through 
the  condenser  ]  A.  The  statement  I  made  was  that  if  this  liquid  were 
run  off  on  to  the  flats  when  they  were  not  covered  by  the  water,  it  might 
produce  the  effect  produced  at  that  time;  but  if  this  liquid  were  run  out, 
as  it  is  at  present,  into  the  water,  I  thought  that  effect  would  not  be  nearly 
as  likely  to  result.'  It  is  evident  that  the  sulphide  of  ammonium  is  de- 
composed by  dilution.  It  is  a  fact,  too,  that  if  the  gases  were  let  out 
into  the  water  in  the  night  time,  and  the  sim  shone  upon  the  water  the 
next  day,  there  is  quite  a  probability  of  the  gases  being  liberated  then. 

Q.  Taking  into  consideration  the  enormous  quantity  of  water  which 
dilutes  the  gases  there,  do  you  consider  this  a  perfectly  reliable  test? 
A.  Well,  the  water  is  much  less  in  volume  than  the  enormous  quantity 
of  air.     That  was  the  data  upon  which  I  founded  my  experiment. 

Q.  Now  as  to  the  test-papers.  Why  did  n't  it  occur  to  you  to  station 
test-papers  on  the  buildings  exactly  opposite  the  Squire  establishment  on 
Gore  Street  1  A.  Because  that  there  we  never  smell  the  odors.  It  is  a 
well-known  fact  that  it  is  rarely  that  you  can  smell  the  odors  right  there 
imder  the  eaves  of  the  building.     It  is  a  matter  of  distance. 

Q.  As  I  understand  your  testimony,  about  the  24th  of  September  you 
were  at  Mr.  Hastings's  house,  and  were  disturbed  by  the  odor,  which  oh 
reaching  Mr.  Squire's  establishment,  you  did  n't  find]  A.  We  found  it 
in  the  quadrangle  in  his  yard.  Wo  found  the  separate  odors  there,  each 
odor  distinct,  but  not  so  distinct  as  outside  the  building. 

Q.  The  windows  were  open  towards  the  dock?  A.  That  is  Mr. 
Squire's  statement.     I  don't  remember  it. 

Q.  When  you  came  near  the  basin,  did  n't  the  odors  from  the  basin 
and  the  odors  of  those  soap-boiling  places  mingle  there  in  one  common 
smell  1  I  never  was  up  there  when  those  establishments  were  rendering ; 
but  I  know  that  this  odor  that  is  complained  of  there  is  entirely  separate 
and  distinct  from  the  odor  that  comes  from  the  basin. 

Q.  Do  you  remember  a  dam  being  put  up  in  the  summer  of  1871  at 
Bridge  Street  1  '  A  I  recollect  there  was  a  dam  there,  but  I  don't  re- 
member the  exact  date. 
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Q,  Don't  you  recollect  that  it  occasioned  a  very  great  increase  of  the 
nuisance  %  A.  \  know  that  the  odor  has  increased  every  year,  from  1871 
till  now. 

Q,  Did  n't  you  connect  a  certain  increase  of  trouble  with  the  making 
of  this  dam,  in  1871 1    A,    I  have  n't  attributed  it  to  that 

Q.  After  about  three  weeks  it  was  taken  away.  Was  any  opinion  ex- 
pressed against  it?  A.  Public  opinion  was  that  it  increased  the  nui- 
sance.    It  was  also  thought  so  by  the  city  authorities. 

Q.  Suppose  that  the  gases  that  blackened  the  houses  on  the  31  st  of 
July  came  from  Mr.  Squire's  establishment,  how  would  you  account  for 
the  fact  that  the  buildings  directly  opposite  his  establishment,  on  Gore 
Street,  were  unharmed  1  A,  Because  they  were  protected  by  the  estab- 
lishment. 

Q.  The  atmosphere  was  heavy  and  the  gases  descending  ?  A.  That  is 
very  true  ;  but  the  gases  are  warded,  off  by  high  buildings  or  deflected  by 
them.  There  is  one  instance  on  Otis  Street  where  the  air  struck  a  high 
building  and  was  deflected  backward  and  blackened  a  lower  house  beside  it. 

Q.  Suppose  sulphuretted  hydrogen  to  come  from  the  basin,  his  build- 
ings would  protect  those  houses  opposite  from  its  influence  1  A,  Just 
the  same. 

Q.  Don't  you  think  that  what  irritated  your  throat  was  sulphuretted 
hydrogen  1  A.  If  sulphide  of  ammonium  were  present  in  very  large 
quantities  it  would  have  an  irritating  effect.  I  don't  know  that  sulphu- 
retted hydrogen  irritates  the  mucous  membrane.  I  cannot  be  considered 
an  expert  upon  those  questions. 

Q,  If  it  were  sulphide  of  ammonium,  would  you  not  be  surprised  to 
find  it  present  in  suflicient  quantity  to  irritate  the  mucous  membrane? 
It  is  very  improbable  that  this  gas  is  generated  on  this  whole  territory, 
so  as  to  l>e  present  in  the  atmosphere  in  sufficient  quantity  to  produce 
this  irritating  influence  1    A,    It  would  be  improbable. 

Q.  Then  it  comes  from  sulphiu^tted  hydrogen,  or  the  possible  presence 
of  acroleine  1  A,  The  gas  which  I  produced  was  formed  at  a  lower  tem- 
perature than  acroleine  is  formed.  But  I  conceived  the  idea  that  im- 
pure animal  matter  would  produce  it  at  a  lower  temperature  than  pure 
matter.     Whatever  it  was,  it  was  some  irritating  organic  gas. 

Q.  There  are  two  possible  causes  left,  —  the  hydrogen,  and  the  gas 
which  you  got,  which  you  are  not  prepared  exactly  to  classify  ]  A,  That 
is  it  exactly. 

Q,  {by  the  Chairman).    Do  you  mean  to  say  that  there  are  no  other 

gases  than  those  which  you  have  mentioned )     Can  you  put  in  chemical 

form  the  various  products  that  would  come  from  pure  or  impure*  animal 

matter  ?    A.   No,  sir ;  I  think  it  would  bo  impossible  for  any  man  to  do 

that 

0.  Well,  you  thought  it  was  possible  that  it  might  be  acroleine  from 
tbe  (act  that  impure  matter  had  been  rendered  *{  A.  \  got  the  gas,  and 
it  affected  me  as  acroleine  has  before  affected  me. 

Q.  {J>y  Mr,  Muaey),  Mr.  Munroe,  you  listened  to  the  testimony  of  Dr. 
Jackson  before  the  Cambridge  Board  of  Health.  I  won't  go  into  the  details, 
^t  will  ask  you  whether  he  did  n't  acquit  Mr.  Squire's  establishment  of 
Placing  anything  injurious  to  the  health  of  the  people  of  the  commu- 
'^ty  1  A.  As  the  result  of  his  direct  testimony  he  did  ;  but  in  his  cross- 
Ottmination  he  did  n't  prove  so  conclusively  that  Mr.  Squire  was  guiltless. 
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Q,  Did  n't  he  say  that  his  tests  did  n't  result  in  finding  sulphuretted 
hydrogen  as  coming  from  Mr.  Squire's  ?    A,    He  stated  so. 

Q.  What  did  he  say  alK)ut  ammonia  ?  A.  He  said  he  found  no  sul- 
phide of  ammonium  in  the  gas  coming  from  Miller's  Rirer  basin. 

Q,  What  did  he  say  about  the  rendering  establishment  %  A,  1  don't 
think  I  recollect  Dr.  Jackson's  testimony  well  enough  to  speak  of  it.  I 
took  no  notes. 

Q.  You  speak  of  the  ventilators.  Do  you  think  it  would  be  better  to 
use  them  than  to  make  the  windows  answer  the  purpose  'i  A,  1  think 
it  would. 

Mr,  Muzzey  {to  the  Board),  Now,  our  position  is  just  this :  we  see  that 
the  houses  are  blackened  ;  we  know  that  people  suffer  from  nausea ;  we 
know  there  is  some  sore  throat ;  we  know  that  all  these  things  exist,  and 
we  are  striving  to  find  the  cause.  This  gentleman  has  made  investiga- 
tions and  produced  results,  and  we  think  he  has  n't  got  the  secret  of  it 
We  have  our  theory  and  shall  present  it.  We  are  doing  the  best  we  can 
upon  scientific  methods.  We  contend  that  it  is  sulphide  of  hydrogen  from 
the  dock,  and  this  will  be  fully  explained  in  the  testimony  of  Professor 
Horsford.  We  believe  that  sulphide  of  hydrogen  is  there  in  sufficient 
quantities  to  produce  these  results. 

Witness  resumed  testimony. 

Re-direci  Examination, 

Q,  (by  Mr,  Mclntire),  One  word  in  regard  to  these  ventilators.  I 
suppose  that  to  have  them  there  is  better  for  the  convenience  of  the 
workmen)  A,  A  ventilator  is  always  more  convenient  for  the  people 
inside  than  for  those  outside. 

Q.  There  is  a  certain  amount  of  stench  in  the  gut-room  that  must  be 
taken  care  of.  Did. you  see  anything  done  to  dissipate  it?  A.  Nothing 
but  the  disinfectants  they  have  upon  the  floor,  —  that  is  to  say,  the  odor 
of  chloride  of  lime  can  easily  be  distinguished. 

Q.  In  that  gut-room  the  process  is  to  take  the  intestines  and  clean 
them  into  a  barrel.  Is  there  any  odor  from  that  1  A.  There  is  a  very 
disgusting  odor. 

Q.  Do  you  know  what  is  done  with  the  matter  in  those  barrels  1  A. 
No,  sir. 

Q.  You  were  asked  something  in  regard  to  Dr.  Jackson's  testimony. 
Do  you  remember  that  he  stated  that  there  was  sulphide  of  ammonium 
in  the  water  or  mud  of  the  basin  %    A,   Yes,  sir. 

Q,  Do  you  remember  that  in  his  cross-examination  Dr.  Jackson  said 
that  if  there  had  been  any  animal  matter  in  the  mud  of  the  basin  there 
would  necessarily  be  ammonia,  and  did  n't  he  state  that  there  was  no 
animal  matter  in  the  mud  'i  A,  1  understood  him  to  say  that  if  there 
was  animal  matter  decomposed  in  the  mud,  sulphide  of  ammonium  would 
be  formed. 

Q.  And  that  he  said  there  was  no  animal  matter  found)  A,  He 
stated  so. 

Q,  In  regard  to  the  hog-pens.  You  say  there  were  windows  open  t 
A,  I  am  certain  that  one  was,  because  we  looked  across  to  see  the  im- 
provements that  were  going  on. 
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Q,  Now,  in  regard  to  the  improved  machinery,  if  it  "was  made,  and  the 
sewer  completed,  and  this  condensed  water  should  run  off,  and  the  sewer 
filled,  as  it  must  be,  by  these  several  gases,  would  not  people  who  live 
along  that  sewer  be  affected  by  those  gases  in  the  houses )  A.  1  have 
made  an  investigation  of  this  in  Cincinnati,  where  hogs  have  been  slaugh- 
tered ;  and  where  the  slaughtering-houses  are  connected  directly  with  the 
sewer,  the  result  has  been  that  people  were  obliged  to  trap  the  sewer  in 
order  to  prevent  smelling  the  gases  which  frequently  rise  from  the  sewer. 
Even  when  the  sewer  is  connected  with  deep  water,  unless  extreme  pre- 
caution is  taken,  the  smell  will  come  from  the  sewer. 

Q.  Now,  on  the  bare  supposition  that  this  condensed  water  should 
flow  through  the  sewer,  would  not  those  gases  arising  from  that  water 
affect  the  inhabitants  along  the  line  of  the  sewer  whose  drains  entered  it  1 
A,  I  should  think  it  would  be  preferable  not  to  have  the  drains  empty 
into  the  sewer  for  that  reason.     It  would  be  dangerous. 

Q.  The  question  was  asked  whether  the  hogs  there  are  not  kept 
cleaner  than  they  usually  are  in  pens.  Should  you  say  that  the  hogs  are 
cleaner  or  dirtier  than  the  hogs  in  an  ordinary  pen  1  I  mean  hogs  which 
are  generally  carried  many  miles  over  a  railroad,  can  t^iey  be  cleaner 
than  hogs  in  an  ordinary  pen  %  A.  K%\  saw  them  in  the  pen  they  were 
surrounded  with  the  ordinary  material  in  a  pen.  I  have  never  examined 
a  hog,  individually,  to  see  how  clean  it  is. 

Q,  The  question  is,  Whether  they  would  be  as  clean  bodily  as  hogs 
kept  in  a  pen. 

Mr,  Muzzey,  Do  you  wish  to  put  in  the  fact  that  a  hog  never  drops 
anything  in  the  cars  while  travelling  1    That  is  a  fact. 

Mr.  Mclntire,     That  may  be  a  fact,  but  it  is  not  in  evidence. 

The  Chairman.     Is  that  so  ? 

Mr.  Muzzey,  There  is  no  water,  even,  dropped  in  the  cars,  during  the 
panage. 

Mr,  Mclntire,     I  only  know  we  can  see  that  the  cars  are  very  dirty. 

Q.  If  hogs  are  crowded  together  in  a  car  in  hot  weather,  with,  say, 
aighty  hogs  to  a  car,  would  they  be  dirtier  than  hogs  in  an  ordinary  peni 
•^  I  know  nothing  from  my  own  knowledge,  but  I  should  expect  that 
*Jiey  would  be  dirtier. 

Q.  Does  n't  the  scent  of  ammonia  rise  from  the  hog  %  A.  1  never 
DMide  any  investigation  of  that. 

Q.  Have  you  ever  been  down  to  look  at  the  jail  sewer  in  East  Cam- 
^dge,  and  noticed  any  discolorations  there  1  A.  Have  n't  been  there 
for  at  least  six  months,  or  more.  When  I  was  there  I  never  noticed  any 
^Jaoolorations  on  the  buildings  near  the  sewer  emptying  near  the  jail. 
The  building  of  Pettingill  and  Sawyer  is  not  very  far  from  there,  I  be- 
lieve, bul  I  have  not  seen  any  discolorations  upon  it. 

Q.  I  don't  know  whether  you  answered  the  question  in  regard  to  your 
<>pinion  whether  an  establishment  of  this  magnitude,  and  conducting  this 
find  of  a  business,  where  they  have  to  keep  and  slaughter  live  hogs,  —  can 
it  be  rendered  so  that  it  will  not  bo  inconvenient  to  citizens  living  near  or 
passinp:  by  %  A.  I  answered  that  I  thought  it  could  not  be  conducted  so 
*hat  it  will  be  free  from  offence.     My  experience  covers  almost  as  many 
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years  as  Mr.  Squire  has  been  there,  and  I  take  into  consideration  all 
the  new  appliances  that  might  be  used. 

Q,  There  is  one  thing  that  you  answered  in  reply  to  a  question  in  re- 
gard to  hogs.  I  don'i  know  that  I  understand  you.  I  want  to  ask  you 
the  question  again.  Do  you  think  that  two  hogs  in  one  pen  smell  as 
badly  as  two  hogs  in  two  pens  1  that  is,  do  you  think  it  is  as  great  an  in- 
convenience to  people  to  have  two  hogs  in  one  pen  or  with  one  in  each  of 
two  pens,  —  if  people  are  affected  by  the  smell  at  all  1  A.  A  hog  is 
always  surrounded  by  this  material  of  which  I  speak,  and  with  two  pens 
to  receive  it  separately  the  smell  might  be  less  perceptible  and  incon- 
venient. I  thought  it  would  be  better,  if  there  were  several  thousand 
hogs,  to  separate  them,  and  put  them  in  different  localities,  than  to  have 
them  all  in  one  pen.  I  meant  it  would  be  better  for  the  comfort  of  the 
people  to  have  one  hog  remain  in  East  Cambridge,  and  the  others  distrib- 
uted in  different  parts  of  the  United  States. 

Q.  Mr.  Muzzey  meant  in  other  places  in  that  locality.  Would  it  be 
better  to  have  them  in  one  locality  1  A,  My  opinion  is,  that  as  the 
slaughtering-houses  are  situated  at  present,  to  have  them  separated  — 
one  portion  at  Squire's  and  another  at  North's  —  would  be  more  objec- 
tionable than  to  have  them  stored  in  one  place. 

Ee-crosS'Examination. 

Q.  {by  Mr,  Muzzey),  If  you  are  ten  feet  away  from  what  is  called  the 
gut-room,  you  can't  point  it  out  by  the  smell,  can  you  ]  —  there  is  no  odor 
perceptible  1  A.  The  place  is  closed,  and  I  have  never  been  on  the  oppo- 
site side  where  the  window  is. 

Q.  Have  you  ever  detected  anything  worse  than  the  smell  of  a  close 
privy  %  It  is  a  little  room,  is  n't  it  1  A,  Yes,  I  should  think  it  might 
be  half  as  wide  as  this  room,  and  as  long. 

Q,  Did  you  ever  detect  the  location  of  that  gut-room  by  the  sense  of 
smell,  when  you  were  ten  feet  away  from  it  1  A,  No,  from  the  fact  that 
when  I  have  approached  it  it  has  been  closed. 

Q,  You  never,  by  the  organ  of  smell,  would  have  know^n  it  was  there 
when  you  were  ten  feet  away  from  it  1 .  A,  It  is  surrounded  by  the  hog- 
pens. I  never  knew  by  the  organ  of  smell  where  it  was  located  till  I  ap- 
proached withiu  ten  feet  of  it 

Q,  Now,  as  to  the  gases  that  might  be  discharged  from  the  sewer. 
Take  the  little,  insignificant  amount  of  gas  which  might  escape,  and  com- 
pare it  with  the  gases  from  the  water-closets  and  the  sinks  which  are 
found  there  every  day.  If  you  make  a  proper  connection  with  the  sewer 
by  putting  a  proper  trap*  in,  what  amount  of  gas  do  you  think  would 
(Bscape  '\  A,  1  can't  say  what  amount  there  is.  I  know  there  are  several 
large  tanks,  and  their  contents  are  emptied. 

Q.  Could  n't  you  obtain  from  any  privy  in  town  a  stronger  action  than 
by  this  liberating  of  the  gases  %    A.  \  never  tested  one. 

Q.  What  do  you  think  of  it  ]  A,  My  idea  is  that  the  gases  coming 
through  would  be  saturated  with  the  sulphide  of  ammonium.  If  I  had 
the  sulphide  and  tried  it  with  this  paper,  it  would  be  jet  black  without 
having  passed  through  the  condenser.  If  it  is  condensed,  we  get  even  a 
stronger  solution. 

Q.  My  point  of  inquiry  is  this :  Would  these  gases  —  supposing  the 
sewer  filled  with  the  gases  that  get  into  it  in  that  way  —  not  be  avoided 
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by  a  trap  like  that  by  which  we  avoid  the  escape  of  all  gases  into  houses) 
A.  I  said  the  danger  would  be  very  much  lessened. 

Q.  Take  Cincinnati,  where  they  pour  blood  into  the  sewer,  —  have  n't 
the  people  there  secured  their  houses  from  invasion  of  the  gases  by  using 
traps  1  ^.  I  understood  that  parties  there  have  complained  of  them  a 
great  deaL  Where  a  trap  is'  i»  perfect  order  it  may  work  all  right,  but 
there  is  the  liability  of  its  getting  out  of  order. 

Q.  Were  the  traps  piit  in  in  consequence  of  complaints  %  A.  1  have  a 
letter  here  from  a  gentleman  in  Cincinnati  — 

Mr»  Mclntire.     We  will  file  the  letter  in  this  case,  perhaps. 
Mr,  Muzzey.     We  will  look  at  it  first.     I  don't  know  that  we  should 
object,  but  the  witness  is  undergoing  cross-examination,  and  it  is  not  a 
proper  time  to  file  such  a  document. 

Q,  (by  Mr,  Muzzey),  If  you  could  have  a  slaughtering-house  estab- 
lished where  you  think  one  should  be,  —  take  Mr.  Squire's,  for  instance,  — 
you  would  wish  it  fixed  upon  a  spot  not  less  than  a  mile  from  where 
there  is  a  dwelling-house  ^  A.  \  can  say  that  if  an  establishment  is 
carried  on  in  the  way  you  describe,  with  all  the  appliances  for  getting 
rid  of  the  vapors  from  the  rendering  and  scalding  tanks,  and  carrying 
away  the  refuse  material  and  for  the  utilization  of  the  soup,  so  that  the 
odors  which  would  remain  would  be  a  general  greasy  odor  and  the  odors 
of  the  hog,  those  odors  would  not  contribute  to  the  comfort  of  the  people 
who  live  about  there,  and  they  are  objectionable  on  the  score  of  health, 
but!  don't  say  that  they  injure  the  health  decidedly.  If  men  desired  to 
live  there  to  get  employment  in  carrying  on  the  business,  I  don't  know 
that  there  is  any  reason  why  they  should  n't.  Chemistry  can't  tell  which 
of  the  odors  are  more  dangerous  to  health. 

Q,  {by Mr.  Mclntire),  Am  I  right  in  supposing  that  you  wouldn't 
allow  a  slaughtering-house  to  be  situated  within  half  a  mile  of  anybody 
not  interested  in  having  it  carried  on  1    A.  That  is  my  desire. 

Q.  {by  Mr,  Webster^  a  member  of  the  Board),  You  spoke  in  your  direct 
testimony  yesterday  of  having  gone  up  the  river  near  and  under  the  works 
of  Mr.  Squire,  —  you  are  familiar  with  the  character  and  general  body  of 
the  river,  —  is  there  any  considerable  hody  of  water  floating  there  1  A, 
There  is  no  stream  connected  with  the  river  that  I  know  of.  It  has  only 
one  small  brook.  The  flow  of  water  into  it  is  the  flow  of  the  tide,  the 
tendency  of  which  is  to  float  matter  up  stream  and  down  stream. 

Q.  You  estimated  the  quantity  of  matter  discharged  from  the  estab- 
Hahment     Did  you  estimate  the  power  of  the  stream  to  carry  oflf  this 
niatter  1    A,  No,  sir  ;  I  have  no/  idea  of  what  it  is. 
Q.  What  is  your  opinion  %    A.  I  really  could  n't  make  an  estimate. 
Q.  I  want  to  know  if  there  has  been  any  accumulation  of  matter  in 
the  river  %     A,  \  have  noticed  that  an  acciunulation  has  been  going  on. 
^e  used  to  catch  minnows  in  the  stream ;  they  disappeared  ;  then  we 
caught  eels,  and  now  there  are  no  eels  there.     Awhile  ago  I  noticed  the 
Workmen  driving  piles  and  sticks  down  into  the  North  Basin.     I  saw  that 
they  drove  down  to  the  depth  of  two  feet,  and  when  they  drew  it  up  they 
Wjust  struck  solid  ground.     It  was  all  black. 

Q.  You  have  discriminated  between  the  odors  of  tfio  dock  and  the 
^in  smell.  The  animal  matter  carried  into  the  river  must  be  difl'uscd 
into  the  basin.  —  must  not  a  part  of  the  dock  smell  come  from  the  ani- 
^l  matter  so  deposited  \  A,  1  think  it  must  come  from  the  animal  matter. 
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Q.  The  pieces  of  hair  and  bristles  which  were  taken  up  floating  in  the 
water,  —  were  they  or  not  in  a  greater  degree  of  accumulation  1  A.  The 
water  is  rarely  seen  covered  in  the  way  that  it  was  that  morning.  These 
must  have  accumulated  within  a  few  hours  that  morning. 

Q,  I  suppose  that  the  gases  from  which  the  dock  smell  rises  must  come 
either  from  the  mud  or  through  the  watei;  A.  Water  will  give  it  oflf  ^o 
some  extent  They  must  be  more  diffused  and  less  concentrated  in  the 
air  than  in  the  water,  and  that  would  account  for  the  more  violent  action. 

Q,  Was  this  spoke  that  you  exhibited  found  in  the  mud  ]  A.  This 
spoke  is  an  exhibition  of  what  has  been  done  by  the  gases  on  wagons. 
This  was  in  a  shed,  exposed  only  to  the  air.  It  is  proper  to  say  that  this, 
was  exposed  for  several  years,  and  this  blackening  is  quite  intense. 
Houses  have  been  blackened  more  intensely  than  this  by  the  gases  in 
a  single  night. 

Q,  (by  Mr,  Muzzey),  What  was  the  extent  that  you  saw  covered  with 
these  bristles  ?  A  As  I  was  passing  up  the  river,  —  I  took  the  boat  at 
Fifth  Street,  —  I  don't  think  I  met  any  of  these  until  wo  got  near  the 
building.  They  were  not  very  numerous  under  the  building.  Then  we 
rowed  back  up  stream,  yery  near  to  the  hog-pens,  and  found  them  very 
thick  about  there.  They  were  aut  in  the  flowing  water,  beyond  the 
piles.     The  area  was  at  least  a  hundred  feet  in  diameter. 

Q.  There  was  nothing  to  fix  certainly  the  suspicion  that  these  bristles 
came  from  Mr.  Squire's  establishment  'i  A,  1  had  examined  the  system 
of  strainers  that  they  used  at  North's  and  Boynton's,  and  the  pieces  of 
bristle  and  skin  that  I  showed  you  could  n't  have  got  through  those  strain- 
ers.    The  tide  was  coming  down,  bringing  everything  to  us. 

Q.  (by  Mr.  Frothingham^  a  member  of  the  Board),  I  think  you  stated 
that  the  most  offensive  odor  that  is  carried  by  the  winds  from  these  estab- 
lishments is  that  generated  "by  the  rendering  process,  creating  nausea  and 
sickness.  Have  you  ever  made  an  estimate  of  the  extent  of  the  territory 
the  people  of  which  are  thus  aflected  by  nausea  and  sickness  consequent 
upon  this  odor  1  A,  The  extent  of  territory  varies.  I  know  that  the  whole 
of  East  Cambridge  is  aflected  at  times,  and  the  side  of  the  hill  facing  these 
establishments  is  affected  quite  often.  But  the  people  on  the  side  of  the 
hill  away  from  them  are  affected  but  rarely.  I  have  known,  on  some  occa- 
sions, that  this  odor  has  extended  as  far  as  Charlcstown.  And  in  Somer- 
ville,  some  distance  beyond  the  point  I  have  pointed  out,  I  know  of  parties 
on  Franklin  Street  and  on  Prospect  Hill  who  have  complained  of  it. 
Parties  in  Boston  have  also  complained  of  it  at  times.  But  I  have  n't 
examined  persons  and  made  careful  investigations  into  the  area  over 
which  it  extends. 

Q.  (by  Mr.  Muzzey).  Do  I  understand  you  to  say  that  this  odor,  which 
created  the  nausea,  has  been  observed  in  Charlestownl  A.  I  have  never 
been  to  the  extreme  limit  of  it  myself,  and  I  only  know  of  it  from 
hearsay.  In  Somerville  I  have  never  smelt  the  rendering  odor,  but  I 
have  smelt  the  odor  from  the  hogs  when  alive. 

Testimony  op  Stephen  P.  Sharples. 

To  Mr.  McTntire.  I  am  an  analytical  and  consulting  chemist  and  State 
Assayer,  at  114  State  Street,  Boston.  I  reside  at  Old  Cambridge,  and  am 
one  of  the  committee  of  citizens  in  this  matter.     As  such  I  have  visited 
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the  establishment  of  J.  P.  Squire  k  Co.  at  varioas  times.     I  have  been 
in  the  habit  of  going  into  Boston  on  the  Fitchburg  Railroad  for  two  years 
at  least,  and  have  been  very  much  annoyed  by  the  odors,  as  the  cars 
always  stop  opposite  the  establishment,  on  the  other  side  of  the  basin,  at 
the  "Know-Nothing"  Crossing,  at  the  Grand  Junction  Railroad.     As  I 
distinguished  them  there,  they  were  mainly  the  dock  smell,  but  occa- 
sionally there  was  the  live-hog  smell.      The  rendering  smell  is  distin- 
guishable at  tjmes  up  as  far  as  the  Prospect  Street  Station  and  down 
below  the  Lowell  Railroad  Bridge.     Prospect  Street  Station  is  just  above 
the  basin.     The  dock  smell  has  been  the  worst  from  the  upper  basin,  — 
called  Boynton's  Basin.     The  rendering  smell  is  experienced  just  as  we 
pass  the  Grand  Junction  Railway,  and  coutinues  from  there  down  to  just 
behind  what  is  known  as  the  Pickle  Factory.     That  large  building  will 
shut  off  the  smell.     We  get  these  smells  very  often.     We  never  pass 
there  when  the  tide  is  up  without  getting  the  dock  smell.     It  is  very 
much  complained  of  on  the  trains,  and  passengers  are  very  much  annoyed 
by  it.     We  don't  get  the  other  smells  so  often.     Could  not  say  how  often 
we  get  the  hog  smell;  I  don't  always  notice  it,  but  I  have  often  taken 
pains  to  look  out  for  it.    As  a  member  of  the  committee  I  went  to  visit 
Mr.  Squire's  establishment  and  looked  over  it.     I  have  been  over  the 
building  at  various  times  with  members  of  the  committee.     We  were 
given  every  £Eicility  by  Mr.  Squire.     I  don't  know  exactly  the  date  of  the 
first  Yisit  we  made,  as  a  committee,  but  I  think  it  was  about  the  middle 
of  August.     We  found  the  building,  oil  that  visit,  in  comparatively  good 
<MPder  in  all  parts.     But  on  approaching  the  building  we  noticed  the  ren- 
dering smell  from  trying  out  fresh  lard.     This  odor  became  more  intense 
AS  we  approached  the  building,  and  was  most  intense  in  the  rendering- 
room.     There  were  foiur  or  five  open  tanks  where  they  were  rendering 
lard,  and  in  some  of  them  was  fresh  leaf-lard  ;  in  another,  scrap ;  and  one 
was  devoted  to  the  rendering  of  lard  from  the  intestines.     They  were  all 
in  open  kettles,  and  all  simmering.     In  an  adjoining  room  there  were  sev- 
enJ  large  iron  close  tanks,  one  of  which  had  just  been  discharged  —  I 
think  at  that  visit  —  into  a  large  tank  situated  directly  under  these  tanks. 
The  residuum  was  being  discharged.     These  rendering-tanks  are  made 
ikearly  in  a  cigar  shape  ;  the  lower  end  is  tapering  and  the  upper  end  is 
nearly  flat    In  the  upper  end  are  apertures  for  the  introduction  of  steam 
ind  apertures  through  which  the  nlaterials  are  introduced.     These  tanks 
are  closed  up  perfectly  tight,  and  then  the  steam  is  applied  and  they  are 
thoroughly  heated,  —  I  believe  generally  from  six  to  ten  hours,  according 
to  circumstances.     The  steam  is  about  fifty  pounds'  pressure.    The  effect 
of  this  is  the  thorough  disintegration  of  all  the  flesh  and  bone,  —  the  bone 
^^^  more  like  chalk.     The  first  effect  of  the  water  is  to  extract  the 
C^tiae  from  the  bone,  and  being  subjected  to  the  pressure  for  a  long 
^  its  power  of  gelatinizing  is  destroyed,  and  we  have  it  in  the  form  of  a 
*OQp  which  will  not  gelatinize  with  tannin.    It  is  thoroughly  disorganized. 
It  is  far  more  liable  to  putrefy  than  glue  produced  directly  with  less 
pW88ure  and  less  heat. 

Q'  Did  I  understand  you  to  say  that  the  whole  contents  produced 
•o^pl  A.  No,  sir.  The  way  of  removing  melted  lard  varies  in  different 
^•Ublishments.  It  may  be  pumped  directly  from  the  tank,  or  the  whole 
^tents  let  fall  into  a  large  tank  below  and  then  the  grease  skimmed  off. 
Bat  the  after  effect  is  the  same.    After  the  grease  is  removed  there  is  left 
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a  large  amount  of  this  soup  and  a  great  deal  of  fine  scrap,  which  is  a  mix- 
ture of  disintegrated  bone  and  fibre  of  the  meat  and  from  the  fat.  The 
soup  is  strained  off  through  /iron  strainers  and  allowed  to  run  into  the 
stream.  It  runs  off  clear,  but  a  great  deal  is  apt  to  be  dark  colored. 
That  soup,  as  it  is  generally  run  off,  contains  from  eight  to  ten  per  cent 
of  this  disorganized  gelatine.  I  think  water  is  generally  put  into  the 
tank.  Some  heat  them  with  steam  conducted  around  the  outside ;  some 
by  forcing  hot  steam  into  the  mass,  —  in  that  ca^e  a  considerable  amount 
of  the  steam  condenses  and  goes  to  the  formation  of  the  soup.  But  I 
have  been  told  that  it  isn't  necessary  to  add  water  to  that.  In  this 
establishment  the  steam  is  introduced  into  the  heat.  The  soup  will  not 
be  clarified,  but  you  can  dispose  of  it  in  other  ways.  There  are  one  or 
two  patents  for  disposing  of  it.  One  is  by  a  Mr.  Wilson  of  Providence, 
who  makes  it  into  manure ;  but  it  must  be  done  in  the  establishment 
where  the  manure  is  produced.  When  the  soup  is  transported,  —  that 
is,  in  hot  weather,  —  in  the  course  of  five  hours  it  will  decompose  so  as 
to  burst  any  barrel  in  which  it  may  be  placed.  From  the  tank-room  we 
passed,  on  that  day,  into  the  slaughtering-houses. 

Q,  \hy  Mr.  Derby).  What  proportion  of  the  contents  of  the  tank  runs 
off  in  this  liquid  shape  %  A.  1  could  n*t  give  you  the  proportions,  but 
from  inquiries  made,  I  think  it  is  about  a  quart  and  a  half  for  each  hog 
killed  ;  that  is  a  very  low  estimate,  I  think.  I  alluded  to  the  close  tanks. 
I  gathered  that  from  a  general  inquiry  into  the  methods  of  rendering  at 
this  and  other  establishments.  On  my  own  judgment  I  should  state  that 
there  was  more  than  that,  —  not  less  than  two  quarts,  —  that  is,  when 
steam  is  introduced.  The  parts  of  the  hog  that  go  into  the  close  tanks 
are  the  bones,  chine,  parts  of  the  head  and  feet,  and  trimmings.  From  the 
rendering-room  we  went  into  the  slaughter-house,  where  operations  were 
going  on  quite  actively,  and  we  got  the  odors  from  the  scalding-tub,  — 
which  are  rather  offensive,  — and  the  odors  when  the  animals  are  opened. 
The  gases  that  escape  from  the  interior  of  a  hog  are  always  more  or  less 
offensive.  That  odor  is  very  distinct  about  the  middle  of  the  slaughter- 
house. We  then  passed  on  into  the  hog-houses  where  the  live  hogs  are 
kept.  These  had  been  recently  covered  with  charcoal.  In  the  pens 
where  there  were  no  hogs  charcoal  had  apparently  been  put.  The  hog 
odor  was  quite  distinct  in  the  whole  building.  From  there  we  came  back 
and  inspected  the  apparatus  which  was  in  use  for  blowing  off  the  tanks. 
We  made  inquiries  in  regard  to  that  apparatus  when  we  first  went  into 
the  building,  and  were  told  that  it  would  be  put  in  use  and  we  could  see 
how  it  worked.  This  was  on  the  13th  of  August.  We  then  came  back 
and  went  into  the  cellar  under  the  lard-room,  where  the  apparatus  for 
condensing  is  situated.  This  apparatus  is  one  patented  by  a  man  named 
Tumor,  of  Chicago,  about  last  May,  and  consists  of  a  large  iron  coil 
made  an  inch  and  a  half  or  two  inches  in  diameter,  passing  in  around  the 
tank.  This  coil  is  kept  continually  surrounded  by  cold  water,  the  effect 
of  which  is  to  condense  all  the  steam  from  the  taliks.  It  is  claimed  that 
three  or  four  tanks  can  be  blown  off  into  this  coil  at  once  and  that  the 
water  will  condense  all  the  steam  from  them.  The  gases  rising  from  this 
tank  are  then  passed  through  a  purifier  by  which  most  of  the  sulphuret- 
ted hydrogen  is  removed  and  the  sulphide  of  ammonium  is  removed; 
but  it  would  not  remove  certain  other  compound  gases.  After  passing 
through  this  condenser  they  are  passed  over  a  fiery  furnace,  where  the 
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benzine  tbkes  fire.  At  our  request  some  of  the  gases  which  had  been 
pnased  through  the  condenser,  but  not  through  the  purifier,  was  blown 
off  into  the  air.  We  smelt  it,  but  had  no  very  good  means  of  testing 
for  sulphide  of  hydrogen  and  ammonium,  although  they  showed  some 
signs  of  blackening  on  a  card.  The  smell  of  these  gases  from  the  ren- 
dering-tank is  a  very  peculiar  one.  It  resembles  the  odor  of  mercaptan. 
A  person  who  has  smelt  it  once  will  always  recognize  it  One  smell  is 
sufficient  I  speak  of  the  gases  from  the  closed  tanks.  This  was  not 
blowing  out  usually,  but  was  let  out  on  this  occasion  for  our  benefit  It 
gees  under  the  fires  when  the  apparatus  is  in  good  order,  and  is  consumed. 
I  should  judge  that  the  hundred-thousandth  part  of  a  grain  would  diffuse 
so  that  you  could  n't  stay  near  it ;  an  extremely  small  amount  would 
make  this  room  intolerable.  I  recognized  the  smell,  because  I  experi- 
mented on  mercaptan  several  years  ago  and  became  familiar  with  the 
smelL  I  see  no  reason  why  it  should  not  be  destroyed  by  passing  through 
the  fire.  We  tried  these  gases  on  a  silver  dollar  furnished  by  Mr.  Squire, 
but  failed  to  get  any  reaction  on  it,  as  they  were  not  in  sufficient 
quantity.  We  then  went  through  the  pork-packing  rooms  and  found  them 
in  good  order.  I  should  judge  there  was  no  offensive  odor  arising  from 
them.  The  smell  of  meat  is  offensive  to  a  great  many  persons,  and  we 
had  to  endure  it  there ;  but  I  don't  think  any  smell  escaped  from  that 
building.  On  the  18th  of  September,  in  company  with  several  other 
members  of  the  committee,  I  visited  a  number  of  these  establishments. 
After  visiting  two  or  three  of  them,  we  came  to  Squire's  establishment, 
entering  through  the  door  which  opens  on  the  Grand  Junction  Railway, 
and  passed  on  through  the  place  where  the  hogs  are  carried.  I  visited  it 
this  time  to  satisfy  myself  on  a  single  point.  We  foimd  the  rendering 
smell  strong  as  usual  in  the  lower  room ;  and  on  the  bridge,  between  the 
old  slaughter-house  aiid  the  main  building,  there  was  a  very  disagreeable 
odor  resembling  putrid  animal  matter.  WTiere  it  came  from,  I  don't 
know.  It  was  on  the  bridge  between  the  slaughter-house  and  the  main 
building.  My  object  was  to  see  if  in  the  rendering  of  lard  there  was  any 
amount  of  sulphuretted  hydrogen  given  out.  For  that  purpose  I  went 
into  the  room  in  which  are  the  heads  of  these  upright  tanks.  I  opened 
the  cock  of  one  of  the  tanks  and  allowed  it  to  blow  upon  some  paper. 
The  paper  was  saturated  with  acetate  of  lead.  That  was  the  effect  of  it 
(producing  paper).  It  shows  that  if  that  was  blown  into  the  open  air  it 
would  blacken  the  lead  on  anvthin^;  that  it  came  into  contact  with. 
Sulphuretted  hydrogen  was  given  off,  and  it  was  not  from  dead-hog  mat- 
ter. I  noticed  a  smell  while  I  was  on  the  bridge.  I  do  not  know  that 
there  is  any  water  flowing  under  the  bridge.  The  smell  resembled  that 
of  putrid  animal  matter.  I  may  say  here  that  I  have  observed  that 
smell  at  that  point  several  times.  I  don't  think  it  was  the  tank  smell. 
It  was  a  strong  smell  at  that  time. 

Adjourned. 
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FOURTH    DAY. 

'  DetiemlMr  4,  1873. 

Mr,  Derby  renewed  the  protest  of  the  respondents  against  anj  prooeed- 
ings  being  hod  except  before  the  full  Board. . 

Testimony  of  S.  P.  Sharplbl 

Q.  {by  Mr.  Mclntire),  You  said,  I  believe,  yesterday,  that  the  smell 
on  the  bridge  was  not  the  tank  smell  1  ^.  I  did.  The  smell  resembled 
more  the  dock  smell.  It  was  between  the  end  of  the  slaughter-housQ 
and  the  rendering-works.  There  is  a  bridge  across  the  roadway  there. 
The  smell  was  that  of  putrid  animal  matter,  and  I  should  judge  it  was 
from  the  dock.  This  was  on  September  17th.  I  have  since  observed 
that  smell  at  the  same  place  on  September  24th,  and  again  yesterday, 
December  dd. 

Q.  (by  a  member  of  the  Board).  Is  this  bridge  in  the  establishment  % 
A.  It  is  over  the  roadway.  It  is  in  the  enclosure,  and  is  over  a  private 
driveway  between  the  houses.  It  connects  the  slaughter-house  and  the 
rendering-house.  It  is  in  the  open  air.  At  the  time  of  this  visit  I  went 
into  the  head-room,  where  the  tanks  are  filled.  It  is  warm  and  close  there; 
the  windows  were  open,  and  the  smell  was  not  very  offensive.  This 
was  on  September  17,  —  the  same  day  I  was  talking  about  yesterday. 
Every  time  I  have  been  into  the  works  and  crossed  that  bridge,  I  have 
noticed  that  smell.  I  have  been  in  the  place  six  or  eight  times.  I  think 
this  smell  I  perceived  on  the  bridge  is  the  dock  smell.  It  is  a  bad  smell 
from  decaying  matter,  —  worse  than  the  dock  smell  in  the  city,  and  is 
such  a  dock  smell  as  is  found  along  the  shores  of  these  basins.  On  Sep- 
teml)er  24  the  committee  held  a  meeting  at  the  house  of  Mr.  Hastings, 
and  during  that  meeting  they  perceived  the  odor  of  hog,  the  sewer,  and 
the  bad  odors  generally  that  they  have  down  there.  After  the  meeting 
was  over,  some  of  us  concluded  to  trace  the  smell  out.  This  was  the 
same  meeting  that  Mr.  Munroe  testified  in  regard  to.  It  was  every 
smell  that  you  could  put  together.  This  was  about  eleven  o'clock  at 
night.  There  was  very  little  wind  that  evening,  but  what  there  was  was 
blowing  from  Hastings's  house  towards  Squire's,  —  a  very  gentle  breeie, 
hardly  perceptible.  I  don't  recollect  whether  or  not  it  was  clear,  but  I 
think  it  was  very  damp.  I  noticed  the  direction  of  the  wind  particularly, 
because  I  was  surprised  to  get  the  smell  at  that  time.  We  passed  on 
down  towards  Squire's,  and  the  smell  kept  getting  stronger  and  stronger^ 
but  changing  its  character  somewhat  and  becoming  more  distinct.  We 
observed  the  smell  of  rendering  fresh  lard,  or  what  they  call  fresh  lard. 
At  that  time  there  was  none  of  the  tank  smell  mingled  with  it.  The 
tank  smell  is  an  entirely  distinct  smell.  I  am  not  familiar  with  the 
locality,  and  I  did  n't  particularly  observe  which  way  we  went. 

Q.  (by  Mr,  Mclntire).  Mr.  Hastings's  house  is  at  the  comer  of  Fourth 
and  Otis  Streets.  Don't  you  remember  that  we  went  down  through  Third 
and  Fourth  Streets,  and  that  we  stood  at  the  corner  of  Fourth  and  Cam- 
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bridge  Streets  1  A,  J  think  we  stopped  and  talked  awhile,  but  I  would  n*t 
be  positive  about  the  locahty,  for  I  aui  not  acquainted  with  the  locality. 
I  only  know  that  we  were  continually  approaching  the  works  as  we  went 
down  Gore  Street.  When  we  went  into  the  works  the  smell  was  stronger 
than  it  was  igimediately  outside,  where  it  was  sufficiently  strong  to  be 
recognized.  I  think  it  was  a  little  stronger  from  fifty  to  one  hundred  feet 
away  than  it  was  just  outside  of  the  building.  We  went  in  at  the  office 
door  on  Gore  Street  in  front,  and  about  the  middle  of  the  building.  It 
opened  into  the  room  next  to  the  rendering-room.  In  the  large  rendering- 
room  one  steam-kettle  containing  scrap-lard  and  one  containing  gut-lard 
were  in  full  blast.  I  believe  there  were  two  in  operation  that  night.  I 
wish  to  make  a  correction  here  in  regard  to  the  number  of  kettles.  I  stated 
yesterday  that  there  were  five  kettles  in  that  room.  There  are  nine,  — 
three  large  oblong  ones  being  in  the  middle  of  the  room,  and  three  on 
each  side.  These  two  that  were  in  operation  that  night  were  the  large 
ones.  I  should  judge  they  were  five  feet  by  ten,  perhaps  a  little  larger 
or  smaller.  As  it  has  been  denied  that  gut-lard  would  give  ofif  sulphu- 
retted hydrogen  when  being  rendered,  I  took  occasion  to  test  it  at  that 
time.  I  found  that  tl^ere  was  a  continual  emission  of  sulphide  of  am- 
monia. (ExhibiUd papers  of  di/ferent  ducqlorations.)  That  one  was  ex- 
posed about  one  minute.  No  chemist  would  have  any  difficulty  in  recog- 
nising that  color.  It  is  a  faint  discoloration.  That  piece  was  over  scrap- 
lard  at  the  same  time.  I  think  it  is  probable,  from  all  that  I  can  judge, 
that  it  is  sulphide  of  ammonia.  We  then  went  up  into  the  head-room, 
where  the  heads  of  the  closed  tanks  are.  There  the  odor  was  the  most 
▼lie  that  I  ever  got  into.  The  heads  of  the  tanks  are  on  one  floor, 
and  they  open  on  the  lower  floor.  The  reason  of  that  odor,  as  I  think, 
was  that  the  steam  was  ascending  directly  from  these  open  kettles,  and, 
it  cooling  somewhat  before  it  got  up  there,  it  had  time  to  develop  its  full 
aroma.  I  think  this  bad  smell  came  from  the  open  tanks  below.  The 
dosed  tanks  did  not  appear  to  be  leaking  at  the  time. 

Q.  (6y  a  member  of  the  Board),  Is  it  your  opinion  that  this  smell 
grows  worse  after  it  becomes  cool  1  A.  After  it  becomes  cool  it  is  de- 
cidedly worse.  All  the  windows  were  open,  and  this  stench  was  passing 
directly  out  into  the  atmosphere.  We  then  left  the  building  and  went 
into  the  slaughter-house.  The  odors  from  the  hogs  being  opened  and 
from  the  scalding-tanks  were  quite  strong.  The  odor  from  the  hog  is  as 
disagreeable  to  me  as  any  other.  They  generally  work  all  night  there, 
stopping  about  six  o'clock  in  the  morning.  They  kill  hogs  all  night.  We 
then  went  into  the  yard,  in  a  little  quadrangle  between  the  engine-house 
and  slaughter-house. 

Q,  (by  a  member  of  the  Board),  Is  this  the  odor  that  you  say  was  per- 
oeptible  at  Hastings's  house  1  A.  The  odor  at  Hastings's  house  was  hardly 
open  to  description  ;  it  wtis  a  little  of  everything.  The  odors  are  pretty 
hard  to  separate  when  they  are  together. 

Q.  {by  Mr,  Derby).  Did  it  differ  from  what  you  experienced  below  1 
A.  At  the  works  you  can  separate  and  recognize  them  at  the  time.  When 
they  are  mingled  it  is  difficult  to  separate  them.  Sometimes  you  will  get 
only  one,  and  may  recognize  it  without  trouble. 

Q.  (by  Mr.  Mclntire),  Is  n't  there  sometimes  a  prevailing  odorl 
A.  Sometimes  there  is ;  but  that  evening  we  could  n't  distinguish  any 
particular  odor,  except,  as  we  approached  the  works,  the  rendering  odor 


100 

became  more  distinct,  and  finally  became  the  predominant  odor.  We 
stood  in  the  quadrangle  between  the  engine-house  and  slaughter-house 
some  four  or  five  minutes  while  a  lantern  was  bemg  procured  that  we 
might  go  under  the  building.  At  that  point  we  got  the  full  benefit  of 
the  odors  in  the  place.  We  had  the  smell  from  the  rendering-tank  and 
the  opening  of  the  hogs  and  the  scalding-tub,  and  a  little  of  the  dock 
smell  besides,  —  something  like  what  we  got  up  to  Hastings's,  but  very 
much  stronger  and  more  concentrated.  I  never  before  smelt  it  as  bad  as 
it  was  that  night.  When  the  light  was  brought  we  tested  the  gas  from 
the  condenser  and  found  that  it  smelt  as  usual,  —  l^eing  that  mercaptan 
smell.  As  the  Board  may  not  be  familiar  with  that  smell,  I  have  some 
here  which  I  have  prepared  [producing  small  vied). 

Dr.  Derby  (pf  ike  Board^,  I  would  n*t  open  that  now ;  if  you  do  it  wiU 
make  the  room  intolerable.     Wait  until  the  close  of  the  hearing. 

Q,  {by  Mr.  Derby).  That  did  not  come  from  Mr.  Squire's.  You  pre- 
pared it  1  A.  1  prepared  it  myself.  When  we  got  to  the  apparatus  that 
was  just  turned  on,  it  was  let  out  from  the  condenser,  in  order  that  we 
might  get  the  smell.  This  article  is  manufactured  to  give  the  exact 
smell.  The  smell  from  the  rendering-tanks  was  not  in  the  air  that  night 
We  did  n*t  get  the  mercaptan  smell  until  we  opened  the  pipe.  This  was 
a  different  smell  from  that  we  experienced  in  the  quadrangle.  This  smell 
at  that  time  made  me  very  sick,  and  I  did  n*t  stay  any  longer  than  was 
necessary. 

Q.  (by  Mr.  Derby).  In  comparing  the  smells  you  found  them  different 
outside  1    A.    Yes,  sir. 

Q.  (by  a  member  of  the  Board).  Did  I  understand  you  to  say  that  some 
of  the  smell  gets  out  into  the  street  ^  A.  1  did  n*t  perceive  it  in  the 
'street  that  night.  The  close-tank  smell  is  one  of  the  most  vile  odors 
that  was  ever  let  loose.  I  recognized  all  the  smells  outside  that  night 
except  the  close-tank  smell.  The  close  tank  was  opened  for  our  benefit, 
and  then  we  got  it. 

Q.  How  often  does  it  escape  into  the  atmosphere  ^  A.  1  don't  know 
how  often  they  are  opened. 

Q.  Did  you  ever  observe  it  in  the  open  atmosphere  ?  -4.  I  have.  I 
have  never  been  in  the  works  since  the  24th  of  September  till  yesterday 
morning.  I  then  went  there  and  passed  through  to  see  the  new  slaugli- 
tcring-place,  which  had  been  entirely  changed  since  I  was  there  l>efore* 
I  went  in  there,  but  had  not  time  to  make  a  full  examination ;  but>  ii* 
passing  through  the  yard  on  the  opposite  side  of  the  slaughtering-hous^v 
on  the  former  visit,  I  got  that  close-tank  smell  unmistakably.  Yesterday 
morning  was  rather  damp  and  foggy.  I  was  in  the  yard  on  the  opposrfc^ 
side  of  the  slaughtering-house  from  which  we  stood  that  evening.  Th*'* 
smell  was  n't  noticeable  but  very  little  in  the  street,  but  a  little  kettle* 
smell  was  noticeable  in  the  street.  This  smell  I  got  yesterday  w»^ 
the  mercaptan  smell.  I  went  through  there  first  and  thought  the*^ 
was  none  of  the  smell  in  the  place ;  but,  as  I  was  going  away,  I  got  tb** 
smell.  It  came  from  that  establishment,  I  know,  because  I  had  jii0^ 
come  from  Mr.  North's,  and  there  was  n't  any  there.  If  there  was  auy 
wind  it  was  from  Gore  Street,  over  the  building.  I  experienced  it  only  • 
few  seconds  while  I  was  there.     I  passed  through  and  beyond  and  did  0^ 
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stop  to  examine  it,  for  I  was  in  a  hurry  coming  into  town,  as  I  was  late. 
In  the  afternoon,  yesterday,  I  went  again  to  the  works,  in  order  to  fully 
examine  the  new  slaughtering-place.  I  found  that  the  slaughtering* ar- 
rangements had  heen  entirely  changed  from  what  they  were  when  I  was 
there  before.  They  are  now  up  stairs,  and  the  capacity  has  been  doubled. 
They  have  put  in  two  scraping-benches  and  two  sticking  apparatus,  so 
that  two  gangs  of  men  can  work  at  the  same  time.  There  were  none  of  the 
tanks  or  kettles  running,  so  that  there  was  no  odor  of  rendering  at  that 
time  except  the  stale  rendering  odor,  which  is  always  about  the  place. 
Again  this  morning,  coming  to  town  on  the  Fitchburg  Railroad,  after  we 
had  passed  North's  building,  there  was  a  very  strong  smell  just  after 
passing  the  Grand  Junction  Railroad.  The  wind  was  blowing  strongly 
from  Squire*s  place,  and  the  smell  of  fresh  lard  rendering  was  quite  strong, 
—  that  is,  the  ordinary  smell  that  comes  from  those  kettles.  There  has 
been  some  question  as  to  the  gases  which  fresh  meats  give  off  while  they 
arc  being  cooked.  Our  authorities  are  very  scanty  on  the  subject,  but  I 
have  found  one  or  two  which  will  give  a  little  information.  In  Watts's 
Dictionary  of  Chemistry,  Vol.  II.  page  667,  under  the  head  of  "  Broth," 
he  says :  **  When  meat  is  boiled  with  water,  sulphydrate  of  ammonium  is 
evolved,  together  with  odoriferous  compoimds,  and  an  acid  resembling 
aoetio  acid.''  The  point  I  wish  to  bring  out  here  is,  that  sulphydrate  of  am- 
moniam  is  recognized  as  being  evolved  from  fresh  boiling  meat,  and  that  it 
is  evolved  in  much  greater  quantities  from  meat  that  is  slightly  tainted. 
Pure  fat  has  nothing  of  the  kind  in  it,  I  suppose,  but  in  the  trimmings 
and  everything  of  that  kind  there  is  more  or  less  of  meat  or  muscle ; 
there  is  also  considerable  skin,  which  is  notorious  for  its  sulphur  com- 
pounds. If  the  temperature  is  high  when  the  animal  is  killed,  decay 
may  set  in  almost  immediately.  In  the  intestines  it  does  set  in  almost 
immediately.  It  may  be  put  down  almost  as  a  medical  or  chemical  axiom, 
that  almost  as  soon  as  life  is  out  of  the  body  decay  commences. 

Q.  (by  Mr,  McIrUire),  Take  it  where  the  hog  is  killed  or  trampled  to 
death  in  the  cars,  how  long  should  you  state  it  would  be  before  it  would 
be  extremely  offensive  1  ^.  I  should  judge  it  would  n't  be  more  than 
ten  or  twelve  hours.  It  might  be  a  shorter  time.  In  case  the  hog  is 
killed  amid  great  excitement  and  the  blood  is  left  in  the  body,  decay  will 
commence  very*soon.  % 

Q.  {by  Mr,  Derby),  You  are  one  of  the  citizens'  committee  %  A.  1 
baTe  acted  with  the  committee,  though  I  have  n't  been  to  all  the  meetings. 
Q,  (by  Mr,  McIrUire),  Is  there  anything  else  which  you  wish  to  add  1 
A,  The  only  thing  I  wish  to  say  is  in  regard  to  the  report  of  Professor 
Thompson  to  the  Joint  Commission  of  the  Harbor  Commissioners  and  the 
Board  of  Health.  He  ascribes  the  scents  in  Miller's  River  to  the  blood  in 
the  matter.  I  think  he  is  mistaken.  I  think  it  is  as  much  from  the  soup  ; 
for  as  much,  if  not  more,  soup  runs  in  there,  and  more  of  that  sulphide 
comes  from  soup  than  from  blood.  Blood  is  continually  running  in 
^re  from  Squire's  and  all  the  other  establishments,  notwithstanding  the 
cwe  they  take,  —  all  the  washings  of  the  houses,  and  the  drippings  from 
^0  bogs  where  they  are  hung  to  cool,  go  into  the  sewer,  and  contain  a 
considerable  amount  of  blood.  The  only  difference  between  Squire's 
J^ew  and  old  system  is  that  now  the  soup  is  conducted  into  the  gutters 
which  open  into  the  drain.  Formerly  it  went  through  the  floor.  The 
lewer  is  the  river.      The  soup  is  emptied  into   the  same  place  and 
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will  go  into  the  drain.  I  have  had  occasion  several  times  to  analyze  this 
soup,  and  found  that  it  contains  from  six  to  ten  per  cent  of  solid  matter. 
It*has  lost  its  power  of  gelatinizing,  and  they  don't  clarify  it.  It  is 
strained,  but  not  clarified.  The  solid  matter  cannot  be  all  taken  out  by 
any  process  now  known.  It  can  be  purified  and  dried  and  made  into  an 
inferior  quality  of  glue,  and  the  matter  separated  from  it  can  be  easily 
dried.  The  soup  cannot  be  dried,  as  it  gums  up  the  apparatus.  I  be- 
lieve they  have  had  a  full  experience  with  that  at  the  Abattoir. 

Q.  {by  Mr,  Mclntire),  Mr.  Munroe  made  a  comparison  between  com- 
mon sewage  and  this  matter  which  nms  into  the  scalding-tank,  and 
some  question  was  made  whether  he  took  a  fair  test  of  sewage  to 
make  a  comparison  with.  Have  you  seen  the  table  of  the  State  Board 
of  Health  Report,  1873,  p.  65,  and  if  so,  state  whether  you  think  it  is  a 
fair  test  to  make  %  A,  1  should  think  it  is  an  entirely  fair  test  to  make, 
except  for  one  thing,  —  that  sewage  taken  there  is  not  such  as  very 
largely  runs  into  the  ordinary  sewers,  because  it  has  more  salt  water  in 
it  than  sewage  generally.  He  took  a  case  extremely  favorable  to  the  es- 
tablishment. I  would  like  to  make  a  little  comparison  here  myself 
This  sewage  from  Broad  Street  contains  albuminoid  ammonia  -f^  of  one 
part  in  a  hundred  thousand.  The  soup  that  we  examined  averages  about 
one  per  cent  of  albuminoid  ammonia,  which  must  be  all  albuminoid  am- 
monia, —  that  is,  albuminoids  capable  of  yielding  ammonia.  While  the 
worst  sewage  in  this  table  contains  y^%  of  one  part  of  albuminoid  ammo- 
nia, this  soup  contains  a  thousand  parts.  There  is  little  difference  in  the 
strength,  —  that  would  make  that  soup  more  than  a  thousand  times  as 
bad  to  run  into  a  drain  as  ordinary  sewage  is. 

Q,  (by  Mr,  Derby).  That  is  to  say,  a  thousand  times  more  ammonia  1 
A,   A  thousand  times  more  ammonia. 

Q,  (by  a  member  of  the  Board).  Did  you  speak  of  the  water  or  the 
mud )  A  I  spoke  of  the  worst  sewage  in  this  table  as  compared  with 
the  sou  pi  The  soup  which  has  putrefied  on  the  flats  has  a  peculiar  odor 
entirely  distinct  from  the  odor  of  ordinary  sewage,  —  it  has  a  kind  oi 
cooked  smell,  if  I  may  be  allowed  to  use  the  term.  There  is  undoubtedly 
sulphuretted  hydrogen  in  it. 

Q.  (by  Mr.  Mclntire).    What  do  you  think  would  bo  tl^p  effect  of  these 
gases  on  the  sewer  1     Would  they  be  dangerous]     A.  When  the  sewer  is 
backed  up  by  the  tide  it  would  be  kept  filled  with  this  matter  from  the 
slaughter-houses,  the  mouth  of  the  sewer  would  be  sealed  up  tight,  and 
the  gases  from  it  would  be  apt  to  pass  into  the  houses,  and  would  affect 
everything  along  the  line.     The  trap  would  not  totally  prevent  it.     The 
gases  must  have  some  vent  when  the  tide  backs  up,  else  they  will  bursts 
the  sewer.     If  the  sewer  was  perfectly  tight,  the  tide  backing  up  would- 
cause  the  gases  to  keep  continually  generating  and  expanding,  and  tho 
tide  backing  up  would  tend  to  force  the  gases  out.     It  is  a  different  prob^ 
lem  from  that  of  a  sewer  running  into  an  ordinary  river. 

Q.  (by  Mr,  Mclntire).  Do  you  understand  the  process  of  purifying 
the  scalding  water  carried  on  there  1    A    I  do. 

Q.  Tell  us,  if  you  please,  about  how  the  matter  is  precipitated  int^> 
the  bottom  of  the  scalding-tank,  and  how  they  used  to  pour  it  off  before  ^ 
A  As  I  understand  it,  they  stirred  it  all  up  and  run  it  into  the  river.  X 
don't  know  how  much  they  stirred  it  up.  I  asked  several  persons,  who 
said  there  never  was  much  of  anything  left  in  the  tank.     This  process 
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depends  mainly  on  the  coagulating  power  of  blood.  It  might  bo  sup- 
posed that  in  bleeding  hogs  into  the  tanks,  this  blood  would  precipi- 
tate the  matter  in  the  tank ;  but  if  you  will  think  a  moment  you 
will  see  that  this  blood  is  immediately  coagulated  as  it  falls  into  the 
tank.  The  scalding  temperature  is  140^.  The  blood  forms  a  con- 
siderable part  of  this  sediment.  If  they  are  in  a  hurry  to  purify  the 
tank,  they  cool  it  down  by  putting  in  a  quantity  of  ice.  The  serum  is 
then  run  in.  A  small  quantity  of  charcoal  is  previously  sprinkled  over 
the  top  of  the  tank,  then  the  serum  of  the  blood  is  run  in,  about  one  half 
to  three  fourths  of  a  barrel.  The  tank  is  gradually  raised  to  a  boiling 
heat,  and  the  serum,  being  thoroughly  mixed  through  the  tank,  entangles 
the  solid  matter  in  it,  and  it  all  rises  to  the  surface.  It  is  then  skimmed 
off.  It  will  then  average  fh>m  two  to  three  barrels.  I  am  speaking 
merely  of  the  method  of  purifying  that  tank.  It  is  generally  purified 
after  a  thousand  hogs  are  killed.  Some  purify  once  or  twice  a  day,  some 
ofiener.     This  process  is  now  in  use  at  Boy n ton's.  North's,  and  Squire's. 

Q.  Do  you  understand  that  this  method  removes  all  the  insoluble  or- 
ganic matter  from  the  water  1^.1  think  it  does. 

Q,    How  many  barrels  have  they  used  1    A.   From  one  to  three. 

Q,  What  is  done  with  this  matter  1  A.  At  North's  it  goes  into  the 
drier,  and  at  Bovnton's  it  goes  into  the  drier.  What  is  done  with  it  at 
Squire's  I  don't  know. 

Mr,  Miizzey,    It  is  sent  away  to  the  manure-heap. 

Member  of  the  Board.  There  is  from  a  half  to  three  quarters  of  a  bar- 
rel of  blood  put  in.  Is  that  contracted  by  the  scalding  process,  so  that  it 
would  measure  out  less  than  it  measures  in  1  A,  The  coagulum  is  only 
eight  or  ten  per  cent.    I  speak  now  of  the  coagulated  matter  in  the  serum. 

Q,  {by  Mr.  Derby).  What  per  cent  of  water  is  there  in  the  serum  ?  A. 
I  think  it  is  between  eighty  and  ninety  per  cent  of  water. 

Mr.  Derby  (to  the  Board),  Gentlemen  will  understand  that  eighty  per 
eent  of  this  is  water. 

Wiineu.  The  blood  is  defibrinated  in  the  usual  way.  It  is  stirred 
until  it  is  defibrinated.  If  the  scalding-tank  is  alkaline,  they  add  a  little 
idd. 

Q.  (by  Mr.  Melntire).  Have  you  seen  the  samples  taken  by  Mr.  Mun- 
toe  from  the  scalding-tub,  and  if  you  have,  state  whether  you  think  they 
ir«  fiiir  samples  %  A.  1  should  judge  so  from  the  color,  but  I  should  not 
judge  they  were  fair  samples  of  what  is  run  off  into  the  basins,  because 
tbey  were  taken  before  it  was  settled ;  in  other  words,  it  would  give  now 
^  hr  more  favorable  sample.  * 

Cross-Examination. 

Q.  (by  Mr.  Derby).  If  the  water  is  taken  out,  and  the  soup  used  three 
^  four  times  over,  is  n't  the  water  materially  diminished  1  If  the  soup 
^•iwmfied  three  or  four  times,  would  n't  the  water  be  much  less?  A.  I 
^ink  you  are  mistaken  in  regard  to  what  you  call  the  soup.  I  don't 
iinderstand  what  you  mean  by  purifying  soup.  Isn't  it  the  scalding 
**ter  that  you  speak  of  1  [Mr.  Derby.  It  is.]  If  the  scalding  water  is 
^'^•ted  by  this  process,  it  would  not  be  much  worse  than  the  ordinary 
•ewage. 

Q.  I  wish  to  know  if  the  water  is  used  three  or  four  times,  whether 
nuisance  is  diminished  1  A,  It  is.  I  regard  this  process  as  a  very 
ratt  improvement. 
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Q.  You  know  of  no  process  by  which  the  soup  can  be  clarifiedl  A,  I 
do  not;     I  should  be  very  glad  to  find  out  some  such  process. 

Q.  When  you  met  at  Mr.  Hastings's  house  on  the  24th  of  September, 
you  went  down  to  the  works  1    A,   Yes,  sir. 

Q,  As  I  understand  you,  you  walked  some  distance  down  the  street. 
Was  the  wind  going  with  you '?    A.    It  was. 

Q»  And  you  perceived  a  very  strong  smell  at  the  house  from  which 
you  started  1     A,   We  perceived  a  pretty  strong  sm^ell. 

Q.  Describe  it  1  A,  It  would  be  very  difficult  to  describe  it.  The 
smell  seemed  to  be  a  compound  of  various  things. 

Q.  Like  sulphide  of  hydrogen  1  A.  It  was  more  like  the  rendering 
smell,  in  which  sulphide  of  hydrogen  is  not  distinguishable. 

Q,  As  you  walked  down  street  did  the  smell  grow  stronger  1  ^  It 
grew  stronger  as  we  got  nearer  the  works. 

Q,   You  were  no  very  great  distance  from  the  works  %    A,   Yes,  sir. 

Q,  As  you  approached  the  works,  on  the  outside  you  found  very  little 
smell  ]    A,   Very  little.     I  think  we  got  some  of  the  rendering. 

Q.  As  you  passed  along  in  front  of  the  building,  the  smell  graduaUj 
diminished )    A,   That  I  have  usually  found  to  be  the  case. 

Q.  As  you  passed  into  the  building  the  smell  you  distinguished  was 
that  of  rendering  ?    A.    It  was. 

Q.  Was  it  the  same  as  that  you  perceived  to-day  %  A,  It  is  the  ordi- 
nary smell  of  rendering  lard. 

Q.  A  little  sickening,  is  it  1  A,  It  is  very  sickening.  I  should  think 
it  veiy  disgusting  if  I  had  to  live  there  all  the  time. 

Q.  Is  n't  it  like  the  smell  of  boiling  beef  or  cabbage  %  A.  It  is  a 
more  vile  smell,  —  not  like  boiling  beef  or  cabbage. 

Q.  As  you  walked  on  into  the  quadrangle  you  were  out  in  the  open 
air?    A,   Yes,  sir. 

Q.   The  air  would  find  some  admission  from  the  basin  ?    A,   Yes,  air. 

Q.  Might  there  not  be  some  admission  of  air  through  the  windows  into 
the  yard  1    A.   There  might  be. 

Q.  Might  not  the  dock  smell  come  in  there?  A,  I  distinctly  per- 
ceived it. 

Q.  Is  it  not  possible  that  the  aggregate  of  smells  in  the  building  was 
increased  by  the  dock  smell )  ^.  I  don't  deny  that  it  might  have  been 
increased.     It  is  increased  according  to  your  location. 

Q.  Is  the  dock  smell  more  perceptible  in  the  moist  atmosphere  1 
A,   I  think  it  is. 

Q.  When  a  storm  is  approaching^  is  n't  it  the  case  that  the  dock  smell 
is  more  apparent  '^  A,  1  have  never  observed  the  state  of  the  barom- 
eter. 

Q.  Will  not  the  excrements  carried  down  in  a  sewer  furnish  sulphur  % 
A.   They  do. 

Q.  This  is  due  to  the  excrements  and  not  to  the  blood  1  A,  Yes. 
It  can  be  distinctly  seen  in  the  docks  here  in  Boston.  There  are  vessels 
painted  white  which  are  badly  blackened. 

Q.  Is  there  not  a  considerable  amount  of  animal  matter  carried  off 
into  these  sewers  ]  ^.  I  don't  know.  '  I  can't  speak  for  the  families  of 
others.     It  is  not  in  mine. 

Q,  You  have  observed  that  families,  on  account  of  carelessness  of 
housemaids,  find  it  necessary  to  have  a  strainer  in  the  sink  '{A,   I  have 
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noticed  that  many  times  iu  Cambridge  they  have  cesspools  in  which  this 
water  goes. 

Q,  Is  there  not  a  great  deal  of  matter  turned  into  the  sewer  from  dis- 
tilleries ;  for  instance,  is  n*t  the  discharge  from  Sortwell's  distillery  equal 
tcf^ 50,000  gallons  a  day  %  A.  1  should  judge  there  was  a  very  large 
amount  run  down  from  it. 

Q.  Is  there  a  very  large  amount  drained  into  the  sewer  and  the  Mil- 
ler's River  basin  from  Cambridge )  ^.  I  should  judge  there  was  a  veiy 
large  amount  drained  into  the  basin. 

Q.  Do  you  know  the  extent  of  the  water-shed  there  1  A,  Nothing 
but  from  the  report  of  the  members  of  the  Commission.  The  worst  sew- 
age drained  into  the  basin  is,  I  should  judge,  from  the  bleacheiy  in  East 
Cambridge.     That  would  tend  to  set  free  the  sulphide  of  hydrogen. 

Q.  Is  not  the  effect  of  that  collision  to  tend  to  generate  sulphide  of 
hydrogen  and  ammonium?  A,  It  is.  I  have  made  experiments,  and 
was  astonished  at  the  effect. 

Q.  It  was  tremendous,  wasn't  iti  A,  \  expected  a  very  strong  re- 
action at  once,  whereas  I  got  a  very  slight  reaction. 

Q,  Have  you  the  results  of  that  experiment?  A.  That  paper  was 
held  over  it  some  time.  I  held  that  over  the  mud  for  about  a  minute. 
By  strongly  stirring  it  I  could  get  a  very  strong  reaction. 

Q.  You  are  familiar  with  Robert  A.  Smith's  work  on  Disinfectants? 
A,  I  should  judge  it  is  as  good  authority  as  any.  Some  of  his  state- 
ments have  been  disputed  and  others  are  admitted. 

Q.    I  will  call  your  attention  to  the  92d  page  of  it :  — 

**  I  remember  going  with  Mr.  Ellerman  to  try  his  fluid,  which  was  at  that  time 
chloride  of  iron  only.  It  was  poured  on  some  very  disagreeable  substances  in  a 
town's  yard  in  Manchester ;  but  at  the  moment  the  disinfectant  touched  them, 
Uie  smell  became  overpowering.  Mr.  Ellerman  was  much  disconcerted.  The 
aecret  is,  that  strong  acid  substances  must  not  be  used.  Sulphite  of  soda  turns 
ODt  well  until  this  sulphurous  acid  begins  to  decompose.  A  similar  thing  occurs 
with  adl  sulphates  and  sulphites,  as  well  as  McDougall's  powder." 


Witness,  I  think  he  is  perfectly  correct.  Any  sulphide  or  sulphate 
coming  in  contact  with  decomposing  auimal  matter  is  in  its  turn  decom- 
posed. Sulphides  coming  into  contact  with  any  acid,  sulphydric  acid  is 
set  free. 

Q.  You  were  very  much  surprised  at  the  results  of  that  investigation  ? 
•i.  I  was  surprised,  because  I  thought  that  most  of  the  smell  came  from 
tbe  basin. 

Q.  Will  you  explain  how  it  is  that  on  one  side  of  the  quadrangle  there 
Aould  be  so  strong  a  smell,  and  on  the  front  side,  on  Gore  Street,  there 
^uld  be  no  smell  at  all  ?  A.  It  is  owing  to  various  things.  It  may  be 
^at  the  windows  are  not  open.  The  windows  in  the  head-room  do  not 
^n  on  to  Gore  Street  The  head-room  of  which  I  speak  occupies  only 
half  the  width  of  the  building. 

0.  Will  you  state  whether  or  not  a  greater  amount  of  these  gases 
^^^i  have  come  from  the  basin  and  been  blown  through  the  passages 
"ito  tbe  yard,  and  been  mainly  warded  off  by  the  building?  A,  I  think 
^t.  Gases  will  diffuse  against  the  wind.  They  will  not  be  blown 
gainst  the  wind,  and  will  not  work  as  fast  against  the  wind  as  with  the 
'^md ;  but  they  will  diffuse  in  every  direction.     This  diffusing  faculty  is 
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entirely  independent  of  the  vind.  Diffusion  maj  take  place  in  spite  of 
the  wind. 

Q.  When  you  walked  along  Gore  Street,  you  perceived  a  very  strong 
smell,  and  when  along  the  front  of  the  building,  you  perceived  little  or 
no  smell  1  A,  I  said  it  was  considerably  diminished  in  front  of  the 
building.  I  said  it  was  very  weak  just  at  the  door.  The  door  at  the 
back  of  the  building  was  closed.    It  would  be  protected  from  the  basin  also. 

Q,  But  when  you  came  into  the  yard  where  there  was  access  from  the 
basin  and  building,  you  found  the  smell  that  yen  perceived  before  1 
A,   Yes,  sir. 

Q.  You  perceived  it  at  Mr.  Hastings*s  house,  and  under  the  shelter  of 
the  building  you  did  n't ;  and  when  under  the  quadrangle  you  perceived 
it  again  1    A,   Yes,  sir. 

Q.  Do  you  know  whether  there  is  not  a  great  deal  of  manganese  in 
Miller's  River  t    -4.    I  don't  know. 

Q,  I  think  man^nese  is  mostly  imported  1  A.  Do  you  not  mean 
chloride  of  lime  t  [Mr.  Derby,  Yes,  sir.]  Chlorine  is  made  by  treating 
black  oxide  of  manganese  with  hydrochloric  acid ;  this  is  paissed  over 
quicklime,  which  is  so  converted  into  chloride  of  lime. 

Q.  What  would  be  the  effect  of  chloride  of  lime  getting  into  contact 
with  sulphuretted  compounds  1  Al,  It  immediately  destroys  the  smell. 
It  makes  one  of  the  most  thorough  and  complete  disinfectants. 

Q.  If  chloride  of  manganese  was  run  off  strongly  acid,  it  might  have 
a  different  effect  than  if  you  ran  off  chloride  of  lime  1  A.  Yes,  but  they 
don't  calculate  to  run  off  chloride  of  lime. 

Q.  Which  would  be  the  most  expensive]  A,  Chlorine  would  be 
the  most  expensive  in  this  country ;  but  I  do  not  know  which  is  used 
most  The  process  of  bleaching  is  to  decompose  a  solution  of  chloride 
of  lime  with  sulphuric  acid. 

Q,  Where  is  it  that  you  reside  t  ^.  On  Shepard  Street,  a  short  dis- 
tance below  Porter's  Station.  This  is  about  7,600  feet  from  Squire's  fac- 
tory. 

Q,  Have  you  observed  this  odor  at  your  house  1  A,  At  one  time  par- 
ticularly, last  summer,  I  observed  that  smell  at  that  place.  It  was  the 
same  hog  smell  I  spoke  of  it  next  morning,  and  observed  it  again  about 
six  o'clock  in  the  evening.  I  think  I  have  also  recognized  the  rendering 
smell  there.     The  dock  smell  I  have  got  several  times. 

Q.  I  understood  that  you  smelt  the  dock  smell  at  Boynton's  1  A.  It 
is  very  offensive,  and  we  get  it  at  any  of  those  places.  I  have  noticed 
the  dock  smell  at  Squire's  less  than  the  others. 

Q,  Did  you  notice  whether  you  got  any  of  these  odors  on  the  3l8t  of 
July  at  your  house  %  A.  1  noticed  nothing  on  that  d^\  It  is  only 
under  particularly  favorable  conditions  of  the  wind  that  I  get  the  smeU 
at  my  house. 

Q.  Have  you  ever  noticed  any  smell  from  Charles  River  ?  A,  Not 
from  the  river,  but  I  have  from  the  gas-bouse,  which  is  almost  directly 
south  from  Porter's  Station,  on  Charles  River. 

Q.  What  direction  is  the  Brighton  Abattoir  from  your  house  t  At  It 
is,  I  think,  almost  directly  south. 

Q.  Have  you  perceived  any  smell  from  the  Abattoir  %  A,  Never  per- 
ceived that  smell  at  my  house. 

Q.   Do  you  know  anything  of  the  soup  made  there  1    A,   Yes,  sir. 
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Q.  What  is  done  with  the  soup  there  t  A,  It  used  to  be  run  into 
the  river.  I  have  been  told  by  one  of  the  directors  that  it  is  barrelled  np 
and  sent  away.  When  I  last  saw  it  it  was  run  into  the  river.  I  have 
spoken  against  the  practice  at  that  place  several  times. 

Q,  How  lately  have  you  noticed  it  ?  A.  1  have  n't  been  there  for  a 
month  and  a  half  or  two  months.     It  was  then  being  nm  into  the  river. 

Q,  Have  n't  you  heard  complaints  in  Cambridge  of  the  smells  from 
the  Abattoir  %  A.  1  have  heard  complaints  of  smells  that  they  said  were 
from  the  Abattoir ;  I  examined  into  them  and  found  that  people  could  n't 
distinguish  whether  they  came  from  the  Abattoir  or  from  the  bone-boiling 
establishment  of  Geoiige  Upton. 

Q.  Where'  is  Upton's  establishment  ?  A,  It  is  at  the  end  of  the 
Brighton  Bridge,  just  above  Riverside. 

Q,  Did  you  trace  these  smells  distinctly  to  the  bone-boiling  establish- 
ment ^  A.  I  only  mention  this  because  we  could  n't  establish  it  as  being 
from  the  Abattoir ;  I  was  led  to  suspect  this  from  the  fact  that  a  friend 
told  me  he  was  down  there  and  they  were  not  using  the  condenser,  but 
were  giving  out  bad  odors. 

Q.  Have  you  visited  any  of  the  bone-boiling  establishments  in  Somer- 
vllle  %  A.  1  have  visited  four  establishments  in  Somerville  and  found 
them  very  dirty.  There  is  one  in  Cambridge,  —  Reardon's,  —  which  is 
joBt  on  the  line. 

Q.  Have  you  seen  any  putrid  meat  and  grease  there,  and  does  n't  it 
contribute  to  the  bad  odor  in  the  air  1    A^   I  think  it  does. 

Q.  Would  n't  a  small  amount  of  putrid  meats  contribute  very  largely 
to  the  bad  odors  in  the  atmosphere  1    A,   I  should  think  they  might. 

Q.  Tlie  gases  which  they  evolve  go  directly  into  the  atmosphere  t 
A.  At  Reardon's  the  gases  evolved  go  into  the  atmosphere.  Lately  he 
has  made  an  unsuccessful  attempt  to  bum  them. 

Q.  Are  you  familiar  with  O'Neil's  business  ]  A,  He  was  trying  to 
make  arrangements  to  biun  the  gases,  but  the  city  government  would 
not  allow  him  to  do  so,  and  he  is  now  going  on  with  his  old  business  and 
making  a  nuisance. 

Q.  How  is  it  with  Barry's  establishment  1  wi.  It  is  as  dirty  a  place 
as  I  ever  was  in.  It  is  just  back  of  Lincoln  &  Chamberlain's.  He  does  not 
slaaghter,  but  tries  out  matter,  some  of  which  must  be  putrid. 

Q.  Do  you  know  any  places  in  Boston  for  trying  out  grease  1  A.  None 
except  Ward  &  Co.^  whose  particular  business  is  to  take  off  the  dead 
korees  and  collect  the  bones  from  the  markets. 

Q.  Is  n't  the  boiling  of  bones  very  largely  donel  A.  I  think  we 
oould  find  none  who  would  acknowledge  boiling  out  more  than  once  a 
veek,  except  Reardon. 

0.  If  their  materials  are  taken  out  there  and  remain  a  week  before 
'filing,  would  n't  it  add  very  much  to  the  badness  of  the  atmosphere  1 
^  The  scraps  putrefy  very  rapidly,  and  if  it  had  been  kept  in  the  city 
several  weeks  it  would  be  worse. 

Q.  Would  not  the  proportion  of  gases  be  greatly  in  excess  of  those 
from  fresh  lard  ?    A.    It  wouM  be. 

0.  In  what  proportion  1  A.  1  can't  give  the  exact  proportion.  There 
^  oonnderable  difference.     I  should  call  it  a  large  one. 

Q.  You  spoke  of  animals  dying  in  the  city  and  being  carried  to 
^Md's  establishment;  do  you  know  the  number?    A,   Only  so  far  as 
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has  been  stated  before  this  Board.  It  has  been  stated  here  that  up- 
wards of  two  thousand  horses  a  year  have  died  from  natural  and  un- 
natural causes.     Some  are  killed  and  some  die  from  disease. 

Q.  Were  you  aware  of  the  fact  that  in  the  city  of  Liondon  there  are 
1680  slaughter-houses  in  the  thick  part  of  tlte  city  1  A,  I  am  not  aware 
of  that  fact,  but  I  am  aware  of  the  fact  that  there  is  great  complaint  of  the 
slaughter-houses  in  London. 

Mr,  Derby  (to  the  Board).  Wo  have  a  Report  of  the  Board  of  Public 
Works  of  London  to  that  eflfect,  which  we  received  by  the  steamer  "  Mara- 
thon/' and  will  file  it  in  the  case  at  the  proper  time. 

Q.  (by  Mr,  Derby).  Do  you  find  any  alcohol  in  the  soup  %  A.  I  do 
not,  but  from  investigations  of  other  chemists  it  has  been  rendered  slightly 
probable  that  there  is  a  slight  amou^nt  in  the  flesh.  There  is  acetic  acid,* 
which  is  an  analogous,  being  formed  by  the  oxidation  of  alcohol. 

Q.  Did  you  find  any  of  this  matter  by  analysis  that  contained  more 
than  three  per  cent  of  solid  matter  1  -4.  I  never  found  any  less  than 
seven  per  cent.  I  have  n't  seen  any  that  contained  as  little  as  three  per 
cent. 

Q.  State  whether  in  the  great  cities  —  London,  for  instance  —  you  did 
not  find  that  the  sewers  are  not  protected  by  traps,  and  that  such  articles 
as  this*  soup  arc  permitted  to  go  through  them,  and  if  they  are  not  thus 
protected  ]  A.  1  suppose  they  are.  The  houses  are  protected  by  char- 
coal filters,  but  I  know  there  has  been  a  great  deal  of  complaint  from  the 
backing  up  of  the  tide  and  other  causes.  You  can't  pick  up  a  scientific 
journal  from  London  without  there  is  something  in  it  about  the  pollution 
of  the  river. 

Q.  You  have  exhibited  some  of  the  papers  that  have  been  tried  ;  sup- 
pose you  tried  the  experiment  in  your  kitchen,  would  n't  you  get  some 
discoloration  '\  A.  1  should  think,  from  what  I  have  read  at  this  investi- 
gation, that  it  might.  Fresh  meat  will  give  off  sulphides  of  ammonium 
and  hydrogen. 

Q.  Take  roast  beef,  for  instance  %  A.  1  should  suppose  that  sulphide 
of  ammonium  would  bo  given  off  from  roast  beef,  because  the  meat  is 
partially  boiled.  It  is  steamed  inside,  not  roasted,  which  is  about  the 
same  as  being  boiled. 

Q.  (by  a  member  of  the  Board).  How  much  solid  matter  did  you  esti- 
mate was  in  the  soupl  A.  There  are  3,600  pints  a  day,  or  450  gallons, 
the  weight  of  which  is  10  pounds  the  gallon,  and,  ten  per  cent  being  solid, 
would  make  the  solid  matter  450  pounds. 

Q.  (by  a  member  of  the  Board).  How  much  matter  did  you  say  there 
was  from  each  hog  ]  A.  The  only  estimate  I  made  was  that  there  were 
three  pints  from  each  animal  slaughtered.  The  soup  weighs  nearly  ten 
pounds  to  the  gallon,  and  is  from  eight  to  ten  per  cent  solid  matter. 

Q.  (by  Dr.  Derby).  Did  you  state  in  your  direct  examination  in  regard 
to  the  quantity  of  soup  to  each  hog  1  A.  I  did,  and  gave  it  at  about  three 
pints  to  each  hog. 

Q.  You  spoke  of  the  gluey  portion  ;  can  it  be  separated  by  any  chemi- 
cal process  1  -4.  I  have  made  a  great  many  experiments,  but  so  far  they 
are  almost  all  complete  failures.  The  glue  can  be  manufactured  into  a 
very  good  article  if  not  allowed  to  decompose. 
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Q.  If  it  could  bo  severed  by  chemical  experiments,  it  can  be  made  a 
yaliiable  article  of  commerce  %    A,  1  think  it  can. 

Q,  {by  Dr.  Derby),  You  don't  agree  with  the  testimony  of  Mr. 
Munroe  1  You  think  his  estimate  a  little  large  1  What  is  your  estimate 
of  the  amount  of  solid  matter  1  A.  About  450  pounds  per  day,  or  2,700 
pounds  per  week  of  six  days.  I  think  that  estimate  is  very  low  for  this 
establishment. 

Q.  {by  Mr.  Webster).  What  would  be  the  effect  of  the  manner  in  which 
this  is  poured  out,  —  whether  it  would  be  in  a  position  to  undergo  an 
organic  change  and  diffuse  itself  in  the  atmosphere  more  decidedly  than 
if  it  was  poured  out  more  in  a  mass  ]  A.  In  Smith  on  Disinfectants, 
which  has  been  referred  to,  he  says  that  the  amount  of  water  has  a  large 
influence  in  inducing  decay.     I  had  always  thought  it  was  the  opposite. 

Q.  {by  Mr.  Derby).  Organic  matter  when  greatly  diluted  is  more 
prone  to  decay  than  when  concentrated.  If  I  understand  you,  this  soup 
has  a  greater  specific  gravity  than  water.  In  that  case  would  not  the 
Boup  go  to  the  bottom?  A.  Yes,  sir.  It  would  go  to  the  bottom  and 
be  exposed  on  the  flats.  I  have  seen  soup  there  upon  the  flats  that  I 
could  recognize.  It  is  very  rarely  thoroughly  skimmed,  and  you  can  see 
the  grease  floating  upon  it. 

Q.  {by  Mr.  Derby).  Don't  the  chemical  books  inform  us  that  water  is 
an  important  agent  in  disinfecting  substances  of  this  kind  1  A.  They  do 
to  some  extent,  but  you  will  find  also  that  they  say  that  water  tends 
to  induce  decay  in  many  cases.  In  Smith  on  Disinfectants  you  will 
find :  — 

*'  Water,  as  a  principal  agent  in  disinfection,  was  highly  appreciated  by  the 
ancients,  and  the  most  violent  exertions  of  these  late  years  have  only  put  us  on 
a  level  with  the  provincial  towns  of  the  Koman  Empire." 

Then  he  goes  on  to  say  :  — 

**  The  fine  observer  on  the  Mediterranean  had  connected  the  departure  of  dis- 
ease with  the  warm  and  cheering  influence  of  the  sun,  although  it  was  always 
observed  that  the  warmth  and  moisture  of  the  south-wind  tended  to  corruption, 
wHich  was  reversed  by  the  invigorating  north-wind." 

Mr.  Derby.     1  have  done  with  your  witness. 

Mr,  Sharpies  subsequently  asked  leave  to  make  a  statement  as  follows  : 

1*lie  question  was  asked  me  by  one  of  the  members  of  the  Board  as  to 

^r\kti  was  the  influence  produced  by  diluting  this  soup.     I  recalled  at 

the  time  that  there  was  something  in  Smith  on  the  subject,  which  I 

^&VG  since  found.    It  is  on  page  123  of  Smith  on  Disinfectants,  published 

ill  1869.     It  is  as  follows  :  — 

• 

"  Although,  therefore,  water  is  a  wonderful  agent  of  purification,  it  is  also  an 
*|cnt  for  the  contrary,  because  it  causes  a  very  rapid  effervescing  decomposition 
<H  organic  matter,  and,  if  in  enormous  quantities,  it  sends  out  impure,  as  well  as 
P^i^i  gases  into  the  atmosphere.     It  is  for  that  reason,  apparently,  that  stagnant 

e'ols  are  always  dreaded  ;  and  for  the  same  reason  the  engineers  of  the  Board  of 
^th  long  ago  determined  to  remove  the  water  of  the  water-closets  out  of  town 
**<inickly  as  possible,  in  order  to  prevent  decomposition,"  etc. 

Q.  h  it  not  stated  that  it  is  only  when  the  water  becomes  thoroughly 
**turated  with  these  gases  that  it  gives  them  outi 
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WttTUM.    The  same  authority  also  says :  — 

<'  It  seems  impossible  to  prodoce  absolute  parity  of  surface  in  most  gases. 
When  it  is  saturated,  however,  it  begins  to  give  off  vapors  into  the  atmosphere, 
and  as  water  may  be  said  to  be  equal  to  a  porous  body  having  an  unlimited 
surfiice,  its  activity  is  great.  It  absorbs  oxygen  rapidly,  helps  it  to  oxidise  or- 
ganic matter,  sends  forth  carbonic  acid,  and  along  with  it  many  vapors,  into  the 
atmosphere,  and  intensifies  the  operation  to  such  an  extent  that  oodles  which  * 
would  have  lain  in  the  mass  for  years  undccomposed  are,  when  mixed  with  air  in 
a  moving  stream,  completely  rendered  invisible  in  a  few  days." 

Q.  But  it  must  be  first  saturated.  Would  it  not  take  some  time  to 
saturate  the  whole  tide  that  flows  into  the  basin,  some  fifteen  million 
tons  of  walcrl  A,  It  takes  but  very  little  of  some  of  these  compoimda 
to  saturate  water  and  produce  an  offensive  smell. 

Q,  {by  the  Committee).  Do  you  give  any  distinct  effect  of  light  on  the 
nauseous  vapors  that  float  through  the  airi  The  rendering  smell,  for 
instance ;  it  has  been  testified  here  by  all  that  this  smell  is  worse  in  the 
night,  and  yet  the  work  goes  on  through  the  day.  A,  I  think  I  could 
give  a  very  good  reason  why  the  smell  is  worse  in  the  night.  The  gen- 
eral habit  is  to  fill  these  tanks  about  six  o'clock  in  the  evening.  Then 
the  rendering  goes  on  continuously  through  the  night  In  the  morning 
they  commence  to  empty  them.  Sometimes  they  work  night  and  day ; 
but  generally  you  will  find  the  tanks  empty  during  the  day. 

Q,  {by  Mr,  Muzzey),  If  the  tanks  are  emptied  in  the  morning,  would 
not  that  be  the  time  for  the  most  intense  smell  1  A,  No,  sir.  It  is  most 
intense  about  eleven  o'clock,  when  the  tanks  get  thoroughly  heated  and 
then  blow 'off,  which  they  do  in  some  cases.  I  have  known  the  tight 
tanks  to  have  very  loose  safety-valves. 

Q.  But  you  have  not  noticed  it  about  the  open  kettles  at  Mr.  Squire's! 
A.    I  have  heard  of  it 

Mr.  Derby.     That  is  not  evidence. 

Q.  {by  Mr.  Muzzey).  Are  you  aware  that  they  have  taken  the  stop-cocks 
off  1    A.  \  know  they  have  taken  them  off ;  so  there  is  nothing  to  blow  ofil 

Mr.  Muzzey.     They  were  removed  for  that  reason. 

Q.  Well,  is  it  your  impression  that  this  rendering  odor  would  not  now 
exist)  A.  I  found  that  smell  yesterday  —  that  from  the  rendering-tanks 
—  from  the  close  tanks.     It  is  entirely  distinct. 

Q.  {by  a  member  of  the  Board).  What  would  be  your  impression,  tak- 
ing the  present  methods  of  doing  this  business,  as  to  this  smell  which  i^ 
found  at  a  distance )  Would  that  now  exist  1  A.  I  should  not  think  itt^ 
would  now  exist  if  the  water  from  the  Turner  apparatus  were  discharge(9- 
into  tide-water,  where  it  would  be  diluted  inun^iately  with  a  large  bod^" 
of  water. 

Q.    Do  you  know  how  often  the  water  is  discharged  from  this  Turfle^" 
apparatus  \    A.   1  should  suppose  it  was  constantly  flowing.     The  wate^r 
is  very  offensive.     I  have  had  occasion  to  manufacture  a  similar  article 
myself  in  trying  some  experiments;  and  I  find  thpt  if  it  is  diluted  witkB 
ten  times  its  volume  of  pure  water,  the  mixture  i^  verv  offensive. 

Q.    Did  you  ever  happen  to  know  of  one  of  the  close  tanks  being  blowti 
off  into  the  atmosphere  1    A.   No,  sir. 

Q.   Don't  you  know  that  they  are  nott    A.    No,  sir. 

Q.   What  are  the  contents  of  these  tanks  1    A,   I  cannot  estimate      .' 
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r  Q'   How  much  waate  matter  would  one  of  thom  produce  in  a  day) 
How  many  gallons  1    A,   I  cannot  say. 

TssTiMONT  OP  Dr.  Samuel  L.  Abbot. 

Q.  {by  Mr.  Mclntire),  You  are  a  practising  physician  in  Boston  1 
A.  Yes,  sir.  I  reside  at  90  Mount  Vernon  Street.  I  ha?e  practised 
since  1841,  and  have  had  my  office  there  about  twenty  years. 

Q.  I  would  ask  you  whethei*  at  your  house  on  Mount  Vernon  Street 
you  have  distinguished  any  of  those  odors  that  have  been  testified  to  by 
the  witnesses  here,  if  you  have  heard  them  testify,  or  any  odors,  the  past 
season?    A,   Yes,  sir;  within  the  past  two  seasons  of  1872  and  1873. 

Q.  Did  you  distinguish  the  nature  of  these  odors)  A,  The  odors 
which  I  distinguished  seemed  to  me  to  come  from  the  cooking  of  putrid 
meat.  That  is  as  near  as  I  can  describe  it.  They  were  not  always 
equally  offensive.  Sometimes  they  were  excessively  nauseous,  and  always 
▼ery  disagreeable. 

Q.  Do  you  know  anything  concerning  how  these  odors  have  •  affected 
individuals,  your  patients,  family,  or  yourself]  A.  The  way  in  which  it 
has  affected  my  family  has  been  to  wake  them  up  summer  nights,  and 
prevent  sleep  till  the  windows  were  shut. 

Q,  It  has  bad  the  same  effect  upon  yourself?  A,  Yes,  sir.  It  would 
wake  me  frequently;  almost  always  after  midnight,  between  that  and 
daylight. 

Q.  (6y  the  Chairman),  Will  you  describe  the  effect  upon  yourself? 
A^  I  would  like  the  opportunity  of  giving  a  history  of  it.  I  will  say 
that  in  the  summer  of  1872  I  first  began  to  experience  this  odor,  and  as 
J  have  already  said,  the  bad  smell  almost  always  came  after  midnight. 
Ab  I  sleep  on  the  south  side  of  my  hotise,  I  used  to  go  to  the  front  of  the 
house  when  the  windows  were  open,  to  see  if  the  scent  came  from  that  di- 
rection, and  always  found  that  it  came  from  the  northwesterly  direction  or 
northerly.  I  soon  came  to  the  conclusion  that  East  Cambridge  was  the 
source  of  this  bad  smell,  and  made  up  my  mind  that  it  was  a  smell  pro- 
duced by  what  is  called  the  rendering  process.  But  not  knowing  pre- 
cisely the  nature  of  what  was  going  on  tliere,  I  made  inquiry  and  found 
that  there  was  the  rendering  process  carried  on  in  those  great  establish- 
ments in  East  Cambridge.  Night  after  night  during  the  hot  weather  of 
the  summer  of  1872  my  sleep  was  disturbed  in  that  way.  More  than 
ooce,  going  to  bed  with  the  thermometer  in  my  chamber  at  80°,  I  have 
waked  up  and  been  obliged. to  close  all  the  windows,  front  and  back, 
because  of  this  foul  ^ench.  It  was  impossible  to  sleep  with  the  windows 
open.  I  have  had  the  same  experience  the  present  season.  It  was  not 
confined  to  myself;  other  members  of  the  family  have  perceived  the  same 
odor.  I  think  that  on  the  first  occasion  this  year  I  was  woke  up  at  about 
two  o'clock  in  the  morning,  and  was  awake  most  of  the  time  until  nearly 
six.  The  smell  was  unquestionably,  as  far  as  one  can  judge  of  a  smell, 
one  of  bad  meat,  more  or  less  decomposed,  which  was  undergoing  some 
process  analogous  to  cooki^ig.  This  summer  I  have  had  occasion  very 
frequ^itly  to  drive  over  to  East  Cambridge  on  professional  business,  and 
I  have  passed  the  establishment  of  Mr.  Squire  I  should  certainly  say  forty 
times  during  the  months  of  August  and  September,  and  I  recognized,  when 
I  came  near  it,  the  same  smell  that  had  disturbed  me  at  night,  but  not  so 
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strong,  nor  was  it  generally  so  offensive.     It  was  n&ized  with  other  odors 
in  the  vicinity,  which  I  could  separate,  I  think,  distinctly  from  this  one. 
When  the  tide  was  out,  and  the  hed  of  the  Miller's  River  basin  was  un- 
covered, of  course  that  powerful  stench  was  very  noticeable  that  proceeds 
from  that.     But  when  the  tide  was  up,  and  the  mud  was  covered,  I  could 
distinguish  the  old  smell  without  the  admixture  of  the  dock  smell.    Then 
again  I  would  sometimes  simply  get  the  smell  of  hogs.    It  was  not  so  prom- 
inent as  the  other  odors,  but  it  was  quite  strong.    I  am  satisfied  that  the 
smell  which  I  noticed  in  driving  by  Mr.  Squire*s  establishment  was  the 
same  in  character  as  that  which  has  disturbed  me  at  night,  and  I  took 
particular  pains  in  driving  by  to  notice  the  direction  of  the  wind,  to  see  if 
I  was  at  the  leeward  of  Mr.  Squiro*s  establishment.     I  found  that  when 
we  had  noticed  it  the  wind  was  in  the  direction  to  bring  any  ill  odor  that 
might  be  about  the  establishment  towards  me.     If  the  wind  was  in  the 
other  direction  I  did  n*t  notice  it.     I  am  satisfied  in  my  own  mind  that 
Mr.  Squire's  establishment  is  one  of  those,  at  any  rate,  that  produced  this 
odor.    I  don't  pretend  to  Siiy  he  is  alone.     GeneraJly  at  Medford  Street, 
as  I  drive  toward  Medford,  I  do  not  notice  it  particularly.     I  have  heard 
complaints  from  my  neighl)ors  of  these  gases.     I  remember  last  year  a 
gentleman  who  lives  in  Louisburg  Squai'c  asked  me  if  I  had  noticed  a 
horrid   smell   the  night  before,  and   if.  I   could   imagine  what  it  was. 
He  said  it  smclled  like  cooking  meat.    I  asked  him  if  he  had  never 
noticed  it  before.     He  said  ho  had  not.     I  said  that  I  had  noticed  it  a 
great  many  times.     I  saw  a  gentleman  who  lives  on  Chestnut  Street  who 
told  me  he  had  frequently  been  obliged  to  shut  his  windows  at  night  on. 
account  of  the  nauseating  smell,  which  he  descrilied  as  very  much  like  tho 
cooking  of  offensive  meat.     In  the  latter  part  of  the  summer,  one  mom — 
ing,  I  was  passing  a  house  at  the  foot  of  Mount  Vernon  Street,  betweeim. 
Charles  and  Brimmer,  where  I  had  a  patient  whom  I  had  been  attendin^^ 
several  days,  and  whom  I  had  left  the  day  before,  well  as  I  thought.     A^m 
I  passed  the  house  ho  was  sitting  at  tm  open  window  of  the  lower  storjr— 
I  asked  him  how  he  did,  and  his  mother  came  and  told  me  that  he  has3i 
been  quite  sick,  vomiting.     I  asked  what  he  had  eaten,  and  his  mothesr 
replied,  *'  Nothing  but  the  most  simple  food,"  and  I  was  satisfied  thm^ti 
nothing  that  he  had  eaten  could  have  occasioned  this  nausea  and  vomitin^* 
Shc  then  said  that  it  was  during  the  night  that  he  vomited,  and  added  tha.t; 
she  was  also  affected  in  the  same  way.     I  then  asked  her  if  she  were  well 
when  she  retired,  and  she  replied,  "  Yes."     I  could  not  discover  any  cau0e 
for  the  complaint,  and  she  could  not  tell  of  any.     Said  I,  "  Did  you  small 
anything  bad  in  the  night] "    **0  doctor,'*  said  she,  "yes,  an  awful  smell 
came  into  my  windows.     I  don't  know  what  it  could  have  been."     Th^t 
was  the  night  I  had  been  waked  up  by  this  stench  from  East  Cambridgo- 

Q.  {by  Mr,  Derby),  Did  you  have  the  date  in  your  mindt  A.  I 
think  I  could  determine  it  by  looking  at  my  book  of  charges  for  profes- 
sional attendance  at  that  house. 

Q.  If  you  have  it  we  would  like  to  have  it.  A.  I  am  not  sure  that  i* 
was  the  very  next  day  after  I  ceased  my  attendance  to  this  house  or  tho 
day  after  ;  but  it  was  within  a  day  or  two.  I  had  my  own  opinion  as  t^ 
the  cause  of  this  nausea.    I  know  that  the  nuisance  is  an  intolerable  on6» 

The  Chairman,  Did  you  ask  her  in  regard  to  the  time  when  this 
nausea  came  on  in  the  night  ?  A,  1  don't  remember  that  I  did.  I  should 
say  that  generally  this  bad  smell  has  come  about  midnight  or  afler. 
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Q.  (by  Mr,  Mclntire),  Did  you  satisfy  yourself  whether  this  nausea 
was  the  consequence  of  the  smell  by  the  time  that  it  happened  1  A,  No, 
sir,  I  did  not.  I  think  I  could  determine  that,  though.  I  did  n*t  know  I 
was  to  testify  until  this  morning. 

Q.  {by  Dr,  Derby),  Was  this  the  same  night  you  had  experienced  it 
at  your  own  house  ]  A,  Yes,  sir.  I  know  that  a  delicate  person  would 
be  more  annoyed  than  I  would  he,  I  know  ladies  of  my  family  were  dis- 
tressed with  it.  As  I  say,  I  have  been  obliged  always,  when  woke  up  by 
this  odor,  to  shut  up  the  windows  and  keep  them  closed  until  morning. 
Then,  again,  I  would  say  in  passing,  that  I  am  one  of  the  physicians  of 
the  Massachusetts  General  Hospital.  The  superintendent  of  the  Hospital 
told  me  that  he  had  to  close  the  windows  of  the  wards  of  the  institution 
in  the  night  to  keep  out  the  stench  that  came  from  East  Cambridge. 
This  particular  smell  he  had  noticed  very  badly.  The  superintendent  I 
refer  to  resigned  last  year. 

Q.  (by  Mr.  Muzzty),  You  refer  to  Doctor  Shaw  1  A.  Yes,  sir.  I  should 
say  that  once  this  summer  I  perceived  it  quite  strong  in  the  evening.  I 
have  often  complained  to  a  member  .of  the  Board  of  Health  of  this 
nuisance,  and  he  says  it  is  of  no  use  unless  I  specify  some  individual  as 
being  responsible.  On  this  occasion  I  noticed  the  smell  in  the  evening, 
and  I  went  down  at  nine  o'clock  on  Cambridge  Bridge  and  stood  for  some 
time,  the  tide  being  up  so  that  the  flats  were  covered.  It  was  unmistak- 
able that  the  smell  came  from  East  Cambridge.  In  driving  over  to  East 
Cambridge  I  had  no  personal  feeling  against  Mr.  Squire. 

Q,  Which  of  the  bridges  did  you  stand  uponi  A,  West  Boston 
Bridge.  I  took  particular  pains  to  drive  aroun4  the  large  establishment 
which  I  suspected  to  be  Mr.  Squire's  as  I  saw  his  name  on  the  door.  I 
satisfied  myself  that  this  establishment  produced  a  smell  identical  in 
character  with  the  one  which  disturbed  me  that  night,  and  that  that 
establishment  was  the  one  that  produced  the  trouble. 

Q,  You  didn't  go  over  to  it  that  evening  1  A,  No,  sir.  In  driving  over 
Cambridge  Bridge  during  the  day,  I  remember  noticing  a  very  intense  odor 
from  that  direction  when  the  tide  was  up  and  covered  the  flats.  I  don't 
know  that  I  have  any  other  facts  to  communicate  except  that  I  can  refer 
to  two  other  persons,  one  living  on  Mount  Vernon  Street  and  the  other 
on  Charles  Street,  who  told  me  they  had  some  trouble,  and  had  to  shut 
their  windows  repeatedly  on  account  of  this  very  bad  odor.  Most  of  the 
people  in  my  neighborhood  are  away  in  the  summer  season,  but  I  am  in 
town  most  of  the  summer,  so  that  at  the  time  when  this  is  most  disagree- 
able and  obnoxious  the  people  who  would  be  exposed  are  absent. 

Q,  {by  Mr.  Mclntire),  Do  you  remember  the  streets  you  passed  in 
going  to  Medford  1  A,  In  going  to  Medford  I  follow  the  track  of  the 
Somerville  Horse  Railroad.  It  goes  to  the  right  of  the  basin,  and  I  turn 
off  at  Medford  Street. 

Q.  To  the  north  of  the  basin  1  A,  Yes,  sir ;  the  establishment  is 
toward  the  south. 

Q,  Have  you  always  been  that  wayl  A.  Always,  with  the  exception 
of  this  time  when  I  wont  on  the  other  side  of  the  basin  to  see  about  this 
establishment 

Q.  When  you  passed  on  the  other  side  you  distinguished  that  smell  1 
JL    It  was  not  very  noticeable  that  day ;  my  object  in  going  around  in 
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that  direction  was  for  the  purpose  of  determining  the  source  of  the  smell 
that  day,  to  determine  whose  establishment  it  was.  I  knew  the  direction 
from  which  it  came,  but  I  was  not  sure  it  was  from  Mr.  Squire's. 

Q.  You  say  the  tide  has  been  up  in  these  basins,  and  that  you  have 
smelled  the  odors  at  that  time?  A.  Yes;  but  nothing  like  as  strong 
as  it  is  at  night.  I  distinguish  perfectly  between  the  dock  and  the 
rendering  smell. 

Q,  You  think  it  was  not  the  dock  that  furnished  that  smell  t  A.  Yes, 
sir. 

Q.  Were  there  any  other  symptoms  than  the  disagreeable  feeling  men- 
tioned by  other  people  1  A,  No,  sir.  People  have  said  if  it  were  allowed 
to  go  on  they  would  be  sick.  It  is  almost  as  much  of  a  nuisance  as  if 
you  had  a  dead  cat  in  the  house. 

Q.  Does  not  the  loss  of  sleep  affect  tHe  physical  system  1  A.  WeH, 
of  course  it  affects  the  system  very  seriously,  and  if  not  preyented  it 
would  produce  yery  serious  depression  of  course. 

CroM'Fxamtnatum. 

Q,  {by  Mr.  Derby),  How  many  times,  sir,  during  the  past  summo*, 
have  you  been  disturbed  in  the  night  by  this  offensive  odor)  A,  I  don't 
know.     Perhaps  six  or  eight  times. 

Q,  When  you  passed  by  Squire's  establishment,  you  passed,  as  I  un- 
derstand, on  the  opposite  side  of  the  basin ;  a  distance  of  five  or  six 
himdred  feet  from  the  establishment  ]    A    I  should  think  so. 

Q,  You  passed  along  the  shore  of  the  basin  1  A,  Yes,  sir ;  where 
they  are  filling  in. 

Q,  Did  you  notice  any  bone-boiling  establishments,  or  any  odor  froacB 
them  as  you  passed  along  1  A,  The  whole  neighborhood  is  so  offensive 
that  I  did  n't  undertake  to  analyze  all  the  ill  odors  in  that  vicinity.  X 
was  particularly  anxious  to  determine  the  source  from  which  this  otm^ 
smell  that  troubled  me  came.  There  is  only  one  smell  that  I  percei^"^ 
on  Mount  Vernon  Street,  and  that  smell  I  invariably  noticed,  when  I  Ai^ 
notice  it  at  all,  in  the  manner  that  I  have  stated. 

Q,  Well,  did  n't  you  find,  when  the  tide  was  up,  that  this  renderixi^ 
smell  was  very  much  milder  or  very  much  less,  not  so  pungent,  so  acri<i 
and  disagreeable,  as  at  low  water  ?  A,  Yes,  I  have  said  that  it  affect^ 
me  more  in  the  night  than  in  the  day. 

Q,  Was  it  something  like  the  simmering  of  meat  over  the  fire  1  A.  I^ 
was  like  the  boiling  of  meat  and  cabbage  in  a  house,  only  intensified  an^ 
aggravated.  It  suggested  to  me  the  idea  of  boiling  moat  that  was  putri<^ 
It  was  different  at  different  times. 

Q,  It  was  an  acrid  smell  in  Boston,  but  over  there  it  was  a  mil" 
smell  ?    A,   Yes,  but  it  was  of  the  same  character. 

Q.  So  mild  as  not  to  be  materially  offensive  ]  A.  It  was  positively 
offensive.     I  would  not  like  to  live  in  such  a  smell. 

Q.  But  it  was  very  decidedly  less  than  what  you  experienced  in  tb« 
night  1     -4.    Yes,  sir.     Decidedly  less. 

Q,  Are  you  able  to  say,  sir,  that  it  came  from  that  establishment^ 
You  are  aware  that  there  is  another  establishment  within  one  hundred 
and  fifty  feet  ]  -4.  I  know  there  are  others  in  the  vicinity.  I  can  otif 
say  I  experienced  it  on  the  opposite  side.  I  have  spoken  repeatedly  to  ^ 
member  of  the  Board  of  Health  on  the  subject,  and  always  received  th^ 
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reply  that  it  was  of  do  use  to  say  anything  unless  I  could  give  a  specific 
complaint.  I  was  very  particular  to  notice  the  direction  of  the  wind,  and 
satisfied  myself  that  I  was  directly  in  the  line  of  Mr.  Squire's  establish- 
ment when  I  perceived  this  odor.  I  noticed  at  other  times  that  when 
the  wind  was  towards  the  establishment  I  did  n't  perceive  it. 

Q,  Well,  how  often  was  the  wind  blowing  from  this  establishment 
when  you  passed  it  1  A,  I  cannot  say,  sir.  It  was  quite  frequently, 
more  often  than  now. 

Q,  But  you  did  taste  a  putrid  smell,  sir,  while  on  the  other  side  1 
Something  that  came  from  putrid  meat  "i  A,  1  did  n't  say  that.  I  said 
it  was  a  cooking  smell,  more  or  less  offensive ;  but  being  so  much  milder 
in  character,  it  had  n't  that  intolerable  smell  that  the  night  odor  had. 

Q,  As  I  understand  you,  you  state  in  your  direct  testimony  that  the 
smell  you  experienced  on  the  northerly  side  was  the  same  as  would 
come  from  the  boiling  of  putrid  meat  1  ^.  I  said  it  was  similar  to  the 
smell  which  I  perceived  at  night ;  but  being  so  much  milder,  that  par- 
ticular element  was  not  so  noticeable. 

Q.  Was  it  at  all  perceptible,  sir?  A,  I  cannot  be  sure  that  I  re- 
member that  the  putrid  element  was  marked.     I  don't  think  I  can. 

Q.  Well,  when  was  it  in  your  direct  testimony  that  you  said  you  ex- 
perienced the  putrid  smell  ?  A,  At  my  house ;  not  always,  but  some- 
time& 

Q,  Of  the  six  or  seven  times,  how  many  times  ^  A.  I  cannot  say.  I 
should  say  that  this  summer  1  don't  think  I  have  had  so  much  of  the 
putrid  smell  as  the  other. 

Q.  Then  I  understand  you  experienced  it  six  or  seven  times,  this 
^ell,  and  it  was  only  a  few  of  these  times  that  you  experienced  the 
putrid  or  pungent  smell  1  A,  Yes ;  but  at  all  times  it  was  nauseous 
and  disagreeable,  and  the  degree  of  disagreeability  was  variable. 

Q.  Was  it  at  all  like  the  smells  from  offensive  sewers  ?  A.  No,  sir. 
It  was  entirely  different. 

Q.   Was  that  mingled  with  iti    A.   No,  sir. 

Q.  You  thought  it  was  an  entirely  different  smell  that  you  experi- 
enced 1    A,   Yes,  sir. 

Q.  How  many  times  would  you  venture  to  say  that  you  experienced 
this  very  bad  smell  this  summer)     A.    I  cannot  say. 

Q.  Half  the  time  1  A,  Well,  I  cannot  say  definitely.  Perhaps  half 
the  time. 

Q.  Now,  can  you  fix  the  night  for  these  disagreeable  smells  ]  Can  you 
recollect  any  one  night  1    A,    No,  sir. 

<?.  Was  it  in  July,  August,  or  September  1  A.  In  August  and  Sep- 
tember I  perceived  it  the  most.  I  probably  can  fix  the  day  two  or  three 
times. 

Q.  Was  it  the  1st  of  August  that  you  experienced  one  of  themi 
A.    I  don't  pretend  to  say. 

Q.  Will  you  have  the  kindness  to  bring  us  the  dates  as  soon  as  you 
can  1*  A.    I  will.     I  may  be  able  to  fix  the  day  for  two  or  three  times. 

Q.  (by  a  member  of  the  Board),  You  said  that  you  had  sometimes  had 
the  dock  smell.  You  distinguished  the  putrid  from  the  dock  smell? 
A.   Yes,  sir,  distinctly. 

Q,  {by  Mr,  Derby),  Do  you  recollect  that  at  the  time  there  was  a 
disturbance  1  In  the  newspapers  there  were  notices  of  it  1  A,  Yes,  sir. 
I  wrote  the  first  article  myself.   . 
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Q.  Which  of  the  journals  did  you  fayor,  sirl  A,  I  wrote  my  com- 
municatiou  to  the  Transcript. 

Q.  That  was  the  day  after.  The  next  day,  I  thmk,  two  other  com- 
munications were  sent  in  1  A,  Yes,  sir.  One  was  signed  "  Chestnut 
Street,"  and  another  was  signed  "  Charlestown.** 

Q.  Did  you  write  any  other  article  on  that  occasion  1  My  impression 
is  that  I  wrote  an  article  for  the  Daily  Advertiser,  and  took  it  there ;  but 
it  was  not  printed  for  some  reason  or  other. 

Q,  You  can  give  the  dates  of  these  articles.  Was  it  on  the  31st  of 
July  'i    A.    1  think  it  was  after  that ;  but  I  don't  distinctly  remember. 

Q.  Let  me  ask  you  whether  it  had  any  effect  upon  your  door-plate  f 
A.  No,/  sir.  My  door-plate  is  a  glass  one.  I  saw  no  blackening  of  any 
plates  the  morning  afterward. 

Q,  How  recently,  sir,  was  the  last  smell  you  detected  1  A.  Well,  sir, 
since  we  have  begun  to  shut  up  o\ir  windows  at  night  on  the  north  side 
of  the  house,  I  should  say  we  had  not  noticed  it  for  six  or  eight  weeks. 
I  wish  to  say,  in  explanation  of  the  fact,  that  I  perceived  this  odor  on  the 
leeward  side  of  the  house,  where  I  sleep.  The  door  from  my  chamber 
opens  directly  into  a  chamber  on  the  other  side ;  and  therefore  I  have 
been  in  the  habit  of  keeping  the  windows  open  upon  the  front  side  of 
the  house,  in  order  to  have  the  air. 

Q,  Have  you  ever  experienced  any  bad  smells,  sir,  from  Charles  River 
flats  and  sewers  1    A    I  think  I  have. 

Q,  How  often  1  A,  Not  so  oft^n  as  these  others.  The  wind  was  in  8l 
different  direction,  and  the  smell  entirely  different. 

Q,  But  you  have  perceived  it  several  times  the  past  summer  1  A,  Yes^ 
sir.     That  was  almost  always  connected  with  the  time  of  the  tide. 

Q.   When  the  flats  are  bare,  or  nearly  bare,  then  on  that  side  whei 
the  drains  come  in  you  perceive  the  smoUs  ]    A,   Sometimes,  but  not 
often  as  this. 

Q,  I  would  ask  whether  any  one  has  been  made  seriously  sick,  ttfe.^ 
cause  of  whose  illness  you  could  confidently  ascribe  to  these  smells  ^ 
A,  Not  that  I  know  of  except  those  I  have  mentioned.  I  did  n't  pne- 
scribe  professionally  to  them. 

At  the  close  of  the  hearing  on  Friday,  December  6,  Dr.  Derby 
read  the  foUowing  communication :  — 

Decembers,  1875. 
Gentlemen  of  the  State  Board  of  Health  :  — 

I  And,  on  consulting  my  memoranda,  that  the  first  occasion  on  whicla^  I 
was  seriously  annoyed  by  the  East  Cambridge  "  rendering  "  smell  during 
the  present  year  was  on  the  early  morning  of  June  12.    It  was  on  tl:»^* 
day  I  saw  the  lady  and  child  whom  I  mentioned  yesterday  as  having 
been  effected  with  nausea  and  vomiting  during  the  preceding  night.      * 
learn  to-day  from  the  lady  in  question  that  for  three  consecutive  nighty 
namely,  on  the  9th,  10th,  and  11th,  she  and  her  husband  had  been  naii' 
seated  by  the  smells  complained  of,  having  been  awakened  by  it.     iSot 
knowing  the  source  of  it,  they  had  not  closed  their  windows  to  escape  i^ 
Afterwards  they  avoided  the  sickness  by  shutting  their  windows,  but 
with  very  great  discomfort  to  themselves  on  account  of  the  intense  heat. 
The  vomiting  occurred  while  the  house  was  filled  by  the  smell,  and  I 
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have  no  doubt  was  caused  by  it.  In  my  evidence  I  stated  that  in  the 
morning  in  question  I  was  kept  awake  from  two  until  six  a.  m.  I  find 
from  my  memoranda  that  I  should  have  said  from  two  until  four  a.  m., 
with  restless  sleep  afterwards. 

Very  respectfully,  your  obedient  servant,  S.  L.  Abbot. 

90  Mt.  VsBiroN  Street. 

P.  S.  I  am  unable  to  furnish  any  special  dates  of  the  occasions  on 
which  I  suffered  froia  the  nuisance  complained  of,  except  that  given 
above.  S.  L.  A. 

Testimont  of  Miss  Jennie  Arms. 

Q.  (by  Mr.  Mclntire).  Where  do  you  reside  1     A  At  Greenfield. 
Q.    Where  are  you  at  present  1    ^.    I  am  boarding  with  Mr.  Slocumb, 
on  Otis  Street,  between  Fourth  and  Fifth. 

Q.  How  long  have  you  been  there  %    A,  Since  the  30th  of  September. 
Q.   You  attend  school  in  Boston  ?    A,   Yes,  sir. 
Q,   I  will  ask  you  whether  you  have  distinguished  or  been  affected  by 
any  odors  while  at  Mr.  Slocumb's  house  %    A,    I  have. 

Q.  When  1    A.   One  night  between  the  20th  and  the  25th  of  October. 
I  cannot  tell  what  night. 

Q.  Will  you  please  state  the  effect,  and  describe  the  odor  %  A,  1  dis- 
tinctly remembef  the  odor ;  it  was  the  odor  which  arises  from  the  render- 
ing of  lard,  and  it  was  almost  insufferable.  The  room  I  occupied  had  an 
east  window  which  was  open,  and  opened  into  another  room  where  there 
was  a  north  window,  and  that  was  open.  I  dou^t  know  exactly  what 
time  of  night  it  was,  but  I  should  think  it  was  about  two  or  half  past. 
Q.  Was  this  odor  strong  1  A,  It  was  very  strong  indeed. 
Q.  How  did  it  affect  you]  A.  When  I  woke  up  I  was  sick,  had 
nausea,  and  did  n't  sleep  any  more  that  night.  In  the  morning  I  was 
quite  sick. 

Q.  Did  it  make  you  vomit  1    A,   Yes,  sir. 
Q.  You  had  n't  become  acclimated  to  it  1     A.    No,  sir. 
Q.  Did  it  cause  much  vomiting  during  the  night  1     A.    I  did  n't 
Tomit  during  the  night,  but  in  the  morning. 
Q.  Before  breakfast  1    A,   Yes,  sir. 

Q.  Have  you  been  affected  since  that  time  1    A,   Not  so  much.     I 
Wtb  not  vomited  since,  nor  have  I  been  affected  with  nausea. 

Q.  Have  you  smelled  any  of  these  odors  since  that  time  ?    A.   Yes, 
nr,  I  liave  smelled  them,  but  not  so  strongly. 
«*1       0.  How  often  %    A,    1  remember  one  night  when  I  smelled  it  quite 
iril    itrongly,  and  shut  the  window  down. 

^1       ^-  (^y  ^  Chairman),   Were-  you  able  to  go  to  school  the  same  day  ] 
^^1    A  Yea,  sir. 

^  V  I       ^'  ^^  ^'  ^^^y)-   ^^  y^^  know  where  the  bad  odors  came  from  that 
#1    you  perceived  that  night  1    A,    No,  sir,  I  do  not. 
^'1    .  9*  ^^^  ^^  °^  means  of  knowing  whence  they  came  *{    A,    1  could 


n^A 


JB^by'the  smell. 

?•  Where  do  yo ^^ 

«^  were  killed  and  fats  rendered. 


f^,  J       V.  Where  do  you  suppose  it  came  from  1  '  A,   From  any  place  where 
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Crost-Examination, 

Q.  (by  Mr,  Derby),  Can  you  fix  the  date  t  ^  No  nearer  than  be- 
tween the  20th  and  the  25th  of  October. 

Q,    Do  jou  recollect  what  day  of  the  week  it  was  t    A.   No,  sir. 

Q.   You  went  to  school  the  next  morning  afterward  1    A,   Yes,  sir. 

Q,    It  was  not  Saturday  1    A.    No,  sir. 

Q.  Nor  Sunday  ?  A,  It  was  some  one  of  the  first  four  or  five  days  of 
the  week. 

Q,  Do  you  know  which  way  the  wind  was  ^  A.  1  did  n't  rise  to  see 
which  way  the  wind  was. 

Q.  You  are  unable  to  tell  whether  it  was  northwest,  south,  or  westt 
Whether  the  wind  blew  in  at  your  window  %    A.   1  could  not  telL 

Q,   All  you  know  is  that  you  experienced  the  odor. 

Q,  (by  a  member  of  the  Board).  Was  this  open  window  on  the  north  side 
of  the  house  next  to  the  Squire  estalSlishmentI  A,  It  was  an  east  window 
in  my  room,  and  a  north  window  in  the  adjoining  room  ;  both  were  opea' 

Q,  Through  which  did  the  smell  come  ml  A.  I  don't  know  whether 
it  came  from  the  east  or  north. 

TlSnMONT  OF  JutYS   HUNTER. 

(?.  (by  Mr,  McItUire).  On  what  street  in  Cambridge  do  you  live  1 
A.  On  Winter  Street,  nine  hundred  feet  fix>m  the  reiMering  establish.- 
ment. 

Q,  How  long  have  you  lived  there )  A.  Sixteen  years  in  the  sao&e 
house. 

Q.  Do  you  know  anything  of  these  odors  t  A.  Yes,  sir ;  a  great  daasJ 
about  them. 

Q,  AVhat  odors  do  you  distinguish  1  A.  1  smell  the  odor  from  tbe 
tanks  and  also  the  odor  from  the  hogs. 

Q.  During  the  past  season  how  many  times  have  you  smelled  t"bo 
tanks  and  hogs?  A.  In  the  latter  part  of  July  I  smelled  it  vov7 
strongly.  It  was  very  warm,  and  I  left  my  windows  open  on  tto^ 
southerly  side,  and  the  odors  came  in  very  strong.  I  woke  up  about  t"*^^ 
o'clock,  and  felt  very  sick  in  bed.  Likewise  my  daughter  up  stairs.  *  ^ 
felt  very  sick,  vomited ;  had  a  very  heavy  dischai^e  in  other  respeo*^ 
and  my  daughter  was  affected  in  the  same  way. 

Q.  (by  tlie  Chairman).   Did  you  have  looseness  of  the  bowels  ]    A. 
sir. 

Q.  You  vomited  as  soon  as  you  awoke?     A.   Yes,  sir;  and 
daughter  was  afiected  in  the  same  way. 

Q,   How  long  did  that  attack  last  ?    A.  -About  three  hours. 

Q,   At  any  other  time  was  your  family  affected  1    A.   Yes,  sir. 

Q.  That  night  what  was  the  smell  you  distinguished  1  -4.  I  think.  ** 
was  principally  from  the  flats. 

Q,  Did  you  distinguish  any  other  odor  that  night?  A,  I  did  x** 
that  night,  sir.  In  the  latter  part  of  August,  one  Saturday  evening*  *- 
was  going  along  home  about  five  o'clock,  I  distinguished  a  peculiar  odo^ 
The  tilde  was  up  and  the  flats  were  bare,  with  the  exception  of  the  oiO- 
channel,  where  there  was  a  current  running  pretty  strong.  I  perceived  ^ 
small  current  under  the  piles,  and  it  had  the  color  of  milk,  and  the  sut^ 
face  was  covered  with  scum.     I  supposed  that  was  the  origin  of  tb^ 
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odor.  That  came  from  under  Mr.  Squire's,  and  I  thought  it  was  the 
emptying  of  the  scalding-tsoiks.  • 

<?.  Has  your  family  been  affected  by  the  rendering  odor  1  A.  Yes, 
sir.  They  have  had  sore  throats,  but  I  don't  know  as  they  have  had  any- 
thing else. 

Q.   How  often  %    A,   Three  or  four  times,  to  my  knowledge. 

Q,  Where  you  live  is  very  near  the  basin,"  is  it  not  ?  A,  It  is  within 
one  hundred  and  fifty  feet  of  the  basin. 

Q.  And  when  the  wind  is  right  you  get  the  basin  odor  as  strongly  as 
anybody  1     The  basin  is  between  you  and  Mr.  Squire  1    A,   Yes,  sir. 

Q.  Did  you  ever  send  your  daughter  into  the  country  1  A,  Yes,  sir ; 
because  of  the  effects  of  July  last. 

Q,    Do  you  get  the  hog  smell  at  your  house  1    A,   Yes,  sir. 

Q,  How  often  1  A,  Very  often,  indeed.  Almost  every  Sunday  morn- 
ing. 

Q.  Do  you  know  from  where  you  live  whether  the  operatives  are  at 
work  on  Sunday  or  not?  A.  It  has  been  the  practice  lo  work  there 
Sundays. 

Q.  {by  the  Chairman),  How  do  you  know  %  A,  \  have  heard  them 
killing  hogs,  and  have  seen  steam  come  from  the  boilers. 

Q.  You  speak  of  the  squealing  of  the  hogs )  Does  that  annoy  you  ] 
A,   Yes,  sir ;  but  not  so  much  as  it  used  to. 

Q,  Can  you  .hear  distinctly  the  squealing  of  the  hogs  when  they  are 
daughtering  ]    A,   Yes,  sir. 

Q,  What  do  you  mean  by  not  noticing  it  so  much  as  you  used  to  1 
A.   I  hear  it  as  often,  but  not  so  loud. 

Q.   But  every  Sunday  1    A,  Yes,  sir. 

Q,  {by  tlie  Chairmati).  You  were  sick  one  night  1  Whether  there  was 
anything  eaten  in  the  family  that  should  have  caused  it  1  Had  you  taken 
impure  food  or  engaged  in  any  business  that  would  have  caused  sickness  1 
-A,  No,  sir  ;  followed  my  usual  habits.  * 

CrosS'Fxamination, 

Q.  {by  Mr,  Muzzey),  You  testified  at  the  hearing  at  Cambridge  a  year 
ago!    A.   Yes,  sir. 

0.  Then,  you  remember,  you  attributed  to  the  dock  the  worst  smells 
you  experienced  %  Do  you  still  hold  that  opinion  1  A,  Yes,  sir.  The 
^ock  has  not  been  so  bad  since  it  has  been  filled  as  previously. 

C«  You  never  had  in  your  family  any  vomiting  from  the  rendering 
^11,  did  you  1  You  trace  the  effects  to  the  dock  smell  %  A.  1  attribute 
1^  to  the  dock  and  rendering  smells  together. 

Q,  The  night  your  family  were  sick,  did  n't  the  smell  come  from  the 
dockl  A,  I  have  no  reason  to  say  that  it  came  through  the  open  win- 
dows.   My  windows  were  open. 

Q.  And  the  wind  came  from  a  northeasterly  direction,  from  the  basin  ? 
^uld  not  you  tell  by  the  wind  coming  into  the  windows  from  which 
direction  it  came  1  Where  were  your  windows  1  On  the  front  side  of  the 
^0080,  facing  the  dock,  were  they  not  1    A.   Yes,  sir. 

0.  And  the  wind  came  through  these  windows  1     A,   Yes,  sir. 

0.  Well,  you  spoke  of  seeing  in  the  latter  part  of  August  a  milky 
>tream  coming  from  under  the  Squire  establishment  ]    Would  that  come 
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from  the  renderiug-tnnk  1  Would  it  be  what  is  called  soup  t  Was  it  like 
anything  in  these  bottles  1    A,   No,  sir. 

Mr,  Afiinroe,  I  have  understood  that  when  it  comes  in  contact  with 
the  air  and  water,  the  soup-liquor  becomes  milky. 

Mr.  Hunter.  I  think  it  was  the  same  thing,  like  the  settling  in  the 
bottom  of  the  soup,  or  the  white  scrap  at  the  bottom  of  the  scalding- 
tank. 

Testimony  of  Charles  E.  Meyer. 

Q.  (by  Mr.  Mclntire).  What  is  your  occupation  1  ^.  I  am  an  im- 
porter and  manufacturer,  —  an  importer  of  plate-glass,  and  a  manufac- 
turer  of  frames  and  mouldings. 

Q,  Where  do  you  reside]  A.  On  Third  Street,  opposite  the  Gore 
House. 

Q.  You  are  a  member  of  the  committee  of  citizens,  are  youl  A,  Yes, 
sir. 

Q.  Whether  any  of  your  family  have  been  troubled  at  your  house  with 
these  odors  1  A.  My  wife  and  my  daughter,  also  the  servant-girls  in  the 
house,  have  been  troubled  with  it. 

Q.   Which  of  the  smells  %    A.  The  rendering  smelL 

Q.  How  often  during  the  past  season  %  A.  It  has  been  very  frequent^ 
so  that  I  have  not  deemed  it  necessary  to  take  an  account  pf  it. 

Q.  How  did  it  affect  them  1  A.  Sometimes  it  produced  irritation  of 
the  throat,  and  very  often,  as  far  as  my  wife  and  daughter  are  concerned, 
it  has  made  them  almost  vomit,  so  that  they  would  rather  have  vomited 
than  remained  in  the  condition  in  which  they  were.  And  one  of  the 
servant-girls,  I  believe,  has  been  affected  once  or  twice  in  the  same  way  in 
consequence  of  these  odors. 

Q,  What  part  of  the  day  do  you  get  the  smell  from  the  rendering! 
A.  As  far  as  I  have  been  able  to  observe,  the  smell  commenced  at  six  or 
seven  o^clock  in  the  evening,  and  lasted  until  about  any  time  during  the 
night.  I  could  not  tell  how  long  or  how  far  into  .the  night,  because  we 
sleep  always  with  closed  windows,  because  it  is  unsafe  to  keep  them  open. 
We  have  kept  them  open  formerly,  but  during  the  last  two  or  three  years 
it  has-  been  impossible  to  keep  them  open  nights,  because  we  might  have 
these  odors. 

Q.  Whether  you  have  directly  traced  these  smells  to  any  source ;  and, 
if  so,  when,  where,  and  under  what  circumstances  1  A.  After  havings 
visited  a  number,  or  almost  all  the  other  establishments  with  Mr. 
Sharpies,  Mr.  Magoun,  and  another  gentleman,  we  wept  one  evening  about 
six  o'clock  into  Mr.  Squire's  establishment  from  the  Grand  Junction  Rail' 
road,  and  there  experienced  that  very  nauseating  and  sickening  odor  which 
we  are  subjected  to  so  often  in  E^st  Cambridge,  and  which  has  been  de- 
scribed by  Mr.  Sharpies. 

Q.  Did  you  recognize  it  as  what  you  got  at  your  house  %  A.  It  was 
precisely  the  same  odor  I  got  at  my  house,  which  I  have  experienced  at 
the  comer  of  Newbury  and  Dartmouth  Streets  and  Charles  Street  at 
twelve  o'clock,  and  which  I  have  experienced  at  almost  all  points  of  the 
compass  in  the  vicinity  of  East  Cambridge,  and  Charles  Street,  Boston. 
I  visited  at  a  house  at  Dartmouth  and  Newbury  Streets  in  June  last  with 
my  wife,  and  there  was  quite  a  numerous  party.     They  closed  the  win- 
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dow8  there,  and  I  recognized  the  smell  as  exactly  the  same.  I  experi- 
enced the  same  smell  in  going  through  Charles  Street  at  twelve  o'clock  at 
night.  I  have  recognized  it  numerous  times  in  going  over  the  bridge  in 
the  evening  at  any  time.  Also  when  going  over  West  Boston  Bridge  I 
have  there  recognized  it  at  night.  The  odor  the  evening  Mr.  Sharpies, 
Mr.'Magoun,  and  myself  went  into  Mr.  Squire's  establishment  was  so 
excessively  strong,  and  so  positively  the  effect'  of  putrid  matter  in  the 
state  of  boiling  or  trying  out,  that  Mr.  Sharpies  and  myself  made  it  a 
point  to  search  and  learn  whether  they  were  blowing  any  of  the  tanks 
into  the  open  water.  There  was  some  steam  coming  out  of  the  side  of 
the  building  through  a  small  tube,  but  we  had  no  means  of  reaching  it 
with  test-papers.  Whether  they  were  blowing  off  or  not  I  cannot  say. 
We  both  thought  at  the  time  that  some  blowing  off  must  be  done ;  if  it 
had  n't,  the  timks  could  not  have  been  closed  so  tightly  without  any  of 
these  noxious  fumes  escaping. 

Q,   Do  you  ever  get  the  smell  of  hogs  at  your  house  1    A.   Very 

frequently.     We  get  it  especially  in  East  Cambridge.     You  cannot  leave 

East  Cambridge  by  Cambridge  Street  without  hearing  the- squealing  of 

hogs  being  unloaded  into  Mr.  Squire's  pens,  and  getting  the  pungent, 

noisome  odor  of  the  excrement  of  the  hogs.     They  are  plainly  perceptible 

on  Sunday.     We  have  noticed  them  in  the  afternoon  as  well  as  in  the 

Bunming.     The  whole  neighborhood  has  heard  them  and  smelled  the 

odor.    We  have  even  heard  them  as  far  as  my  house,  which  is  two  thou- 

Band  feet  from  the  slaughtering-house.     So  much  has  been  said  that  I 

nnst  speak  of  some  of  the  testimony  that   has  been  adduced.     Mr. 

Sharpies  has  spoken  of  the  time  when  one  evening  the  committee  was 

MKmbled  at  Mr.  Hastings's  house ;  the  windows  being  open,  we  experi- 

^oed  a  pretty  strong  smell  coming  into  the  room  and  filling  it  entirely. 

We  immediately  recognized  the  smell,  and  went  into  Mr.  Squire's  estab- 

^ttlunent.     We  came  there,  but  were  not  so  pleasantly  received  as  in  the 

^y-time,  when  Mr.  Squire  is  there  himself.     We  went  through  the  es- 

^lishment  as  far  as  we  could  in  the  dark.     They  were  killing,  I  believe. 

uid  the  fumes  of  the  hogs  when  they  were  opened  and  the  gases  from 

^  scalding-tank  were  escaping.     We  went  also  to  a  place  in  which  the 

^il  is  kept,  described  by  Mr.  Sharpies  as  being  the  apparatus  by  which 

^  gases  are  condensed.     We  had  beep  there  on  a  former  visit,  and  found 

^  of  the  vats  in  a  condition  that  we  opened  it  and  tried  the  effect  of 

vhat  escaped.     This  time  we  found  them  closed,  and  the  superintendent, 

^ho  was  with  us,  did  n't  allow  us  to  open  the  pipe  at  that  time.     There 

^  inch  an  awful  stench  in  the  place  that  it  made  me  «o  very  sick  that 

1  had  to  leave  in  an  instant.     I  could  not  stand  there  more  than  a  min- 

J*«  at  the  longest.     I  then  took  my  position  in  the  middle  of  the  yard, 

°^een  the  killing  and  the  rendering  rooms,  and  there  we  perceived  the 

•nie  smell  that  we  perceived  at  Mr.  Hastings's  house.     There  was  no 

^  smell  at  all  that  evening.     As  Mr.  Sharpies  testified,  the  wind  was 

•^Jwt  it ;  that  is  the  way  we  perceived  the  smell.     We  all  spoke  of  it 

that  evening. 

Q,  (6y  Mr,  Derby).  The  wind  was  against  you  ;  in  what  way  1  was  it 
^"^ono^  from  the  factory 'I  A.  The  wind  was  with  us,  I  should  say;  it 
^tt  blowing  toward  the  establishment.  I  have  noticed  we  get  the  odors 
^^  the  rendering  establishment  in  the  greatest  degree  when  there  is 
little  air,  —  when  it  is  hardly  possible  to  say  which  way  the  wind  is 
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blowing  from.  When  the  air  is  charged  with  moisture  to  a  huge  degree 
so  as  to  keep  these  gases,  not  allow  them  freely  to  separate,  the 
odors  are  so  strong  that  there  is  no  oscape  from  them  in  any  way  what- 
ever. Even  the  closing  of  the  windows  will  not  prevent  them  firom  get- 
ting into  the  bouse. 

Q.  (by  the  Commission),  When  you  first  left  the  house  you  say  the 
wind  was  blowing  in  the  direction  from  Mr.  Hastings's  house  to  Mr. 
Squire's  establishment  1  A.  Yes,  sir.  And  Mr.  Sharpies  testified  that 
the  gases  would  work  against  the  wind,  and  they  plainly  did  it  that 
evening. 

Q.  I  would  ask  you  whether  you  noticed  that  the  outside  of  these 
open  kettles  were  perfectly  clean  or  not  1  A.  They  were  in  the  condition 
which  such  apparatus  is  naturally  expected  to  be  in.  They  were  neither 
clean  nor  dirty.  I  could  say,  for  the  appearance  of  the  whole  establish- 
ment, that  it  is  conducted  in  as  good  a  manner  as  it  is  possible  for  such 
an  establishment  to  be  conducted. 

Q,  Yes ;  but  whether  there  was  any  grease  on  the  outside  of  the  ket- 
tles ]    A.   Yes,  sir.    And  some  of  it  had  been  burned. 

Q,  Those  kettles  are  not  polished  on  the  outside,  I  understand  f 
They  are  of  wrought-iron,  I  believe  1  A.  There  is  a  certain  degree  of 
brightness  around  the  edge  of  them,  but  I  have  not  looked  at  the  side 
of  them. 

Q,   Did  you  put  your  nose  over  the  kettles  at  all  1    A    I  did. 

Q.  Well,  what  kind  of  an  odor  arose  t  A  The  same  odor  that  we  re- 
ceived at  the  house,  or  in  whatever  position  we  may  be  when  they  are 
rendering. 

Q,  Is  that  an  agreeable  odorl  A.  It  is  that  of  which  we  complain. 
It  is  noisome  and  disagreeable. 

Q.  Do  you  know  of  any  one  else  who  is  affected  by  these  odors  1 
A,    I  have  been  told  by  Mr.  Boardman —  ,^^ 

Mr,  Derby,     That  is  not  evidence. 

Q  (by  Mr,  Mclniire).  From  your  own   knowledge  ?    -4.    I  can  only 
speak  with  reference  to  my  own  house.     I  can  corroborate  the  testimony 
of  Mr.  Sharpies  and  the  general  testimony  given  here.    I  should  add,  th^^ 
for  the  last  three  years  these  smells  have  increased  in  volume  and  inteH' 
sity,  and  also  in  frequency ;  commensurate,  I  should  say,  with  the  prO' 
portions  that  the  business  has  gradually  assumed  on  the  basin.     For- 
merly, when  the  business  was  smaller,  we  did  have  these  smells,  but  '^^ 
had  them  less  frequently,  and  less  intense.     Consequently,  the  people 
were  more  willing  to  put  up  with  them.     But  since  the  business  has  c^^* 
sumed  such  vast  proportions  as  it  now  has,  —  having  doubled  almoff^ 
from  year  to  year,  —  it  is  decidedly  impossible  for  anybody  to  live  thoT"^ 
if  he  have  habits  of  cleanliness,  dress,  and  home.     Not  only  that,  but 
the  people  suffer  physically  from  the  effects  of  these  gases  and  odorB- 
To  a  larger  extent  they  suffer  also  morally.     I  have  been  injured  to  • 
great  extent  by  moving  my  family  from  there,  which  I  was  unable  to  do- 
I  know  there  are  many  of  my  poor  neighbors  who  cannot  live  here  with' 
out  being,  in  a  moral  point  of  view,  greatly  affected  by  dissatisfacUoP* 
with  their  situation,  because  they  are  forced  to  stay  in  such  a  {dao^ 
under  such  circumstances.     There  .is  no  family,  I  should  say,  that  pre^ 
tends  to  habits  of  cleanliness,  that  has  not  been  more  or  less,  in  a  pbyei'^ 
cal  and  moral  point  of  view,  affected  by  these  awful  odors. 
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Q.  (by  Mr.  Newhcdl),  Within  what  radius,  to  your  knowledge? 
A.  There  is  not  a  family  of  my  acquaintance  in  the  whole  place  who 
don't  substantially  express  the  same  opinion  which  I  now  express. 

Cross-Examination, 

Q.  (by  Mr.  Muzzey),  What  was  the  date  of  your  visit  in  the  neighbor- 
hood of  Dartmouth  Street  ?  A,  It  was  in  the  latter  part  of  June,  sir. 
I  cannot  fix  the  date,  but  I  should  add,  that  the  Friday  afterwards  we 
noticed  exactly  the  same  smell  at  home. 

Q.  Now  you  are  quite  certain  that  it  was  the  same  smell  *{  A.  1  am 
poeitively  sure  about  it. 

Q,  That  was  the  opinion  of  your  wife,  also?  A,  Yes,  sir;  of  my 
wife,  sister,  and  brother-in-law,  that  were  there. 

Q,  At  whose  house  was  this )  A.  At  the  house  of  my  brother-in-law, 
Mr.  Gustavus  A.  Jasper. 

Q.  On  which  comer  was  this  house?  A,  On  the  left  comer,  near 
Boylston  Street ;  the  last  house. 

Q,  You  say  you  noticed  the  same  odor  on  Charles  Street,  Boston  1 
A,   Yes,  sir. 

Q,  When?  A,  If  I  am  not  mistaken,  it  was  that  very  31st  of  July 
that  has  been  so  much  complained  of.  I  have  noticed  it  on  Charles 
Street  very  frequently. 

Q.  You  recognized  it  as  the  smell  you  have  described  as  coming  from 
Mr.  Squire's  1    A.  Yes,  sir,  positively.     It  was  only  less  in  degree. 

Q,  Well,  it  was  not  so  intense  at  the  house  in  the  neighborhood  of 
Dartmouth  Street  after  you  had  closed  the  windows  ?  A,  It  was  so  se- 
vere that  it  was  disagreeable  after  that. 

Q,  How  did  it  compare  in  intensity  with  what  you  experienced  at 
yoiur  own  house  ?  A,  Well,  you  can  hardly  compute  that  by  considering 
the  distance  from  my  own  house  to  Mr.  Squire's  establishment.  If  you 
will  furnish  me  with  the  language  I  will  give  yon  the  degree. 

Q,  Was  it  as  bad  on  Newbury  Street  as  at  your  house  1  A,  No,  sir ; 
decidedly  not. 

Q,   Was  it  half  as  bad  %    A,   What^s  half  with  regard  to  a  smell  1    I 
Oould  not  telL     It  was  so  bad  that  we  thought  best  to  close  the  windows. 
Q,   How  long  did  it  continue  1    A,    We  closed  the  windows. 
Q,  When  you  left  the  house  you  found  it  outside  1    A,   Yes,  sir. 
Q.  How  for  along  did  you  smell  it  1    Until  you  got  home  1    You 
^i^ttrted  from  a  house  that  is  nearly  out  to  Boylston  Street ;  was  the 
"Wind  in  your  face  or  against  you  that  night  1    A,   The  wind  was  against  us. 
Q.  Kb  you  were  going  home  the  wind  was  blowing  in  your  face? 
•A  I  did  n't  perceive  it  exactly,  because  we  were  seated  in  the  carriage. 

Q.  It  was  like  the  other  occasion  when  you  went  to  Mr.  Hastings's 
^OQfle  1    A.   No,  sir.     The  wind  was  not  against  us  at  that  time. 

ft  At  what  time  1  A,  This  time  the  wind  was  blowing  towards  me. 
I  noticed  the  wind  come  in  my  face,  but  I  did  not  know  the  direction. 

0.  Can  you  give  the  date  any  more  correctly  %  A,  \  can  only  tell 
y*Q  that  it  was  Uie  latter  part  of  June,  and  on  tho  Friday  succeeding  we 
^  again  the  same  smell  at  my  house. 

0.  Did  you  fix  it  by  any  written  invitation  which  you  preserved? 
^  No,  sir.  I  don't  think  I  received  a  written  invitation  from  my  sister 
>^  that  time. 
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Q.  Can  you  give  any  other  date  t  A.  I  think  the  Chariestown  Street 
odor  was  on  the  3l8t  of  July. 

Q.  Any  other  date  1  A.  No,  dr ;  because  it  was  so  frequent  that  we 
became  so  familiar  with  it  that  we  did  n't  put  down  the  dates. 

Q.  Well,  do  you  agree  with  Mr.  Sharpies  that  the  smell  was  worse  at 
Mr.  Hastings's  house  than  at  the  establii^ment  t    A.   Undoubtedly  I  do. 

Q,  You  say  you  are  annoyed  by  the  smell  from  the  hogs  at  your 
house  1    A.   Not  so  often.     Very  seldom. 

Q,  At  the  time  of  the  hearing  at  Cambridge,  you  did  n't  say  you  were 
annoyed  with  the  smell  of  the  hogs  while  alive  t  A.  No,  sir ;  nor  do  I 
now.  But  I  have  said  that  you  cannot  leave  Cambridge  by  Cambridge 
Street  without  hearing  the  noise  and  smelling  the  stink. 

Q,  But  at  your  house  you  are  not  annoyed  'i  A.  1  cannot  say  that  I 
am.  My  family  is.  I  am  sometimes  suffering  with  catarrh,  and  do  not 
notice  it. 

Adjourned  to  Friday,  December  5. 


FIFTH    DAY. 

Friday  Momlag;,  D^eeatber  9« 

Mr.  Derby.     We  desire  to  renew  our  protest  before  proceeding. 
The  Chairman.     We  understand 'that  that  applies  to  every  day  and  to 
all  days. 

Testimony  of  William  G.  R,P8Sbll. 

Q.  {by  Mr.  Mclntire).  Where  do  you  reside  1  A.  At  18  West  Ced3^ 
Street,  comer  of  Mt.  Vernon. 

Q.   What  is  your  occupation  1    ji.    I  am  a  lawyer. 

Q.  At  your  house  in  West  Cedar  Street,  do  you  ever  distinguish  9sxj 
odors  when  the  wind  is  blowing  in  a  northwesterly  direction  1  A.  Wh0^ 
the  wind  is  in  a  northwesterly  direction,  following  the  line  of  Charles* 
Street  or  West  Cedar  Street,  a  little  more  to  the  west,  we  have  at  tim^* 
experienced  a  peculiar  odor. 

Q.  During  the  past  season  %  A.  1  should  say  more  especially  Bawti' 
mer  before  last,  but  at  several  times  during  the  past  summer.  I  ha."^^ 
left  town  each  year  about  the  Ist  of  July. 

Q.  Can  you  describe  this  odorl  A,  My  chief  annoyance  has  be^i^ 
during  the  months  of  May  and  June,  because  I  have  not  been  there  dur- 
ing the  months  of  July,  August,  and  September. 

Q.  Can  you  describe  that  odor,  Mr.  Russell  1  A.  It  is  an  odor  which 
has  been  perceptible  in  the  evening  or  during  the  night,  and  has  been 
noticed  by  me  only  at  intervals ;  sometimes,  perhaps,  for  two  or  three 
evenings,  and  then,  perhaps,  I  would  not  notice  it  again  for  a  week  or 
ten  days.  But  when  th^  wind  was  north  this  odor  would  come  during 
the  evening  or  during  the  night. 

Q.   Describe  it.     A.  The  odor  is  a  close,  steamy,  greasy  odor.  . 

Q.  Is  it  anything  like  the  trying  of  fat,  or  the  rendering  of  oil  1.  A,  I 
have  never  smelled  the  rendering  of  oil.     I  should  say  there  was  a  de- 
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cidedlj  fatty,  greasy,  oily  element  in  it  It  gave  me  the  impression  of  a 
close,  smothered  smelL 

Q.  How  did  it  a£fect  you  1  A,  I  would  say  that  it  was  distinct  from 
the  smell  we  are  more  f^quently  favored  with,  coming  from  the  flats  of 
Charles  River  with  a  westerly  wind  when  the  tide  is  low.  That  is  one 
that  I  think  the  residents  of  that  section  are  very  familiar  with.  This 
was  an  entirely  distinct  odor  from  that ;  so  that,  waking  up  in  the  night, 
I  could  tell  whether  the  wind  was  north  or  west  by  the  kind  of  odor  that 
prevailed  as  well  as  by  looking  at  the  vane. 

Q,  Did  that  smell  affect  you?  A.  I  cannot  say  that  any  member  of 
my  £Etmily  was  made  sick  by  it. 

Q,   You  never  traced  it  1    Al  No,  sir. 

Cross-Bxamination, 

Q.  (by  Mr.  Muzzey).  Have  you  perceived  this  smell  excepting  with  a 
northerly  wind  1  A.  No,  sir.  I  have  frequently  looked  to  see  that  the 
wind  was  north  when  I  experienced  it. 

Q.  You  say  it  was  less  frequent  last  summer  than  before  1  A,  Yes, 
sir. 

Q.  When  first  did  you  notice  this  odor  ^  A,  1  should  say  summer 
before  last,  —  we  had  it  before  that  and  noticed  it  less ;  we  were  not  so 
well  informed  as  to  the  source  of  it. 

Q.  You  leave  the  city  in  July  1    A.  Yes,  sir,  always. 

Q,  When  do  you  return  ]  A,  The  first  of  October.  I  don't  sleep  in 
the  city  more  than  three  times  during  that  time. 

Q,  Have  you  noticed  that  odor  since  your  i^etum  the  present  autiunn, 
sir  t    A»   No,  sir,  I  have  not. 

Q.  How  do  you  determine  that  it  is  only  experienced  on  a  north  wind  t 
A.  I  never  go  through  the  day  without  looking  to  see  which  way  the 
wind  is  half  a  dozen  times. 

Q,  Is  there  a  weathercock  near  your  residence  1  A.  Charles  Street 
Church  has  a  vane  upon  it,  and  I  notice  that 

Testimony  of  Me.  Joseph  Magoux. 

Q,  {by  Mr.  Mclntire),  You  are  a  resident  of  East  Cambridge  1  How 
kmg  have  you  lived  there  1    A.  Forty-one  years. 

Q,  What  is  your  occupation  t  ^.  I  am  a  machinist  by  trade.  I  was 
formerly  master-machinist  at  the  New  England  Glass  Works. 

Q.   Now  you  are  not  employed  1    A.  No,  sir. 

Q.  You  are  a  member  of  the  committee  1    A,  Yes,  sir. 

A.  Will  you  please  tell  us,  without  going  over  the  testimony  that  has 
been  given  before,  if  you  can  corroborate  it  1  A.  1  would  like  to  com- 
mence with  my  entrance  at  the  Glass  Works,  and  givo^  you  a  history  of 
what  I  know  of  Miller's  River,  and  what  I  know  about  it  at  the  present 
time. 

Q.  How  long  since  you  went  into  the  Glass  Works  1  A.  Forty  years. 
Mr.  Mozzey  asked  some  questions  about  the  drainage  of  that  basin,  which 
I  would  like  to  say  something  about.  At  the  time  when  I  went  to  the 
Glass  Works,  forty  years  ago,  the  New  England  Crown  Glass  Works  were 
in  operation  at  wh^t  is  now  a  part  of  Blanchard's  Wharf.  There  was  a 
emptying  into  that  dock  at  East  Street     There  were  two  blocks, 
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one  known  as  the  "  Glass  House  Block  "  and  the  other  belonged  to  the 
New  England  Flint  Gloss  Company. 

Q.  That  sewer  .was  tbere  when  yon  first  went  there  t  A,  Yes,  sir. 
At  that  time  the  sewerage  was  taken  care  of  in  the  same  way  as  it  is  now 
taken  care  of  in  many  similar  districts.  Pretty  much  all  the  filth  was 
thrown  into  the  gutters.  There  was  a  large  grate  which  took  most  of  the 
sewage  from  these  buildings  and  ran  it  into  the  dock  there.  Our  vessels 
laid  in  there  to  discharge,  and  I  was  frequently  brought  in  contact  vrith 
this  sewer.  It  was  a  common  sewer ;  there  was  nothing  very  objectionable 
about  it,  and  it  is  about  the  same  to-day.  That  is  all  I  know  about  the 
sewage  going  into  that  part  of  the  dock.  There  was  a  dock  smell  there. 
While  living  in  that  connection  with  the  Glass  House,  I  have  always  been 
of  the  opinion  to  keep  the  atmosphere  as  pure  as  God  has  given,  and 
therefore,  ten  years  ago,  I  advocated  the  building  of  the  tall  chimney. 

The  Chairman,  Will  you  please  speak  only  with  reference  to  the  sub- 
ject before  us  1 

Q.  Well,  beginning  at  that  time,  what  was  the  state  of  the  dock  f 
A.   It  was  a  common  scdt  dock,  not  differing  from  any  other. 

Q.  No  filth  went  into  it  ?  A.  No,  sir.  There  was  a  little  from  Mr. 
Winchester's. 

Q,  {by  a  member  of  the  Board).  We  understand  that.  From  time  to 
time  there  have  been  systems  by  which  the  drainage  of  this  establishment 
has  gone  into  this  dock,  and  from  time  to  time  it  has  become  more  or  less 
corrupt.  Now,  if  you  will  come  down  to  a  comparatively  recent  period, 
and  state  to  us,  so  far  as  you  can,  with  fair  brevity,  what  the  effect  of 
this  establishment,  particularly,  has  been  upon  the  dock  and  upon  the 
atmosphere,  I  think  we  shall  get  to  a  proper  understanding.  A,  Well, 
my  testimony  will  be  something  like  this. 

Q.  You  agr^o  with  the  members  of  the  committee  on  what  has  been 
put  in  1     A.    Yes,  sir,  I  do,  with  what  they  said  generally. 

Mr,  NewhalL  We  don't  expect  you  to  follow  the  chemists  in  their 
testimony. 

Q,  {by  Mr.  Mclntire),  1  will  ask  you  within  what  period  has  this  basin 
of  Mr.  Squire's  become  foul  ?  -4.1  should  think  somewhere  about  seven- 
teen or  eighteen  years  since  it  became  so  foul  that  people  did  not  care  to 
bathe  in  it. 

Q.  Are  you  certain  in  regard  to  that  1  A,  1  should  think  it  was  about 
that  time  that  it  became  so  contaminated  that  people  did  not  care  to  go 
in  and  bathe.     It  was  n't  as  it  is  now. 

Q.  What  do  you  think  contaminated  it  then?  A,  There  was  a  portion 
of  this  filth  going  in  there  from  the  time  they  commenced  these  worb 
and  the  drainage  increased. 

Q.  Suppose  Mr.  Squire  did  not  start  fifteen  years  ago  1  A,  1  don't 
mean  to  go  beyond  his  concern.  I  did  not  wish  to  put  it  beyond  the 
time  when  he  commenced  business  there.  Then  there  was  a  gulch  that 
passed  in  by  the  Grand  Jimction  Railroad.  That  was  rather  a  filthy 
place,  and  always  has  been. 

Q,  Will  you  please  tell  us  what  you  know,  that  the  other  members  of 
the  committee  did  not  testify  tol  A.  1  have  been  familiar  with  tiie 
stream  clear  up  to  the  bleachery.  There  were  originally  trout  in  the 
stream,  between  that  old  farm-house  and  where  the  tube-works  are.  I 
could  n't  tell  at  what  time,  but  it  was  soon  after  the  bleachery  was  started 
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that  there  was  a  time  when  a  black  substance  came  into  that  brook,  and 
destroyed  all  the  fish. 

Q.  {by  Mr,  Derby).  That  came  from  above,  that  black  stuff  that  killed 
the  fish  %    A,   Yes,  sir. 

Q.    I  presume  it  was  the  tannery  1    A,   Yes,  sir. 

Q,    You  live  on  Otis  Street  ]    A.  Yes,  sir. 

Q,  How  far  from  Mr.  Squire's  establishment  %  A.  Eighteen  himdred 
or  nineteen  hundred  feet. 

Q.   You  distinguished  these  different  odors  %    A,   Yes,  sir. 

Q,   Do  you  ever  get  them  at  your  house  %    A.   1  do,  frequently. 

Q,  Which  one  ?  The  rendering  smell,  or  what  has  been  tei-med  the 
dock  smell  1  ^.  I  don't  consider  it  a  proper  dock  smell.  It  is  a  com- 
bination of  smells  —  I  don't  think  any  chemist  could  tell  what  it  is  — 
and  the  hog  smell.  I  wish  to  distinguish  the  dock  smell  from  the  com- 
mon salt-marsh  dock  smell. 

Q.  Do  any  of  these  smells  affect  you,  or  any  member  of  your  family  t 
A.    My  folks  have  been  woke  up  frequently. 

Q.  By  which  of  these  smells  1  A,  That  is  a  pretty  hard  question  to 
answer.     I  should  think  by  a  combination  of  the  whole. 

<?.  Could  you  never  distinguish  1  A,  Yes ;  but  it  comes  so  strong 
that  there  is  a  little  of  everything.  I  should  judge  that  it  was  the  hog, 
rendering,  and  dock  smells,  all  combined. 

Q,  How  did  it  affect  you  1  ^.  It  caused  me  to  have  a  headache  on 
the  31st  of  July,  when  we  were  at  Mr.  Squire's  establishmeut  to  see  the 
experiment  of  the  closed  tanks.  I  went  from  his  works  at  eleven  o'clock. 
I  did  not  sleep  a  great  deal     The  house  wa§  full  of  something. 

Q,   Were  you  there  with  the  Aldermen  1    A,   Yes,  sir. 

Q,    Did  you  see  the  method  of  doing  away  with  these  gases  with  the  * 
dose  tanks  f    A,    Yes,  sir. 

Q,  You  are  a  practical  machinist,  are  you?  What  do  you  think  of  the 
apparatus  %  A.  1  think  it  is  not  as  good  as  the  apparatus  he  previously 
Msed. 

Q.  How  is  that  1    ^.    If  I  understand  right,  he  had  close  tanks  that 
were  only  blown  off  when  he  had  cooked  his  batch. 

Mr.  Derby.    The  distinction  is  between  its  being  blown  off  occasionally 
or  all  at  once  t 

Mr.  Mclntire.   His  former  apparatus  was  a  pipe  carried  into  the  water, 

And  then  it  was  blown  off  into  the  water.    He  had  a  tank  underneath  the 
■    tater,  which  received  it  when  it  was  not  high  tide.     {To  untness.)  Do  you 

think  that  was  better  1    A.  I  think  it  was  better  to  throw  it  all  off  at  once. 
Q.  Did  you  watch  the  operation  1    A.  Yes.     I  had  the  description  of 
machine  by  Mr.  Kendall. 
Q.  Did  you  notice  how  it  worked  1     Whether  there  was  any  escape  of 

RW  that  night  t     A.  It  smelled  very  strong  there.     It  was  probably  on 

•ccount  of  constantly  turning  the  valve  in  the  conducting-pipe. 
Q.  You  don't  think,  then,  that  it  was  with  the  apparatus  simply  ]    You 

think  that  it  was  on  account  of  turning  the  gas  on  1    A.  The  jet  was 

»bout  an  inch  in  diameter  by  fourteen  inches  high.     Mr.  Turner,  the  in- 

Teotor  of  the  apparatus,  was  there. 
Q.  Do  you  know  where  this  pipe  led  to  that  night,  that  carried  off  the 

condensed  steam  1    A.  It  went  under  the  fire,  I  understood.     I  did  not 

go  in  to  see. 


128 

Q.  You  did  n*t  get  any  of  that  condeDscd  water  'i  A.  1  had  no  reason 
at  all.  The  smell  was  what  every  one  present  must  have  smelled.  Not 
understanding  the  thing,  it  was  not  properly  managed.  Of  course  it  was 
new,  and  if  Mr.  Turner  did  not  have  the  management  of  it,  it  would  not 
work.  There  was  gas  enough  to  bum.  There  was  some  disarrangement 
about  it.     It  did  not  work  for  some  spell. 

Q,  Did  they  tell  you  what  the  tanks  contained  that  night  t  A,  I 
don't  know  that  they  did. 

Q.  Have  you  ever  traced  any  of  these  several  smells  to  Mr.  Squire's 
establishment?    A,  Yes,  sir. 

Q,  When  1    A.  I  could  n*t  tell  the  day. 

Q,  Was  it  last  summer  1    A.  1  think  it  was  in  June. 

Q.  Describe  how  you  came  to  do  it.  A,  I  was  at  Mr.'^astings^s  house, 
and  Mr.  Slocumb,  Mr.  Hastings,  and  myself,  having  noticed  the  odor,  fol- 
lowed it  to  the  street,  and  went  down  Gore  Street,  and  as  we  went  down 
Gore  Street  we  got  out  of  the  smell.  Going  from  Mr.  Hastings's  house, 
we  went  down  into  Gore  Street.  We  passed  up  Fourth  Street  until  we 
came  to  Ellis's  manufactory,  and  we  began  to  smell  it  a  little  stronger 
before  we  got  there. 

Q.  How  far  was  that  1  A.  Three  or  four  hundred  feet.  We  passed 
along  up  by  Widow  Searlc's  place,  and  it  smelled  very  strongly  there.  At 
the  comer  of  Gore  and  Sixth  Streets,  as  we  came  in  sight  of  the  ventila- 
tors of  the  building,  the  steam  was  coming  out  of  the  building.  It  came 
out  near  the  office,  a  strong  rendering  smclL  It  appeared  to  be  rancid ; 
but  I  could  not  say.  that,  it  would  not  be  proper.  The  fat  that  comes 
from  the  inwards  has  a  smell  that  I  don't  think  anybody  could  detect 
from  rancid  fat,  so  to  speak.  It  has  a  disagreeable  smelL  Which  it  was 
I  cannot  say. 

Q,  Did  you  go  in  1    A.  I  believe  I  did. 

Q.  Did  you  smell  anything  inside  1  A.  Well,  we  smelled  what  we  nat- 
urally smell  in  hot  water  at  that  time.  I  asked  some  questions,  and  the 
Mayor,  and  they  answered  me. 

Q.  Have  you  ever  been  into  those  pens?  A,  Yes,  sir,  on  the  Slst 
Mr.  Squire  invited  me  to  see  them  after  the  other  gentlemen  had  gond 
out.  I  don't  know  that  anybody  else  was  invited  to  stop.  Mr.  Sawin,  I 
believe,  was  invited  at  the  same  time.  I  went  into  the  pens,  and  some 
one  there  had  scattered  charcoal  on  the  moist  portions  of  the  pens,  where 
there  was  any  objectionable  smell.  There  were  very  few  hogs  thera 
He  told  me  how  long  it  would  take  to  kill  them  off. 

Q.  Did  you  distinguish  any  scent  'i  A,  1  did  n't  distinguish  but  very 
little.  I  had  been  there  previously,  and  on  one  occasion  I  had  smelt 
the  chloride  of  lime. 

Q.  I  am  speaking  of  the  live-hog  smell.  Was  that  very  strong  on  the 
night  of  the  31st  of  July  1  The  smell  came  up  after  you  left  1  -4.  I  can* 
not  say.  We  left  Squire's  at  ten  o'clock.  Speaking  of  these  hogs  and 
pens,  I  did  not  smell  anything  very  strongly  until  1  got  down  where  the 
hogs  were,  and  then  I  smelt  the  ammonia  so  stning  that  the  water  ran 
down  my  cheeks,  and  I  stopped  and  went  back.  Mr.  Sawin  and  Mr. 
Squire  went  on.  I  hardly  needed  to  get  it,  but  I  got  it  There  was  a 
small  quantity  of  hogs  in.  I  think  he  said  it  would  take  until  next  day 
at  eleven  o'clock  for  them  to  get  through  with  what  there  were.  They 
were  in  a  pen  not  larger  than  this  room.     They  were  packed  in  close. 
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Q,  Did  you  ever  witness  the  unloading  of  the  cars  1  A.*  Yes,  sir ; 
but  I  have  never  taken  particular  notice. 

Q.  How  near  have  you  been  to  an  unloading  train  1  ^.  I  havo  been 
right  past  them. 

Q.  Have  you  noticed  any  smell  arising  at  the  time  of  unloading  hogs  1 
A.   Tou  cannot  go  by  without  smelling  it 

Q.  How  far  can  you  smell  it  1  A,  1  have  smelt  it  as  far  as  Charles- 
town. 

Q.  Wheni  A,  The  first  Sunday  in  November  of  this  year.  I 
could  n't  swear  that  it  was  from  Mr.  Squire's  establishment.  I  smelt  it 
stronger  than  ever  at  my  house. 

Q.  You  were  at  Monument  Square,  the  wind  was  in  the  direction  of 
Mr.  Squire's,  and  you  smelled  the  live  hog )    A    Yes,  sir. 

Q.  Where  in  Monument  Square  were  youl  A,  In  the  Methodist 
Church,  at  the  southwest  comer  of  lilonument  Square. 

Q.  How  long  did  you-  smell  it  %  A.  As  long  as  I  was  there.  About 
an  hour. 

Q,  {by  a  member  of  Hu  Board),  At  what  time  in  the  day  1  A,  In  the 
evening. 

Q.    Were  the  windows  down  1    A,   No,  sir. 
Q.   Did  you  smell  it  after  you  went  out  1    A,   Yes,  sir. 
Q,  (by  Dr,  Derby),  You  got  the  smell  1    A.  Yes,  sir. 
Q,   Are  you  sure* you  distinguished  it  from  the  rendering  or  dock 
smell  1    ^.    0  yes,  decidedly. 

Q.  You  distinguished  it  at  that  time  as  that  soiell,  and  no  other  1 
A,   Yes,  sir. 

Q.  Were  the  windows  in  the  church  closed  %  A,  1  think  they  were. 
If  there  had  been  twenty  hogs  in  the  church  it  would  not  have  been  any 
stronger. 

Q,  And  you  noticed  it  after  you  went  out  1  A,  Yes,  sir,  until  after 
I  passed  Prison  Point  Bridge,  or  in  that  direction. 

Q,  (by  a  member  of  the  Board).  What  distance  is  it  in  an  air-line  ftoxa 
Honument  Square  to  Mr.  Squire's  1    A,   Sixteen  hundred  feet. 
Mr,  Mclntire.     I  think  it  is  more  than  that ;  six  thousand  feet. 
Q,  Have  you  ever  been  to  that  church  before  or  since  1    A.   No,  sir, 
Mt  lately.     I  have  been  there  before,  of  course. 

Q.  Did  you  ever  smell  that  smell  there  before  t  Q,  No,  sir,  I  did  n't. 
1 WM  very  much  astonished  that  I  coidd  smell  it.  I  would  like  to  say 
^t  near  the  Elevator,  at  this  end  of  Columbus  Avenue,  I  was  over  to 
Vr.  Pentecost's  church,  one  day,  and  I  smelled  the  rendering  smell.  The 
^urch  is  at  this  end  of  Columbus  Avenue,  near  the  Boston  and  Albany 
Orwn  Elevator. 

Q.  (by  a  member  of  the  Board),   What  direction  of  the  wind  was  needed 
io  bring  the  smell  fh)m  Mr.  Squire's  works  ?    A,    North  or  northwest. 
cm       Q'  When  was  that  1    A.    It  might  have  been  sonie  time  in  October. 
f-%       Q'  Of  this  year  1    A,   Yes,  sir.     I  could  n't  say  that  it  came  fVom  Mr. 
Squire's  on  that  night 

Q'  Did  it  smell  very  bad  there  1    -4.    I  smelled  the  rendering  smell 
^ly  distinctly.     It  was  quite  different  from  the  smell  I  smelled  at  Monu- 
j'l    n»ent  Square. 

Q'  (by  Mr,  Derby),   What   is  the   distance  from  that  point  to  Mr. 
Sqoire's  ^    A,   I  should  think  it  was  about  a  mile  and  a  quarter. 
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Mr,  Defhy.  From  the  comer  of  the  bridge  to  the  Albany  Elevator  is 
over  a  mile.  The  measure  upon  the  scale  is  twenty-seven  inches.  That 
would  make  it  in  the  neighborhood  of  two  miles. 

Q.  {hi/  a  member  of  the  Board),  How  large  a  population  should  you 
estimate  would  be  included  within  such  a  radius,  who  would  be  affected 
by  this  rendering  smell  ^  A,  1  don't  know  why  we  have  n*t  reason  to 
believe  that  it  would  extend  farther  than  that  by  the  smell  I  smelled  at 
Monument  Square.  That  probably  goes  as  it  comes  from  the  hog-pen. 
The  wind  takes  it  and  carries  it  in.  a  current,  right  along  like  a  flying 
balloon. 

Q.  Has  your  experience  shown  you  that  this  smell  goes  farther  over 
water  than  it  does  over  land  1    -4.    I  don't  know. 

Q,  Did  you  trace  this  smell  to  East  Cambridge  1  A,  No  more  than 
I  could  trace  anything  to  a  certain  place. 

Q,  Did  you  smell  it  on  your  way  home  ?  Did  you  trace  it  or  follow 
it  1    A,   1  did  n't  any  more  than  that  I  inhaled  it. 

Q.   Are  you  sure  the  wind  was  in  that  direction  1    A,   Yes,  sir. 

Cross-Examination, 

» 

Q,  {by  Mr.  Derby),  Have  n't  you  smelled  disagreeable  odors  from  the 
vicinity  of  Broad  Canal  and  other  parts  of  Cambridge  1  A.  When  I  have 
been  there  I  have  smelled  them,  but  I  have  n't  b^en  there  to  examine 
them. 

Q.  Is  this  smell  of  drains  that  you  smell  over  there  quite  strong  and 
offensive?    A,   Yes,  sir.     . 

Q.  Sufficient  to  trouble  the  people  in  the  vicinity]  A,  Yes,  sir. 
I  should  say  more  and  more  so  for  quite  a  number  of  years. 

Q.  You  have  reported  to  the  Board  upon  that  1  A.  I  have  not  been 
employed  as  I  formerly  was  for  five  years ;  and  after  1  retired  I  liked  to 
walk  around  and  see,  if  there  was  any  objection  made,  what  it  was  about. 

Q,    Well,  you  heard  frequent  complaints  of  Broad  Canal  ?    A,  Yes,  sir. 

Q,  With  regard  to  Miller's  River.  You  spoke  of  the  upper  part  of 
the  river.  It  originates  some  distance  above  Mr.  Squire's  ?  A.  *  Yes,  sir, 
about  two  miles.  I  think  there  was  a  branch  of  about  two  miles  through 
Cambridge  and  Somerville.  At  that  time  it  was  nice  spring  water.  Just 
above  the  bleachery,  on  the  side  next  the  Colleges,  there  is  a  swampy 
place  where  there  is  a  great  deal  of  pure  spring- water. 

Q.  Was  that  spring-water  an  inducement  for  the  bleachery  %  A,  I 
think  it  was. 

Q.  Has  there  not  been  a  large  amount  of  sewage  turned  into  the 
stream  in  that  vicinity  ?  Has  it  not  done  the  draining  for  that  section  of 
the  country  '\  A,  1  suppose  that  the  natural  drainage  that  would  como 
down  that  way  would  be  considerable.  I  know  that  there  has  been  a 
great  effort  to  get  the  drainage  out  of  Miller's  River.  One  man  told  mo 
he  had  spent  $140,000  to  get  it  out  into  the  Oxford  Street  sewer. 

Q.   How  recently  1    A,    Within  three  or  four  years. 

Q,  It  was  flowing  down  in  a  black  stream  last  year,  was  it  not  1  -4.  It 
has  been  a  black  stream  for  quite  a  number  of  years. 

Q,  How  far  up  was  it  black  1  -4.  I  think  the  blackness  came  from  9^ 
small  tannery  above  the  bleachery. 

Q,   Where  is  that  tannery  ?    Is  it  there  now  ?     -4.    I  think  it  is. 

Q,   Well  then,  when  the  stream  comes  down  near  the  Fitchburg  Road, 
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and  comes  into  the  basin  twenty  or  thirty  feet,  it  comes  do)Mi  a  very 
black  and  turbid  stream,  does  it  not  1    A,    Very  black. 

Q,  Ever  since  that  road  was  built  1  A,  When  the  -Fresh  Pond  Road 
was  built.  That  little  bridge  is,  I  think,  just  exactly  where  it  was  in  the 
original  survey  of  the  Fresh  Pond  branch.  The  other  portion  of  the  road 
has  been  altered. 

Q.  The  Fresh  Pond  Road  was  built  in  1840,  '41,  and  '42.  I  went  out 
to  Elngland  to  buy  the  iron  for  the  Fitchburg  Company.  Somewhere 
about  1842  this  bridge  was  built,  and  ever  since  this  bridge  was  built 
there  has  been  this  black  turbid  stream  coming  down  here  1  A.  Yes,  sir. 
It  was  so  black  that  it  would  blacken  the  borders  of  the  stream  as  it 
came  down,  but  I  never  smelled  any  particular  smell  from  it.  I  have 
been  up  the  stream,  and  I  have  never  smelt  anything. 

Q,    Where  is  that  bridge  1    A,    Right  there  by.  the  Glass  Works. 

Q,  What  is  it  for  1  A,  It  is  the  old  Fresh  Pond  branch.  It  is  just 
where  the  river  comes  into  the  upper,  basin,  and  the  water  from  above 
runs  through  that  sluiceway.  Some  efforts  have  been  made  to  divert  the 
drainage  ftx>m  that  river  and  carry  it  elsewhere,  by  the  Oxford  Street 
sewer.  There  is  not  that  harmony  between  the  city  governments  of  Som- 
erville  and  Cambridge  that  might  be  desired.  One  man  told  me  that 
they  had  spent  $140,000. 

Mr,  Muzzey,,  Some  three  years  ago  the  drainage  was  diverted  from 
MUlcr's  River  into  Charles  River.  And  the  Oxford  Street  sewer  is  a 
sewer  that  crosses  the  College  yard;  it  runs  then  through  Kirkland 
Street  until  it  comes  to  Oxford  Street,  and  then  it  takes  its  course  up 
Oxford  Street  to  North  Cambridge.  The  outlet  of  the  sewer  was  for- 
merly into  Miller's  River ;  but  Somerville  objected  to  its  being  brought 

there,  so  it  was  turned  in  the  opposite  direction  and  carried  into  Charles 

River. 

Mr,  Magoun,    The  portion  that  comes  from  the  tanneries  has  not  been 
turned  across. 

Q.  Then  the  foul  water  that  comes  from  the  tannery,  the  bleachery, 
and  the  houses  in  Somerville  on  the  east  side,  still  continues  to  flow 
down  \    A.    \  don't  know  anything  to  the  contrary. 
Q.  It  still  comes  in  with  a  black  turbid  stream  1    A,   Yes,  sir. 
Q.  Whereabouts   does   Mr.    Sortwell's   drain   come   into   the   basin) 
i.  It  is  just  this  side  of  Lincoln  k  Chamberlain's  packing-house. 
•bI        Q.  It  goes  into  what  is  called  "Boynton's  Basin  "1     A.   That  runs 
cvpI    iboat  an  inch  and  a  quarter  stream. 

•i^il  Q.  Do  you  know  what  it  contains]  A,  No,  sir.  It  looks  like  mo- 
ld »1  laaes  and  water,  with  a  sort  of  yeast.  I  understand  that  it  is  the  residue 
«fthe8till. 

Q.  He  distils  rum,  and  this  is  the  residuum  of  the  molasses  1     A.    I 
pf^GBume  80.     It  looks  red  like  blood  as  it  flows  out. 
0-  Does  it  carry  with  it  any  froth  1     -4.    I  never  saw  any. 
^*"        (?.  Into  the  other  basins  above  Mr.  Squire's,  are  there  any  other  drains 
owning  in,  to  your  knowledge  1     -4.    I  presume  that  there  are  others, 
but  I  have  not  particularly  examined  them. 
***^  ■        0.  Now,  with  regard  to  the  occasion  when  you  went  to  the  factory 
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nnd  perceitcd  some  smell  there.     Do  I  understand  you  that  this  was  on 
the  31  St  of  July  1    A.   Yes,  sir. 

Q.  At  that  time  you  perceived  it  as  much  as  at  any  other  timef 
A,    I  should  think  so.    The  smell  on  that  night  was  uncommonly  stroi^. 

Q,  You  walked  down  to  the  vicinity  of  the  basin,  and  then  wait  to 
Mr.  Squire's.  You  found  some  of  it  near  the  bridge,  or  first,  I  under- 
stand you  that  it  diminished  1  Was  n't  that  it  1  A.  I  cannot  say.  I 
went  in,  and  met  Mr.  Merriam,  and  ho  said :  **  Mr.  Squire  made  a  mis- 
take in  inviting  these  gentlemen  hero  to-night,  with  such  a  horrible 
smell."  That  was  inside  the  works.  Mr.  Merriam  was  formerly  bis 
foreman. 

Q.    What  night  was  this  1     A,   That  of  the  3lBt  of  July. 

Q.  Did  n't  you  observe  that  as  you  approached  the  worka  you  did 
not  smell  the  odor  1    A,    1  did  n't  notice  anything  particularly. 

Q.  Was  not  that  machine,  that  night,  out  of  order,  sir  1  Waa,  not 
there  something  the  matter  with  the  pipe  that  carried  the  gas  to  the 
Aimace  1  A.  1  understood  it  was.  The  parties  .were  invited  to  come 
down  and  look  at  it,  and  it  got  out  of  order  and  would  not  work.  They 
tried  various  experiments,  turning  the  fkucets  to  let  on  the  gas. 

Q,  Did  n't  you  ascribe  the  smells,  that  night,  to  these  experiments  f 
A.  Yes,  sir.  Nothing  else.  That  was  distinct  above  everything  eh/^ 
The  opeu  tanks  we  could  n't  smell  to  a  great  extent.  He  had  invited 
the  Aldermen  to  come  down  there.  The  pipe  was  out  of  order,  and  they 
tried  to  fix  it.  Mr.  Merriam  said  that  he  was  surprised  that  he  hid 
given  out  his  invitation  at  such  a  time.  The  former  Mayor  of  Cambridge 
said  that  the  machine  would  not  work.  He  said  that  there  was  some- 
thing out  of  order.  I  was  always  fiuniliar  with  Mr.  Kendall.  He  spoke 
about  this  tank  while  it  was  building,  and  said  that,  when  it  was  rndj, 
he  wanted  me  to  come  over  and  see  the  operation  of  it. 

Q.  When  you  parted,  was  it  not  understood  that  you  were  to  come 
again,  when  the  machine  was  in  order,  and  see  it  work?  A,  I  don't 
know  of  any  such  understanding.  Ho  has  fi*equeutly  invited  me  to  come 
there. 

Q,  It  was  well  understood  that  the  machine  was  not  in  order  for  the 
exhibition?    A,   Yes,  sir. 

Q,  Do  you  know  whether  it  has  worked  well  since  1  A  I  presume  it 
has  worked  well.  I  understand  he  has  carried  a  pipe  into  tide-water  tha$ 
geta  rid  of  the  water ;  and  with  regard  to  the  gas  being  carried  into  the 
furnace,  of  course  that  works  decently  well. 

J/r.  Afclntire.  It  seems  to  me  that  he  is  testifying  to.  something  th|t 
he  docs  n't  know  anything  about. 

J/r.  Afafffxtm,  Mr.  Kendall  told  me  all  about  it.  I  am  perfbctly  sstiff* 
fied  that  if  it  were  made  perfect,  so  that  there  would  be  no  leakage,  i^ 
would  probably  work  very  well. 

Q.   Well,  you  speak  of  having  seen  a  ventilator  on  some  occasion.   Wa^ 
that  on  the  Slst  of  July]     A,    No,  sir.     That  was  at  the  time  tha^ w^ 
traced  the  smell  directly  to  the  ventilators  of  the  factory.  We  passed  th^ 
factory,  and  smelled  nothing,  and  when  we  got  as  far  as  where  the  stiiean^ 
crosses  Grore  Street,  where  we  were  in  Somerville,  I  told  some  of  them  ibt^^ 
1  did  not  want  to  go  any  farther.     That  was  about  the  end  of  that  visit* 

Q,   Well,  with  regard  to  the  vapor,  how  far  did  you  perceive  it.  then  ^ 
A,  We  did  n't  smell  anything  a^inst  North  &  Merriam*s  &ctoi;y.     Ba'^ 


we  stnelled  the  dock  and* this  combination  smell  coming  from  the  dock. 
It  was  wann  weather. 

Q,  Now,  with  regard  to  any  smell  from  the  vapor.  How  much  smell 
do  jou  remember  from  the  vapor  1  A.  This  ve^r  was  a  rendering 
smelL     It  was  like  the  rendering  of  hog  fat. 

Q.  How  did  it  compare  with  the  dock  smell  1  A*  This  dock  smell  is 
a  combination  of  everything. 

Q,  Well,  in  regard  to  the  strength  or  pungency,  how  does  one  compare 
with  the  other  t  I  speak  of  that  evening.  A,  It  smelTed  disagreeably, 
just  as  it  would  if  you  came  into  the  vicinity  of  it  anywhere. 

Q.  I  asked  how  this  which  came  from  the  vapor  compared  with  that. 
Which  was  the  stronger  1    A,   It  was  an  entirely  different  smell. 

Q,  Which  was  the  most  pungent  and  the  most  disagreeable,  the  ren- 
dering smell  t  Which  was  the  strongest,  the  most  disagreeable  %  A,  1 
should  think  that  the  rendering  smell  was  the  most  disagreeable  to  me. 

Q.  That  was  the  smell  of  rendering  that  you  found  inside  1  A,  Vou 
Cannot  get  it  so  strong  inside  as  out.  I  don't  know  how  it  is,  but  it  seems 
to  become  concentrated  after  it  leaves  the  factoty. 

Q,  I  want  to  ask  about  the  smell  of  that  odor  that  you  perceived,  how 
it  conipared  with  the  smell  of  that  dock.  Was  this  rendering  smell  like 
that  I  perceive  if  I  go  into  this  establishment  1  Was  there  something 
tAuch  stronger  than  that  %  A,  Aa  you  pass  into  the  establishment  you 
tt&ell  this  smell,  but  not  so  strong  as  you  do  outside. 

Q,  Then  you  say,  sir,  that  the  smell  from  the  vapor  was  to  you  more 
disagreeable  than  the  other  smelL  Should  you  say  it  was  as  strong  and 
acrid  as  the  other  1  A,  Either  of  them  was  strong  enough  for  my  satis- 
&ction. 

Q.  Can  you  describe  which  is  the  most  so  t  A,  1  have  described  it  as 
bras  I  can. 

Crou-Exafnination, 

Q.  {by  Mr,  Muzzey).  It  was  not  so  pungent  or  so  acrid  1  A.  Probably 
■  different  people  — 

Q,  {by  a  member  of  the  Board).  The  smell  of  ammonia  is  pungent ;  the 
snell  of  assafcDtida  is  nauseating.  If  I  understand  Mr.  Muzzey,  he  wants 
to  set  at  you  in  that  respect.  Which  of  the  two  is  the  more  pungent, 
m  which  of  the  two  is  the  more  nauseating  1  What  effect  would  it  have 
^ipon  you  9  A  It  depends  upon  the  constitution  of  the  individual  how 
ne  receives  it.  Some  organizations  are  more  sensitive  to  these  odors  than 
<^en.  So  fiir  as  I  am  concerned,  the  rendering  of  fat  and  rancid  fat  is 
▼erj  disagreeable.  So  is  that  combination  dock  smelL  I  would  n't  like 
to  itate  which  I  would  rather  have,  were  I  obliged  to  have  either. 

Q'  (by  Mr.  Muzzey).  You  fix  one  time  when  you  perceived  these  smells 
tt  in  July,  and  the  other  in  June.  Can  you  fix  the  date  of  the  time  in 
J^t  A.  About  the  middle  of  June,  I  should  think,  but  I  cannot  fix 
tbedste. 

Q'  At  what  hour  in  the  day  or  evening  was  it )  A.  1  should  think 
Mout  nine  or  ten  o'clock  in  the  evening. 

Q'  Was  it  on  Sunday  9    A.   No,  sir. 

Q.  Can  you  fix  the  day  of  the  week  1    -4.   I  could  not. 

Q-  What  day  of  the  week  was  it  that  you  were  near  the  Boston  and 
Albany  Elevator  1    A.   It  was  either  Saturday  or  Sunday,  that  was,  but 
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I  could  n't  say  which.  I  had  been  to  meeting  at  Mr.  Penteooet's  church. 
I  had  frequently  been  there  on  Saturdays  and  Sundays. 

Q.    What  was  the  month  1     A.   I  think  it  was  in  September. 

Q,  At  what  hour  1  Whether  it  was  before  or  after  the  evening  ser- 
vice ?  A,'  If  it  was  Saturday,  it  was  evening ;  and  if  it  was  Sunday,  it 
was  in  the  middle  of  the  day. 

Q.   You  have  visited  the  State  Abattoir  at  Brighton  7    A.   Yes,  sir. 

Q,  How  does  it  compare  with  the  establishment  of  Mr.  Squire! 
A.  I  don't  know  as  I  could  give  it  unless  I  am  obliged  to  answer  ques- 
tions about  the  Abattoir,  because  it  was  not  under  consideration.  One 
is  neat -cattle  and  the  other  is  hogs ;  and  every  one  knows  that  there  is  a 
wide  difference  in  the  slaughtering  of  the  two.  I  consider  Mr.  Squire's 
establishment  to  be  carried  on  as  neatly  as  it  can  be,  with  all  the  appli- 
ances, that  he  has  now,  for  the  getting  rid  of  the  smells  without  ex- 
treme expense. 

Q.  Does  it  compare  favorably  with  the  Abattoir,  sir,  with  regard 
to  drainage  1  A\  J  don't  know  about  the  drainage  being  put  through, 
so  I  don't  know.  I  have  been  at  the  Abattoir,  %nd  have  been  shown 
through  it. 

Q,  The  systems  are  a  little  different  in  the  two,  sir  7  .^  If  you  were 
to  confine  me  to  my  opinion  as  to  the  different  apparatus  I  have  seen 
for  the  consuming  of  offal,  I  should  pronounce  Mr.  Boynton's  the  best 
apparatus  I  have  seen  yet.  I  have  seen  Mr.  North's,  aud  that  at  the 
Abattoir. 

The  Chairman,  What  advantage  is  it  to  the  Board  to  make  this  com- 
parison ? 

Mr,  Muzzey,  The  idea  was  to  show  that  we  had  introduced  all  the 
appliances  of  modem  art,  and  rivalled  successfully  the  State  Abattoir. 

The  Chairman,     It  seems  to  me  that  that  is  of  no  sort  of  importance. 

Testimony  of  James  Lee,  Jr.  • 

Q,  {by  Mr.  Mclntire),  Are  you  proprietor  of  the  Middlesex  Bleacheiy 
in  Somerville  1    A.  Yes,  sir,  I  am. 

Q.   Will  you  please  state  what  you  nm  off  from  your  bleacheryi  i 
anything,  into  the  basin  or  into  Miller's  River  ]    A,   Yes,  sir.     We  run 
all  our  goods  through  lime-water.     That  is  run  off  when  the  goods  are 
washed.     Then  the  goods  are  boiled  in  soda-ash  water.     When  they  tf® 
washed  that  is  nm  off.     Then  they  are  run  through  a  weak  sizing,  very 
weak  sulphuric  acid,  no  stronger  than  one  could  drink.     When  the  goods 
are  washed  that  is  run  off.     Then  they  are  also  run  through  a  weak  solu- 
tion of  chloride  of  lime.     The  goods  as  they  pass  from  this  are  squeezed, 
and  lay  in  this  solution  for  some  hours.     When  they  are  washed  that  is 
run  off  with  the  water.     Some  of  the  goods  sometimes  go  through  au' 
other  process  of  chloride  of  lime,  and  another  process  of  acid,  just  a5 
weak,  and  every  time  they  are  thus  treated  they  are  washed.     They  ftte 
finally  washed  clear.     Goods  that  are  bleached  white  are  washed  clear 
with  clear  water.     During  the  day,  when  we  are  working,  there  are  four 
hundred  or  five  hundred  thousand  gaUons  run  off,  that  carry  away  all  of 
this  weak  solution. 
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Q,   DaUj  1    A   Yes,  sir. 

Q,  Then  you  mean  to  say  that  all  that  you  run  ofiF  is  merely  the  rins- 
ings or  washings  of  the  goods  that  are  put  into  these  different  substances  ? 
A.   Yes,  sir. 

Q.  Lime-water,  soda-ash  water,  weak  sulphuric  acid,  and  chloride  of 
lime.  Do  you  mean  to  say  that  this  acid  is  weak  enough  to  drink  when 
you  use  it,  or  after  it  is  diluted  1  A,  When  we  use  it  with  the  goods  it 
would  not  hurt  any  one  to  drink  it.  There  is  hardly  two  per  cent  of 
strength. 

Q,  Have  you  any  idea  of  how  much  solid  matter  you  run  off  there  in 
a  day  or  week ;  that  is,  the  lime,  the  soda,  and  ash  ?  A,  We  use,  prob- 
ably, not  exceeding  six  hundred  pounds  of  lime,  four  hundred  pounds  of 
soda-ash,  and  ninety  pounds  of  bleaching-powders  or  chloride  of  lime. 

Q,  {by  Mr,  Derby),  How  much  sulphur  is  used,  sir  1  A  We  use  the 
simple  acid. 

Q,  The  influence  of  that  lime  as  to  any  solid  part  that  goes  down  1 
A  It  is  all  afterward  emptied  out.  It  becomes  solid.  The  lime  is  dis- 
solved, and  that  has  to  be  carted  away  on  the  land.  The  same  is  true 
of  the  soda-ash ;  whatever  there  is  of  residuum  is  carted  away.  These 
things  all  dissolve.  What  runs  away  is  a  very  thin  liquid.  You  can 
hardly  distinguish  an3rthing  in  it  at  all. 

Q,  {by  Mr,  Newhalt),  How  much  is  the  residuum  of  six  hundred 
pounds  of  lime  1    A,    It  is  always  carted  away. 

Q,  Well,  what  weight  is  carried  away  in  solution  %  A,  1  am  not  pre- 
pared to  say.     There  is  always  something  left. 

Q,   Was  there  a  quarter  part  left  1    -4.    I  could  n't  say. 

Q.   Do  you  use  any  manganese  1    A,   No,  sir. 

Q,  That  is  all  that  you  put  into  the  stream?  A,  Yes,  sir.  There 
may  be  a  little  colored  matter  from  the  dye-house,  perhaps,  in  the  way 
of  logwood-liquor.  All  that  would  run  through  our  drains  would  be  liq- 
uid, nothing  solid. 

Q,  {by  Mr,  Webster),  Is  the  water  polluted  that  comes  down  to  you  1 
^A   No,  sir.    I  should  n't  think  it  was.    It  passes  through  my  yard. 

Q,  Do  you  use  it  1  A,  No,  sir.  We  used  to,  but  it  has  gradually 
dried  up. 

Q,  Is  there  any  tan-yard  above  you  1  ^.  It  is  hardly  a  tan-yard. 
It  is  one  of  those  skin-yards,  where  they  tan  skins.  They  are  morocco 
dressers.     It  passes  just  into  my  yard,  and  is  almost  dry  as  it  comes  to  me. 

Q.   Do  you  use  that  stream  for  your  bleaching  water  1     A.    No,  sir. 

Q.  {by  ifr,  Derby),  Where  do  you  get  that  'i  A,  1  have  a  reservoir  up 
in  Cambridge  near  Sacramento  Street,  and  then  we  have  also  water  in 
the  yard,  and  we  use  some  Mystic  water.  I  suppose  that  the  stream  I 
own  in  Cambridge  is  the  head-waters  of  Miller's  River.  There  used  to  be 
a  large  spring  there. 

Q,  {by  McLitire),  You  say  that  you  do  not  use  this  water  that  runs 
in  the  brook.  If  there  were  quantity  sufficient  to  use,  it  would  be  fit  to 
ttte  ?    A,    No,  sir,  we  would  not  use  it. 

Cross-Examination . 

<?.  {by  Mr,  Muzzey),  Why  not  1  A,  It  is  not  clean.  It  is  not  dirty 
vater,  though  it  is  not  clean  enough  for  the  use  of  the  establishment. 
We  cannot  use  water  unless  it  is  perfectly  settled. 


186 

Q.  Has  it  become  more  impure  year  by  year,  since  you  were  estab- 
lished there  1    A.   No,  sir  ;  I  cannot  see  any  difference. 

Q,  How  far  above  the  basin  are  you  situated  1  A,  I  think  Teiy 
nearly  a  mile. 

Q.  Take  the  upper,  or  Boynton  Basin  1  A.  Probably  three  quarters 
of  a  mile  or  a  mile. 

Qr  You  are  a  mile  above  the  head  of  the  basin.  Now  won't  you 
describe  the  processes  that  are  carried  on  in  your  establishment  ^  JL  I 
have  described  the  bleaching  process. 

Q.  What  else  do  you  dol  You  have  a  dye-bouse  and  bleacheiyt 
Do  you  do  anything  besides  1     Do  you  print  t    JL   Yes,  sir. 

Q,   Anything  else  f     No,  sir. 

Q,  What  quantity  in  all  of  the  solution  is  run  off  in  a  day  t  A.  We 
run  off  nothing  at  all.     We  could  n't  afford  to. 

Q.  What  do  you  call  water?  A.  I  have  said  that  we  ran  off  at  the 
rate  of  about  five  hundred  thousand  gallons  of  water  a  day. 

Q,  You  mean  that  you  contribute  to  Miller's  River  not  less  than  five 
hundred  thousand  gallons  a  day  of  all  these  solutions.     A,   Yes,  sir. 

Q,  Now,  what  amount  of  sulphuric  acid  is  used  in  your  works  in  tbe 
course  of  a  year  1     A,   About  three  carboys  a  day. 

Q.   Do  you  use  iron  liquors  1    A,   We  use  a  little  iron  liquor. 

Q.  You  use  it  in  connection  with  the  logwood  to  make  a  color  for  the 
goods)    A,    Yes,  sir. 

Q,    How  much  of  that  do  you  use  in  a  day  t    A,   Very  little. 

Q,   How  much  logwood  1    A,   The  logwood  is  macerated.     We  use  the 
•  liquor  and  carry  away  the  woody  material. 

Q.  Well,  how  much  of  the  logwood  liquor  and  the  iron  liquor  do  you 
mingle  in  a  day  and  discharge  into  the  stream  1  A,  1  hope  not  a  great 
deal.     Of  course  we  have  to  use  it,  but  we  could  n't  afford  to  lose  any. 

Q.   What  quantity  1    A,   1  have  never  estimated. 

Q,  How  much  do  you  use  of  logwood  1  -4.  A  great  many  tone  » 
year.     Probably  a  hundred  tons. 

Q.    How  much  of  the  iron  liquor  t    A.   Probably  fifty  hogsheads  •    . 
year. 

Q,   Does  n't  all  the  logwood  fibre  go  into  the  stream  1     A.    No,  sir. 

Q.  What  is  done  with  it  1  A.  We  got  the  liquor  out  and  then  clean 
the  casks  and  carry  it  away.     No  solids  go  into  the  stream  at  alL 

Q.  Well,  how  do  you  account  for  the  black  color  of  the  water,  and  of 
the  mud  along  the  shores  1  A,  A  very  little  of  something  like  logwood 
would  color  the  banks  and  the  water. 

Mr.  Derby,  That  is  given  you  by  the  action  of  the  iron  and  the  log* 
wood  you  use. 

Q,  {by  a  member  of  the  Board),  Does  the  logwood  make  the  streaOC* 
smell  badly  ]     A.    No,  sir. 

Q,    Do  any  of  the  materials  1    A.   No,  sir.     On  the  contrary,  it  woul^ 
rather  cleanse  it. 

Testimony  op  Mrs.  Lydia  T.  Rodney. 

Q,  (by  Mr.  Mclntire),   You  reside  at  East  Cambridge  I    A,   Yes,  sir. 

Q.   How  long  have  you  lived  there  f    A,   Twenty  years. 

Q,   You  own  some  houses  there  %    A,  1  own  some  and  have  owned  more^ 
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Q.  Have  jou  perceived  whether  they  have  been  affected  by  any  of  the 
odors  1  What  street  do  you  live  on  1  A.  I  live  on  Thomdike  Street, 
between  Fourth  and  Fifth. 

Q,  What  smells  have  you  distinguished  there  during  the  past  season  t 
A,    I  think  there  are  three  or  four  distinct  smells. 

Q.  Please  state,  if  you  can,  those  odors.  A,  At  times  there  is  a 
rendering  smeU,  at  times  very  offensive.  The  smell  that  comes  to  us 
^bout  four  o'clock  in  the  morning,  when  the  wind  is  northwest,  is  very 
offensive. 

Q.  Which  of  these  smells  that  you  distinguish  as  hog,  dock,  and  ren- 
dering smells  would  you  classify  that  wayl  A,  I  know  it  is  not  the 
dock  or  live-hog  smell.     I  think  it  is  something  that  is  cooked. 

Q,  How  does  that  affect  you  1  With  nausea  1  A,  I  have  been  some- 
times affected  so  that  I  was  not  able  to  do  anything. 

Q.  By  being  disturbed  in  the  morning  by  these  smells  f  A.  Yes,  sir, 
at  one  time.  On  the  night  of  the  31st  of  July.  The  northwest  side  of 
my  house  was  turned  dark  purple.  Whatever  the  substance  was,  it  ran 
down  on  to  the  blind  and  dripped  on  to  the  window-sill. 

Q,  What  was  its  previous  color!  A.  Drab.  It  had  never  been  dis- 
colored before,  nor  has  it  been  since. 

Q,  Did  it  make  any  one  else  sick  in  your  house  1  A,  It  affected  my 
daughter's  throat.     It  made  her  cough. 

Q.  You  say  that  this  has  caused  nausea  with  you  at  other  times! 
A   Yes,  sir. 

Q.  During  the  past  season  1  A.  Last  year,  more  especially  than  be- 
fore. The  smell  has  increased  every  year  worse  than  ever.  This  last 
year  the  smell  was  worse  than  ever  before. 

Q,  You  say  you  got  the  smell  of  the  live  hogs  1  A.  Yes,  sir ;  and 
the  squealing  of  the  live  hogs. 

Q.  How  often  do  you  get  that  smell  1  A,  As  often  as  the  wind  is 
iiorthwest 

Q.  {by  Dr.  Derby),  You  say  that  the  most  offensive  smell  comes  to 
you  about  four  in  the  morning  1    A.   Yes,  it  is  the  trying  smell. 

Q,  Up  to  what  time  have  you  noticed  them  1  ^.  I  have  n't  smelled 
them  since*  the  winter  commenced  as  I  did  during  the  summer.  Perhaps 
I  have  n't  smelled  them  since  the  middle  of  November.  I  could  n't  give 
yoa  any  particular  time. 

Q.  Did  you  perceive  it  during  the  month  of  November  %  A.  1  could  n't 
Bay.  In  passing  the  establishment  of  Mr.  Squire  last  Sunday,  as  I 
YMched  the  establishment  I  met  the  smell  of  the  scalding  hog.     Near 

^  laige  chimney  was  the  ventilator,  and  from  that  I  perceived  the  smell 

^  rendering.      As  I  reached  the  railroad-crossing  I  was  obliged  to  wait 

for  a  passing  train  for  some  minutes,  and  the  smell  of  live  hog  was  per- 
fectly suffocating.     This  was  last  Sunday.     I  have  n't  felt  like   myself 

•Uice  I  stood  waiting  for  that  train  to  pass. 

CroiS'Examination^ 

Q'  (hy  Mr,  Derby).  Did  you  see  the  hogs  on  that  occasion  'i  A,  I 
didn't;  there  were  iiuno  visible  in  the  open  air. 

Q'  Did  you  ever  pass  by  the  rendering  establishments  where  they 
n^e  soap  and  boil  grease  ]    -4.'  Not  to  my  knowledge. 

Q'  Have  you  been  near  enough  to  them  to  inhale  the  smell  at  all  1 
-^  I  don't  think  I  have. 
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Q.  You  don't  know  the  efifects  thej  produce  1  ^  I  do  not.  I  don*t 
think  I  was  ever  near  a  soap  factory. 

Q,  Nor  any  of  the  places  where  they  try  out  grease  1  A,  No  nearer 
than  to  Mr.  Squire's  building. 

Q.  But  you  have  n't  been  near  the  other  buildings.  You  were  on  the 
other  side  of  the  street  1  A,  Yes,  sir ;  I  have  passed  the  buildings  on 
both  sides  of  the  street. 

Q,  But  never  have  been  out  when  the  smell  from  the  trying  of  grease 
was  offensive  ]    A,   Yes,  sir. 

Q.  What  was  the  time  you  have  most  perceived  this  smell  1  A,  Well, 
at  four  o'clock  in  the  morning. 

Q.  How  many  times  during  the  past  simimer,  about  four  o'clock  in 
the  morning,  have  you  perceived  it  ]     A.    1  could  n't  say. 

Q.  Could  you  say  whether  two,  four,  or  six  times  1  A.  1  should  think 
it  would  be  nearer  sixty. 

Q,  Does  it  wake  you  up  ?  A,  It  wakes  me  up,  so  that  I  have  been 
obliged  to  call  the  doctor. 

Q,  Well,  the  sixty  times  during  the  summer  it  did  not  always  depend 
upon  tlie  wind  ]  ^.  I  did  n't  say  sixty.  I  said  nearer  sixty  than  six.  I 
never  smell  it  unless  the  wind  is  northwest. 

Q.  Have  you  any  means  at  all  of  detennining  which  way  the  wind 
blows,  except  by  its  blowing  in  at  the  window  1  A,  My  house  is  located 
north  and  south.  W^e  have  a  vane  at  the  end  of  the  house.  I  judge  of 
the  wind  from  the  window  it  comes  in  at.  My  chamber  is  in  the  north- 
west corner  of  my  house. 

Q.  In  any  one  of  these  oases  did  you  get  up  to  see  a  weathercock  t 
You  mean  that  that  guided  you  in  the  day  and  not  in  the  night  'i  A.  I 
know  by  the  odor  coming  in  at  the  northwest  window. 

Q.  You  would  be  unable  to  distinguish  from  which  of  the  estabhsh- 
ments  it  came,  whether  from  Boynton's,  Squire's,  or  the  rendering-house 
opposite]     A,  No,  sir. 

Q.  You  have  smelled  very  offensive  smells  from  the  basin  1  A* 
Sometimes  very  offensive. 

Q,  Have  n't  they  sometimes  affected  your  house  1  A,  My  house  has 
never  been  affected  but  one  night.  That  was  the  31st  of  July.  That 
was  the  night  when  the  vapors  gave  my  house  a  purplish  appeanmce. 

Q.  Was. that  the  only  time,  or  have  you  ever  before  had  any  purplo 
appearance  given  to  your  house  1     A.    That  is  the  only  time. 

Q.    Did  you  notice  it  that  night  or  next  morning  1     A,    Next  morning- 

Q,  You  have  been  uncomfortable  1  You  have  been  obliged  to  send  foT 
your  physician,  I  understand  ]  Have  you  ever  vomited  in  consequence  of 
HI     A,    Only  once. 

Q,  When  was  thati    A.    The  morning  after  the  31st  of  July. 

Testimony  op  Mrs.  Jane  Binney. 

Q.  {by  Mr,  Mclntlre).   You  live  in  East  Cambridge  1     A.   Yes,  sir,  at> 
152  Otis  Street,  between  Fourth  and  Fifth  Streets. 

Mr.  Mclntire.     About  twelve  hundred  feet  from  Mr.  Squire's. 

Q,  Have  you  been  affected  by  any  odors  at  your  house  during  the  past 
year]    A,   Very  much  indeed. 

Q.    Please  describe  them.     A,   They  have  been  veiy  offensive.     The 
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rendering  of  lard  was  one.  It  occurred  about  four  in  the  morning,  and 
seemed  very  offensive. 

Q.   Any  other  odors  did  you  get  1    A.   Yes,  sir;  but  not  so  much. 

Q.   What  others  1    -4.    I  think  they  came  from  the  factory. 

Q.  Can  you  describe  them  1  A.  Nothing  very  different  from  the  ren- 
dering smell. 

Q.  How  often  during  the  past  season  have  you  been  affected  by 
them  1  A,  A  great  many  times  m  the  hottest  weather,  so  that  I  have 
been  obliged  to  close  the  windows. 

Q.  How  have  these  odors  affected  you  1  A.  They  have  given  me  a 
headache,  and  irritated  my  throat. 

Q.  Can  you  describe  the  feeling  in  your  throat  1  A.  A  sort  of  in- 
flammation. 

T/ie  Chairman.    Did  it  make  you  sneeze  1    A.   No,  sir. 

Q.  How  long  would  this  effect  last  after  smelling  it )  A,  It  would 
last  me  all  next  day,  so  that  I  could  hardly  sit  up. 

Q,  Did  you  ever  keep  your  bed  afterwards  ]  .4.  I  have  had  to  lie 
down  several  times. 

Q.  Do  you  mean  to  give  us  to  understand  that  this  sickness  has  been 
caused  more  than  once  this  summer  ?    A,   Yes,  sir. 

Cross-Examination, 

Q.  (by  Mr,  Derby),   Can  you  fix  any  date?    There  was  the  31st  of 
July.     Did  you  notice  the  smell  that  night  1    A,   Yes,  sir,  very  much. 
Q.   Was  that  in  the  night  ?    A,   Yes,  sir. 

Q.  Was  the  paint  on  your  house  affected  at  that  time  1  A.  Yes,  sir ; 
the  back  part,  which  is  an  L,  was  affected. 

Q.   Your  bouse  fronts  which  way  1    A,    Towards  Miller's  River. 
Q.    Is  the  back  part  of  your  hoiise  white  1    A.  Yes,  sir. 
Q,    And  the  main  part  is  brick  1    A,    Yes,  sir. 

Q,   In  which  part  of  the  house  did  you  sleep  1    A.   In  the  front  part. 
Q,    Were  the  windows  open  on  the  31st  of  July]    A.    I  think  they 
were. 

Q,  Did  you  ever,  on  any  other  occasion,  experience  it  as  severely  as 
Ofu  that  night  %    A.  Yes,  sir,  I  believe  I  have. 

Q.  Was  it  not  particularly  severe  on  that  night  %  A.  Yes,  sir,  worse 
than  at  any  other  time. 

Q,  On  how  many  days  have  you  had  to  lie  down  on  account  of  these 
bad  smells  this  last  season  1    A,   Perhaps  six  or  eight. 

Q.  Have  you  ever  been  by  the  place  where  they  render  fat  and  soap- 
grease  ?    A.    Yes,  sir ;  I  have  been  past  there. 

Q.  You  have  experienced  the  putrid  smell  there  1  -4.  I  cannot  say 
that  I  have. 

Q,  But  you  have  experienced  the  bad  smells  from  these  rendering 
^orks  1     A.    Yes,  sir,  several  times. 

Q,   Did  you  recognize  the  smell  of  grease,  something  putrid  1    -4,    I 
Tecognized  something  putrid. 
Q,    Whose  works  are  you  now  speaking  of?     A.    Mr.  Squire's. 
Q,  I  ask  you  if  you  have  passed  by  any  of  the  other  places,  such 
tt  the  small  soap-boiling  places?    A,   No,  sir;    I  don't  know  that  I 
bave. 

Q,  Have  you  been  by  the  small  place  near  Boynton's,  kept  by  a  man 
named  Barry  1    A,   No,  sir. 
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Q.  What  jon  smelled  near  the  baun  or  at  Mr.  Sqnire's  is  the  same 
sort  of  smell  1    A»  Yes,  sir. 

Q.  You  don't  find  different  smells  t    X   It  is  all  the  same  thing. 

Q,    One  and  the  sa^e  odor  1    A»    I  think  so. 

Q.  Whether  at  jour  house  or  at  Mr.  Squire's  or  in  the  neighborhood 
of  the  basin,  it  is  one  and  the  same  smell  1    A.    Yes,  sir,  I  think  so. 

Q.  On  this  occasion  that  jou  had  to  lie  down,  did  jou  simply  lie  doim 
upon  a  lounge  1    A,    Yes,  sir. 

Q.  {hy  Mr.  Melntire),  This  one  odor  that  you  distinguished  you  found 
to  be  a  trying  odort  A,  It  was  like  the  odor  of  something  that  was  not 
sweet. 

The  names  of  several  ladies  were  then  called. 

Dr,  Derhy.  What'  do  you  mean  to  prove  by  all  these  ladie%  Mr. 
Mclntire  1 

Mr.  Mclntire.  They  are  parties  who  have  been  affected  by  these 
smells. 

The  Chairman.  I  think  it  would  be  best  to  confine  the  examination 
to  the  effect  of  these  smells. 

Mr.  Mclntire.     That  is  what  I  intend  to  do. 

Testimony  op  Mart  W.  Clark. 

To  Mr.  Mclntire.  I  am  widow  of  Moses  Clark,  late  of  Cambridge.  I 
live  on  Otis  Street,  at  No.  168,  between  Third  and  Fourth  Streets. 

Q.  {by  a  member  of  the  Board).  How  far  from  Mr.  Squirm's  establish- 
ment 1  A.  (by  Mr,  Mclntire  and  Mr.  Muzzey,  after  lookmy  at  the  ma^» 
About  1,600  feet. 

Q.  (by  Mr.  Mclntire).  Have  you  ever  been  affected  personally,  or  has 
any  member  of  your  family  ever  been  affected,  by  these  smells  ]  A  Yes, 
sir ;  by  nausea.     I  have  been  nauseated  by  them. 

Q.  I  speak  now  within  the  present  year  1  A.  No,  I  have  n't,  because  X 
was  away  all  summer,  from  the  10th  of  July  till  nearly  the  1st  of  Sep* 
tember. 

Q.  Since  you  returned  in  September  1  A.  Some  little ;  but  I  haf^ 
not  suffered  from  them  as  before. 

Q.  What  smells  have  you  distinguished  this  summer  1  A,  I  don*'*' 
know  that  I  can  describe  them  as  distinct  odors.  One,  I  should  judg^^ 
is  a  suffocating  odor.  One  is  from  the  fat,  —  I  could  distinguish  the  la-'^ 
sometimes, —  but  I  could  n't  describe  it.  It  is  very  nauseating.  Some^^ 
times  I  feel  as  if  I  can  hardly  breathe.  I  have  been  awakened  at  nigb-* 
before  it  was  time  to  rise.  I  have  been  unable  to  sleep,  and  have  bee^^ 
obliged  to  close  the  windows  on  account  of  it. 

Q.    Did  it  affect  your  throat  any  ^    A.   1  think  it  has  sometimes. 

Q.  Was  the  effect  serious)    A.  Not,  as  I  could  see,  particularly;  onl, 
it  caused  a  great  deal  of  discomfort. 

Q.   Have  you  ever  passed  by  Mr.  Squire's  place  1    -4.   I  have  never 
been  in  that  vicinity  except  one  morning  when  I  went  down  to  get 
whitewasher. 

Q.   Have  you  noticed  the  smells  on  the  other  side  of  the  basin  f 
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In  passing  through  Somerville,  I  have  noticed  odors  on  the  other  side  of 
the  basin ;  have  also  noticed  it  in  riding  from  Cambridge. 
Q.   That  is  all  you  know,  Mrs.  Clark  ?    A.   Yes,  sir. 

Craw-ExamiiMttan, 

Q,  (by  Mir.  Derby),  You  have  inhaled  the  smell  from  the  docks  when 
the  tide  is  out  %  JL  Yes,  sir ;  and  I  think  there  is  quite  a  difference 
between  the  stneU  of  the  docks  and  the  suffocating  odor. 

Q.  It  is  something  more  oppressive  in  the  night  thaa  the  day  time  1 
A.   It  is. 

Q.   You  have  perceived  it  about  the  docks  1    A,  No,  sir,  I  never  have. 

Q.  You  have  walked  down  round  the  docks,  have  n't  you  %  A,  1  never 
hftvok 

Q.  Sometimes,  when  down  near  the  docks,  you  have  noticed  a  smell 
from  them,  have  n't  you  %    A,   Yes,  sir. 

Q.  Similar  to  the  one  from  the  basin )  A,  Yes,  sir  ]  but  it  is  not  so 
powerful  in  the  day  as  during  the  ni^t. 

Q.  How  many  times  have- you  experienced  it  during  the  night  1  How 
many  times  have  you  been  disturbed  1  A.  I  could  n't.  say ;  but  more 
before  I  went  away  than  since  my  return. 

Q.  Since  your  return,  how  many  nights  have  you  been  awakened] 
A.   A  good  many  times. 

Q*  Three  or  tour  times  1  A.  Yes,  sir,  a  good  many  more  than  that  \ 
but  I  have  n't  kept  any  account. 

Q,  Your  distinction,  then,  between  the  day  and  night  smell  is  that 
the  night  smell  is  more  overpowering  1    A.  Yes^  sir. 

Q.  {by  Mr.  Mclntire),     Between  the  time  of  your  going  away  in  July  * 
and  returning  in  September,  after  your  return,  did  you  notice  any  dis- 
Qolorfttion  in  the  houses  that  you  did  n't  notice  before  1    A.   I  did. 
.  Q,   On  your  own  house  1    A.  No.     I  was  told  by  Miss — 

JMr.  Dtrby^    Never  mind  what  you  were  told. 

Tkstivony  of  Miss  Maria  Spars. 

To  Mr,  Mclntire,  I  am  an  assistant  teacher  in  Cambridge  at  the  Put- 
Qsm  Grammar  School,  at  the.  comer  of  Fourth  and  Otis  Streets,  at  the  top 
of  the  hiU. 

Q,  (by  Mr,  Mclntire),  I  will  ask  you  if  you  have  ever  been  affected 
by  these  odors  from  the  dock  ^  A,  1  have.  I  have  been  made  sick  by 
them. 

Q,  Where  1  A,  At  the  house  where  I  boarded,  on  Cambridge  Street, 
betwen  Fourth  and  Fifth  Streets. 

Q,   Is  it  the  next  house  to  Mr.  Mun roe's,  westerly  %    A,   It  is. 

Q.  The  house  you  boarded  in  faces  to  the  south )  A,  Yes,  sir ;  my 
room  is  in  the  L,  which  is  on  the  northerly  side. 

Q.  Will  you  please  state  how  it  affected  you  1  A,  It  made  me  sick 
&t  the  stomach,  nauseated  and  vomited  me. 

Q.    How  many  times  during  the  past  season  \     A.    1  could  n't  say. 

Q:    More  than  once  1    A,   More  than  once  ;  many  times. 

Q.  (by  Mr,  Derby),  Do  you  know  where  the  odor  came  from  1  A.  It 
came  from  the  direction  of  Mr.  Squire's  place.    . 

Q.  (by  Mr.  Mclntire).  Can  you  describe  that  odor  ?  ^  It  is  the 
unell  of  trying  lard. 
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Q,  Were  you  obliged  to  go  away  ^  A,  1  was  out  of  school  two  weeks. 
I  was  taken  sick  on  the  day  before  the  1 7th  of  June,  and  left  school  for 
two  weeks.     I  went  out  of  town. 

Q,  How  long  did  you  stay  away  %  A,  1  returned  at  the  end  of  two 
weeks,  and  remained  one  night,  and  was  sick  from  it.  I  then  went  out 
and  stayed  till  September. 

Q,   Were  you  sick  while  you  were  away  %    A.   No,  sir,  I  was  not. 

Q,  Are  you  often  sick  1  I  mean,  what  is  your  general  health  %  A.  \ 
had  n't  been  out  of  school  for  two  years. 

Q,   You  had  leave  of  absence  from  the  committee  1    A,   Yes,  sir. 

Cros9^  Examination. 

Q,  {by  Mr,  Miuzey).  What  was  the  nature  of  the  sickness  1  A,  It 
was  vomiting. 

Q,   Was  it  headache  1     A,   Yes,  sir. 

Q,   Sick  headache  1    A,   Yes,  sir. 

Q,  Have  you  been  subject  to  sick  or  nervous  headaches  1  A.  \  don't 
have  them  very  often. 

Q,  There  has  been  no  trouble  from  these  odors  at  the  school-houeet 
A,    I  have  noticed  them,  but  have  never  been  made  sick  by  them. 

Q.   Did  you  teach  in  the  Thomdike  School  1    A,   Yes,  sir. 

Q,  When  you  say  the  odor  came  from  Mr.  Squire's,  you  mean  it  came 
from  that  neighborhood  1  You  never  traced  it  there  1  A.  When  I  have 
been  riding  hy  there  I  have  been  affected  by  it. 

Q,  When  you  ride  by  Boynton's  or  North's,  have  you  been  affected 
in  the  same  way  ]    A,   Have  never  been  by  there. 

Q,  The  reason  you  think  the  odor  comes  from  Mr.  Squire's  is  because 
you  think  it  affected  you  when  going  by  there  1    A,   Yes,  sir. 

Q.  Have  you  ever  been  affected  by  these  odors  before  %  A.  Never 
till  this  summer. 

Q.  Where  did  you  live  last  summer  1  A.  In  Spring  Street,  between 
Third  and  Fourth  Streets. 

Mr,  Mazzey.     That  would  make  it  about  five  or  six  hundred  feet. 

Q.  (by  Mr.  Muzzey),  How  long  have  you  lived  in  East  Cambridge  * 
A,    Since  I  was  a  small  child,  —  twenty-eight  years. 

Q,  Has  n't  you  health  generally  been  delicate  %  A,l  have  been  sid^ 
once,  but  have  n't  been  out  of  school. 

Q.  Well,  now  take  the  two  years  before,  —  had  n't  you  been  ill  * 
A.    I  have  n't  been  out  of  school. 


Testimony  of  Mrs,  Charlotte  Fogg. 

The  Chairman,  Do  you  expect  to  bring  out  anything  new  by  this  wit^ 
ness] 

Mr,  Mclntire.     It  is  simply  cumulative. 

The  Chairman,  Why  don't  you  ask  the  witness  whether  she  has  beer^ 
affected  by  the  qdor  personally,  and  then  let  the  counsel  on  the  othe^ 
side  cross-examine  if  they  desire  1 

Mr,  Mclntire,  This  lady  has  been  very  much  affected  by  the  odoFB«r 
I  don't  wish  merely  to  bring  the  testimony  of  persons  who  have  smeltr 
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these  odors,  but  I  want  to  show  that  some  have  been  made  seriously  sick 
bv  them. 

7%€  Chairman.  Suppose  you  ask  the  witnesses  whether  they  have 
been  affected  and  iu  what  way. 

Q.  (Mr,  Mclntire  to  fvitness).  Where  do  you  live  1  A.  At  No.  6 
Sixth  Street,  between  Cambridge  and  Gore  Streets ;  about  three  hundred 
feet  from  Mr.  Squire's  place. 

Q,  Have  you  ever  been  affected  by  these  odors  1  A.  1  have ;  my 
throat  particularly,  my  stomach  also. 

Q.  How  often  during  the  last  season  1  A.  Very  often  during  the  last 
season.  I  noticed  the  smell  of  the  hog,  the  smell  of  the  trying,  and  the 
dock  smell. 

Q.  Can  you  distinguish  them,  and  which  affects  you  most  ?  A.'l  can 
tell  them ;  they  are  very  different  smells.  I  think  the  smell  of  the  hogs 
affects  me  most.     It  is  the  most  nauseating.     It  is  a  styey  smell. 

Q.  Does  it  affect  you  to  vomiting?  A,  It  has,  and  I  am  not  easily 
vomited,  either.  It  has  affected  me  so  that  I  have  had  to  go  away  two 
summers. 

Q.  Did  you  go  away  because  of  the  smells  'i  A.  1  went  away  on  that 
account.  I  have  lived  in  Cambridge  many  years,  and  have  been  obliged 
to  go  away  the  last  two  summers. 

Q.  {by  Dr.  Derby).  Do  you  know  whence  the  smell  comes  that  affects 
Tout  A.  The  smell  comes  so  distinctly  to  me  that  I  know  it  comes 
firom  that  direction. 

Q.  Do  you  know  whether  it  comes  from  Mr.  Squire's  ^  A,  1  can't  say 
that. 

Q.  (by  Mr.  Mclntire).  Do  you  think  they  come  from  there  1  A.  I 
presume  they  did  because  the  trying  is  done  there.  Sometimes  it  comes 
very  strong ;  when  the  wind  is  favorable  we  have  to  close  the  windows 
and  doors,  and  then  we  have  to  air  the  house. 

Cross-Examination. 

Q.  (by  Mr.  Derby).  Are  you  married  1  A.  Yes,  sir.  My  husband  is 
a  machinist,  and  works  for  William  L.  Lockhardt,  on  Bridge  Street. 

Q.  Did  you  notice  the  smell  on  the  31st  of  July  1  A.  I  did  not.  I 
was  absent  from  home. 

Q.  You  have,  during  the  day-time,  smelt  the  smell  from  the  dock  1 
Yes,  sir. 

Q.  Sometimes  it  is  very  offensive,  is  it  not  1  ^.  It  is  very  offensive 
aometimes. 

Q.  Have  you  noticed  that  it  is  more  offensive  at  some  times  than  at 
others  1     A.   Sometimes  it  is. 

Q.  Have  you  noticed  that  on  damp  days  it  is  more  suffocating? 
^.    Yes,  sir. 

Q.  Have  you  noticed  it  was  worse  than  on  moist,  humid  days,  when 
the  nights  are  damp  or  moist  1    A    I  could  n't  say. 

Q.  Is  there  not  a  little  opening  near  your  house,  through  the  build- 
ings down  to  the  basin,  through  which  the  air  is  drawn  up  from  the 
basin  ?  A.  There  used  to  be,  and  there  was  a  smell  came  up  tliat  way  ; 
but  during  the  'last  year  it  was  built  up. 

Q.  There  is  still  a  narrow  passage-way,  is  n't  there?  A.  I  think 
there  i& 
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Q,   About  ten  feet  wide  ^    A,   1  think  it  ia. 

Q,  Don't  the  air  come  up  from  that  passage-way  1X1  could  n't  say. 
I  think  we  had  the  smell  a  little  worse  before  those  buildings  were  up. 

Q,  Which  smell  is  the  most  perceptible  ?  I  think  the  dock  smell  is 
the  worst. 

Q.  You  noticed  that  on  moist  days  sufibcating  smells  came  from  the 
dock  %    A.  Yea»  sir. 

Testixokt  of  Samuel  A.  Duroin. 

To  Mr.  Mclntire,  I  am  a  physician,  and  member  of  the  Boston  Board 
of  Health.     I  reside  at  the  Evans  House,  175  Tremont  Street 

Q,  {by  Mr.  Mclntirf).  As  a  member  of  the  Boston  Board  of  Health, 
have  you  ever  visited  the  establishment  of  J.  P.  Squire  k  Co.  %  A.  Yes, 
sir,  I  have  visited  it  once. 

Q.  Please  state  the  occasion  of  your  visit  A.  We  have  been  repeat- 
edly complained  to  by  citizens  of  Boston  in  regard  to  certain  smells  which 
we  did  n't  find  the  source  of  in  Boston,  and  we  went  over  there  for  the 
purpose  of  looking  at  those  works,  —  I  think  on  the. invitation  of  Mn 
Squire ;  also  to  see  what  we  could  find  about  the  smells. 

Q.  When  did  you  visit  there  %  A.  1  think  it  was  upon  the  Idth  cf 
September  last 

Q.  Will  you  state  what  you  saw  there  %  A.  On  approaching  the 
establishment  we  did  not  detect  any  marked  smell.  We  entered  and  wen 
taken  through  the  building  by  Mr.  Squire.  They  were  not  at  that  tine 
rendering,  except  in  two  or  three  small  open  kettles.  The  lai^r  tasks 
were  not  in  use.     It  was  n^ar  noonday,  or  not  far  from  twelve  o'clock 

Q,  Did  you  perceive  any  odor  arising  from  those  open  kettles  1  A  Very 
slight  indeecL 

Q,  Did  you  know  what  they  contained  1  A.  HI  remember  rightly* 
it  was  cut-up  hogs,  and  some  of  the  entrails.  We  went  mostly  througta 
the  establishment 

Q.  Did  you  test  any  of  the  gases  1    ^.   I  did  n't  test  any  gases. 

Q.  Did  you  try  any  of  the  vapors  by  putting  your  head  over  the  ket- 
tles 1    A   Somewhat     I  detected  a  very  slight  odor. 

The  Chairman.  Is  the  testimony  of  Dr.  Durgin  to  be  cumulative  f  I^ 
so,  I  don't  think  it  necessary  to  take  up  so  much  time. 

Dr.  Derby.  The  members  of  this  Board  desire  that  the  oflficial  opinions 
of  the  Board  of  Health  of  Boston  should  be  given,  and  that  their  evidence 
should  be  presented. 

Mr.  Mclntire.  I  intend  to  give  the  testimony  of  the  members  of  th»^ 
Board,  and  shall  call  another  one  of  them. 

Dr.  Derby.     Official  reports  of  the  Boston  Board  of  Health  have  bee^ 
made  in  regard  to  this  6dor.     We  desire  to  know  what  the  members  sa^- 

Q.  {by  Mr,  Mclntire).  Have  you  any  opinion  as  to  the  origin  of  thos^ 
odors  which  reach  Boston  ? 

Mr.  Derby.  Suppose  you  confine  your  remarks  to  the  visit  to  tb^ 
establishment  I  would  like  to  have  you  confine  them  particularly  ti^ 
that,  and  not  to  have  general  ideas. 
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I£t,  McInUre,     I  would  ask  his  opiuion  of  what  it  is. 
Mr,  Derby,     We  ought  to  have  facts  as  a  basis  of  opinion. 

Mr,  Mclntire.  I  will  ask  him,  then,  from  what  he  saw  at  the  estab- 
iahment,  from  the  business  carried  on,  and  the  animals  kept  there,  has 
16  formed  an  opinion  in  regard  to  the  odors  which  reach  Boston  %  A.  1 
ound,  in  passing  through  the  institution,  the  live-hog  smell  distinctly, 
rhich  was,  to  me,  very  offensive. 

Q.  {by  Mr,  Derby).  Will  you  have  the  kindness  to  give  the  time  of 
hat  visit  %    A,    It  was  on  the  13th  of  September. 

Q,   And  you  found  the  hog-smell  very  distinct  1    A, '  Yes,  sir. 

Q,  {by  Mr,  Mclntire),  Have  you  formed  any  opinion  in  regard  to  the 
mgin  of  those  smells  which  come  into  Boston  'i  A,  1  have  no  doubt 
hat  those  odors  may  go  a  great  ways.  We  haye  satisfied  ourselves  that 
he  odors  at  the  West  End  do  not  emanate  from  any  source  on  this  8ide# 
)f  the  river.  In  my  opinion  they  do  not.  Wo  have  searched  a  long 
;ime,  and  in  vain,  on  this  side  to  find  their  origin. 

Q,  (by  a  member  of  the  Board),  When  you  say  your  opiuion  you 
mean  the  Board's  1  A,  Yes,  sir.  The  odors  particularly  complained  of 
were  from  the  rendering.  I  should  say  we  did  not  smell  any,  on  our 
viait  to  the  establishment,  in  marked  degree,  because  they  were  not  in 
operation,  the  rendering  being  done  mostly  in  the  evening. 

Q.  {by  Mr,  Mclntire),  The  hog  smell  was  very  distinct.  Had  there 
been  any  attempt  at  deodbrization  ?  A,  The  pens  were  covered  with 
charcoal,  and  were  in  very  cleanly  condition,  not  as  clean  as  a  parlor, 
iut  as  dean  as  a  hog-pen  could  well  be. 

CroM-Examinatton, 

Q.  {by  Mr,  Derby),  I  would  inquire  how  long  you  have  been  upon 
tbe  Board  of  Health  ?    A,   Since  the  15th  of  January. 

Q,  Has  your  attention  been  called  to  any  localities  at  the  South  End, 
ot  on  the  Back  Bay,  where  they  are  filling  in,  and  to  any  offensive  odors 
there  1    A   Yes,  sir. 

Q.  Have  n't  you  found  that  as  they  were  filling  in  the  odors  came  up 
from  that?  A,  Yes,  sir.  We  found  bad  odors,  and  have  not  found 
^uch  diflficulty  in  remedying  them. 

Q.  How  far  have  you  succeeded  in  remedying  them  1    -4.   So  far  that 
P^ple  have  ceased  making  complaints  of  them. 

Q.  When  did  they  cease  1    A,   Complaints  were  made,  I  think,  as 
^ly  as  the  first  part  of  May,  and  ceased  in  July. 

Q.  Were  they  very  uncomfortable  in  July  1    A,   Yes,  sir.     They  were 
?ttite  offensive  in  July. 

Q'  What  time  do  you  think  the  remedy  was  found  1    A.   The  com; 
F^tft  lasted  some  time,  but  on  letting  in  the  tide-water  the  odor  ceased. 
Q'  Did  people  complain  that  they  were  obliged  to  close  the  windows  ] 
^  Yes,  sir. 
Q'  Did  they  complain  of  nausea,  coughing,  or  bad  headaches  ?    Please 
,    ^tewhat  was  the  tenor  of  the  complaints]    A.    I  think  there  were 
^^%  complaints  of  nausea.     I  don't  remember  any  instance  of  vomiting, 
^  "Titation  of  the  throat. 
;      Q'  That  was  counteracted  by  letting  in  the  tide- water  1    A.  Yes,  sir. 
I      Q-  Did  the  bad  smell  come  from  the  flats  or  sewage  1    A,    No,  sir ;  it 
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came  from  what  waa  called,  bj  the  people  in  that  TiciDitr,  a  eabbagj  y 
Tegetable  growth  on  the  bottom  of  the  barai,  whidi  became  heated  and 
offensive  in  the  ami,  and  which  the  cooling  off  bj  the  tides  seemed  to 
core  at  once.  If  it  remains  in  the  son  Tery  long  it  nndeigoea  decomposi- 
tion^  and  becomes  offensire.  . 

Q.  Has  n't  that  part  of  the  Back  Bar  been  freqnentlj  complained  of 
as  a  depositorj  of  sewage  t  A.  We  hare  n^  had  tronUe  with  that  ya- 
tion  of  the  intA.  This  was  easterlv  of  Parker  Street  We  hare  nerer 
traced  the  troable  to  the  sewage.  Once  we  traced  it  to  the  month  of  the 
sewer,  and  foond  the  odor  extremely  offensive  at  certain  stages  of  the 
tide.  But  genepiUy  we  did  not  find  it  remarkably  offensive,  and  finaDj 
concluded  that  the  basin  was  the  great  soorce  of  the  tronbk.  I  am  in- 
clined to  think  it  was  from  this  v^etable  growth. 

Q.    Have  there  not  been  times  when  there  were  complaints  to  your 
Board  of  those  smells  fi^m  the  sewer  f    A   At  low  tide  it  was  quite 
^  offensive,  but  I  don't  remember  any  positive  complaint,  but  I  remember 
that  there  was  some  8us|Mcion  that  it  came  from  there. 

Q,  Follow  along  down  to  the  West  Boston  Bridge.  Have  n*t  odon 
como  from  there  which  are  quite  offensive  t    X   I  have  n't  been  there. 

Q,  Have  n't  you  heard  of  the  sewage  frc»n  the  Massachnsetts  Generd 
Hospital  stagnating  in  that  neighborhood  t    A.   No,  sir. 

Q.  With  regard  to  the  Miller^s  River  basin,  do  y(m  find  an  cffenare 
odor  there  1    A   I  did.     I  should  say  it  was  very  offensive. 

Q.  Has  your  attention  been  drawn  to  the  Kroad  Canal  in  Cambridge! 
A,   No,  sir. 

Q,   Or  to  Charlestown  t    A,   No,  sir. 

Q.  On  both  sides  of  West  Boston.  Bridge,  to  the  flats  above,  has  yoor 
attention  been  called  to  them  as  collecting  sewage  1    A.   No,  sir. 

Q.  Is  it  not  in  the  city  a  matter  of  serious  consideration  whether  there 
should  not  be  a  drain  to  carry  off  to  deeper  water  the  sewage  drained 
into  Charles  River  ?  A.  There  is  at  the  present  time  going  on  an  exten- 
sion of  the  sewers  to  deeper  water  fr^m  Berkeley  Street. 

Q.  To  carry  the  sewage  from  Berkeley  Street  to  the  river  %  A.  The 
sewer  has  been  built  down  to  the  sea-wall  on  the  Mill  Dam,  but  it  ie  now 
being  extended  out  into  deeper  water. 

Q.    Is  it  done  to  carry  the  sewage  out  into  deeper  water,  or  to  remedy    ' 
the  existing  evil  and  to  counteract,  to  some  extent,  that  bad  odor  frolic 
that  side  of  the  city  1    A.   Yes,  sir. 

Q.  {hy  a  member  of  the  Board),  In  what  part  of  the  city  do  person* 
reside  who  complained  of  the  odor  that  you  found  no  source  for  t  A.  A-* 
the  West  End,  from  Beacon  HiU  down  through  Charles  Street  It  ¥•* 
observed  mostly  when  the  wind  was  northerly. 

Q.  {by  Mr,  Derby),   When  the  winds  were  northerly  you  noticed  the<*^ 
most  %    A,   That  was  when  people  complained. 

Q,   Did  you  go  to  the  soap-works  on  Miller's  River  1    A,   No,  8ir,onXi5 
to  Mr.  Squire's.  - 

Q,    Did  you  go  through  the  whole  works  1    A,   Yes,  I  think,  ar^^ 
pretty  thoroughly. 

Q,   How  did  you  find  them  in  regard  to  neatness  1    ^   As  a  rule  th^.^ 
were  in  very  fair  order. 

Q,   As  much  so  as  any  works  you  ever  saw  1    A,   Yes,  sir. 

Q,   Have  you  seen  the  Abattoir  1    A,   Yes,  sir. 
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Q.  How  did  they  compare  1  A,  One  was  a  great  nuisance  to  .me, 
compared  with  the  other.  At  Brighton  I  should  say  it  was  quite  free 
from  odors,  and  I  was  astonished  to  see  it  so  free  from  odors.  At  the 
other  place  I  should  n't  wish  to  stay  a  great  while,  and  I  could  not  have 
done  sa 

Q.  You  did  n't  notice  anything  very  offensive  At  Squire's  1  A,  When 
[  first  entered  I  did  n't  detect  anything  very  offensive,  but  when  I  got  in- 
side and  at  the  hog-pens,  I  smelt  the  hogs  very  strong. 

Q.  (by  a  member  of  the  Board),  Is  it  your  opinion,  as  expressed  from 
your  investigations,  that  the  odors  from  which  the  people  of  the  West 
End  suffer  come  pertly  from  Mr.  Squire's  establishment  %  A.  1  have  no 
doubt  of  it. 

Q.   Do  they  come  largely  from  there  'i    A.   \  have  no  doubt  of  it. 

Q,  {by  Mr.  Dtrhy),  If  you  were  informed  that  there  were  large  places 
near  there  where  putrid  meat  was  tried  out  in  open  kettles,  shoiddn't 
you  ascribe  a  larger  amount  of  it  to  these  open  kettles  than  you  woidd  to 
the  kettles  in  Mr.  Squire's  establishment  ?  Would  n't  there  be  a  larger 
amount  of  putrid  grease  than  in  Mr.  Squire's  establishment  ?  ^i.  I  think 
there  might  be. 

Q.  Your  attention  was  not  drawn  to  the  places  along  shore,  but  simply 
to  Mr.  Squire's.  A,  We  intended  to  visit  all  those  establishments,  but 
only  went  to  this  one. 

Q,   You  noticed  an  offensive  smell  from  the  dock )    A,   We  did. 

Q,  Wasn't  it  a  similar  smell  to  what  you  perceived  in  the  yard) 
Was  n't  the  smell  in  the  yard  similar  to  that  which  came  up  from  the 
dock  %  A,  At  the  windows  we  got  the  smell  from  the  dock,  and  in  the 
building  we  got  the  smell  from  the  hog.  Where  the  scalding  was  going 
on  there  was  a  smell  somewhat  offensive,  but  not  as  offensive  as  the  hog 
imell  or  the  dock  smell. 

Q.  You  perceived  no  smell  so  strong  as  the  dock  or  hog  smelll 
A  No,  sir.  In  the  yard  we  smelt  something  pretty  bad,  but  I  can't  say 
whether  it  came  from  the  dock  or  not. 

Q.  You  could  n't  say  that  it  did  n't  come  from  the  dock  1  A,  No,  sir. 
Q.  There  was  a  smell  you  couldn't  determine  from  what  source  it 
cune  1    A.   No,  sir,  we  could  not  determine  it. 


!     '  Testimony  op  Alonzo  W.  Boardman. 

T'o  Mr.  Mclntire.  I  am  Chairman  of  the  Boston  Board  of  Health.  I 
'eside  on- Charles  Street,  between  Pinckney  and  Revere  Streets. 

0.  (hy  Mr.  Mclntire).  Has  your  attention  been  drawn  to  any  nox- 
1008  odors  from  the  direction  of  Mr.  Squire's  establishment  within  the 
pttt  season  1     A.  Yes,  sir. 

Q.  In  consequence  of  that  have  you  visited  the  place,  and  if  you  have, 
^  you  please  state  what  you  saw  there,  and  give  us  your  opinion  in  re- 
S^'d  to  the  origin  of  it  1  A.  During  the  spring  and  summer  of  this  last 
y^  I  have  smelt  several  times  —  I  can't  say  how  many  —  a  dreadful 
^^  at  night.  I  should  think  that  I  had  smelt  it  perhaps  half  a  dozen 
^i^nesup  to  the  17th  of  June.  It  would  wake  me  up  in  the  night.  I 
*H  as  if  there  was  some  heavy  weight  on  my  chest.  My  room  was  full 
of  a  dreadful  odor.     I  live  on  the  easterly  side  of  the  street     I  don't  do 
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as*  many  others  have  done,  —  close  all  the  windows ;  I  kept  my  windows 
open  and  let  the  smell  out.  I  could  n*t  get  to  sleep  again  for  a  long 
time.  Sometimes  I  was  kept  awake  for  two  or  three  hours  ;  would  some- 
times lose  my  sleep  in  consequence  of  this  odor.  On  the  night  of  the 
1 7th  of  June  there  was  a  different  smell  from  anything  that  I  was  ever 
before  conscious  of.  It  was  a  different  smell  from  any  t^at  I  ever  got 
before,  that  I  am  aware  of.  The  only  description  that  I  can  give  of  it  is, 
it  seemed  to  me  to  be  a  pork-fat  smell.  It  was  fearful.  I  was  sick  all 
night ;  my  servant -girl  was  sick,  and  my  youngest  child  was  vomiting,  I 
have  no  doubt  from  the  smell.  I  took  it  more  to  heart  on  that  account. 
I  called  that  morning  at  Dr.  Derby*s  office ;  he  was  away,  but  called  on 
me  that  evening.  Mr.  Squire  called  upon  me  that  evening  at  my  house, 
and  we  had  a  pleasant  interview,  of  half  or  three  quarters  of  an  hour.  I 
should  have  said  that  that  morning  when  I  went  to  City  Hall,  I  got  my 
associates,  Dr.  Durgin,'and  Mr.  Whiting,  and  the  City  Physician,  Dr. 
Green,  to  go  over  to  Mr.  Squire's  with  me.  We  crossed  over  the  bridge  at 
the  foot  of  Leverett  Street,  to  East  Cambridge,  and  took  the  right-hand 
street,  so  that  when  we  came  in  sight  of  Squire's  establishment  it  was  on 
our  left.  We  were  on  the  right  side  of  the  basin,  and  Squire's  place  was 
on  the  left  We  were  going  along  the  shore  on  the  northerly  side.  We 
stopped  our  carriages  there,  and  did  n't  go  any  farther.  Before  we  all  got 
to  the  spot,  I  recognized  the  smell  that  I  had  the  night  before.  I  com- 
pared notes  with  Dr.  Durgin,  and  both  agreed  that  we  had  got  that  smell 
before,  but,  as  I  think,  it  was  less  intense,  or  it  may  be  because  I  had 
got  used  to  it.  After  we  got  enough  of  it  by  staying  there,  we  turned 
round  and  went  to  the  windward  of  Squire's  establishment,  and  there  we 
did  n't  get  thjB  smell.  While  we  stood  there  the  wind  was  southwesterly, 
and  came  from  Squire^s  establishment.  I  ought  to  add  that  there  was 
intervening  between  us  that  whole  place  where  the  filling  is  now  going 
on.  We  put  ourselves  in  a  position  so  that  the  wind  came  between  him 
and  us  across  the  basin.  ( Witness  pointed  out  the  location  on  the  map,) 
The  tide  was  low  that  morning. 

Q,  {hy  Mr,  Mclntire),  Did  you  detect  what  is  known  as  the  dock 
odorl  A.  1  should  n't  want  to  say  that  there  was  this  dock  odor  with 
it.  As  near  as  I  can  say  it  was  the  pork-smell.  There  may  have  been 
the  dock  odor  with  it,  but  I  can't  say.  Several  times  this  summer  I  have 
been  affected  by  this  smell,  and  almost  got  into  a  state  of  panic  about  it ; 
I  was  made  sick  by  it,  but  the  smells  we  chiefly  got  were  worse  than  that 
we  got  on  the  17th  of  June.  I  can't  express  it,  except  by  using  the  words 
of  a  witness  here  to  day.  It  was  the  smell .  of  putrid  meat.  There  was 
no  getting  it  out  of  a  room  after  it  got  into  it.  It  seemed  as  if  it  would 
stay  forever.  I  suppose  Dr.  Durgin  has  given  vou  an  account  of  the 
visit  we  made.  I  never  made  any  other  visit.  We  did  n't  go  in  on  the 
18th  of  June ;  we  simply  went  there  to  see  if  I  could  recognize  that 
smell.  My  associates  had  n't  had  the  beneflt  of  it.  We  went  into  some  of 
the  houses  there,  and  inquired  of  some  of  the  people  about  the  smell. 
I  noticed  what  appeared  to  be  discolorations.  There  was  one  woman  who 
handed  out  from  a  trunk  some  spoons,  that  she  said  were  discolored  by 
it.     On  the  13th  of  September  our  party  went  over  there. 

Q.  (by 'Mr,  Mclntire),  I  will  ask  you  whether  you  detected  the  live- 
hog  smell  'i  A,  I  recognized  at  three  different  times  —  while  I  was  going 
through  the  establishment  or  out  in  the  quadrangle  —  the  odor  that  I 
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have  got  so  much  this  summor,  that  is,  the  odor  something  like  putrid  meat. 
I  got  the  other  —  this  pork-fat  smell  —7  somewhere  there,  though  I  can't 
say  in  what  part  of  the  establishment ;  our  clothing  was  completely  satu- 
rated with  this  awful  stench.  When  we  got  back  to  City  Hall  we  smelt 
it  fearfully.  There  were  two  places  inside  in  which  I  found  some  odor. 
We  spoke  to  Mr.  Squire  about  it  two  or  three  times.  Dr.  Durgin  was 
standing  by  me  at  the  time ;  but  Dr.  Green,  I  think,  was  not,  because  he 
got  enough  and  went  out.  We  remarked  to  Mr.  Squire  about  that  smell, 
and  he  wanted  to  know  what  we  smelt     I  could  n't  tell  him. 

Q,  {by  Mr.  Mclntire).  Do  you  remember  going  near  the  pens  1  A. 
We  went  all  over  them.  That  was  n't  so  offensive  to  me  compared  with 
the  others ;  I  don't  mind  the  smell  of  live  hogs. 

Q.  In  your  experience  as  a  member  of  the  Board  of  Health,  and  from 
what  you  have  seen  in  Mr.  Squire's  establishment,  and  from  what  you 
have  smelt  there,  and  at  your  house  on  Charles  Street,  can  you  give  an 
opinion  as  to  where  these  smells  came  from  1  ^.  I  am  not  able  to  swear 
that  the  whole  of  this  smell  comes  from  Squire's  establishment,  but  I  am 
leady  to  swear  that  a  part  of  it  comes  from  there,  and  it  all  comes  from 
that  vicinity. 

Q.  And  a  large  part  of  it  comes  from  Mr.  Squire's  place  ?  ^.  It  is  a 
pretty  difficult  thing  to  divide  that  up.  I  should  hate  to  apportion  it 
out. 

Cross-Examination. 

Q.  (by  Mr.  Mmzey).  How  long  have  you  occupied  your  present  house 
on  Charles  Street  ]    A.  Nearly  nine  years.     I  went  there  in  May,  1865. 

Q.  When  were  you  first  troubled  by  any  smells  %  A.l  don't  think  I  have 
been  troubled  until  this  last  summer.  I  ought  to  explain  further  that  I 
think  I  was  led  to  ask  Mr.  Squire,  Aid  did  ask  him,  the  question  at  my 
house  on  the  18th  of  June,  whether  he  did  any  different  business  this 
year  froxn.  what  he  had  ever  done  before,  and  if  ho  did  any  different  busi- 
ness at  night  than  in  the  day  time. 

Q.  What  was  the  reply  %  A.  1  think  he  said  there  was  one  branch 
that  he  did  n't  carry  on,  though  I  don't  recollect  what  it  was. 

Mr.  Mmzey.     It  is  the  rendering  of  tallow,  that  he  has  dropped. 

Q.   When  was  this  conversation  1    A.  It  was  on  the  18th  of  June. 

Q.  Mr.  Squire  invited  you  to  go  there  and  inspect  his  place  1  A.  Yes, 
iir. 

Q.  When  you  went  there  did  you  meet  him  1  A  He  was  there,  and 
was  very  courteous  indeed.  » 

Q,  Had  you  been  troubled  previous  to  the  17th  of  June,  when  you  got 
this  smell  1    A.  Yes,  sir. 

Q.    What  had  you  smelt  before  1    A.  It  was  this  putrid-meat  smell. 

Q.  How  did  this  smell  differ  from  the  other  1  -4.  I  can't  tell  you.  I 
think  it  was  the  pork-fat  smell  that  I  got  on  the  17th  of  June,  and  before' 
that  the  odor  was  like  the  smell  of  putrid  meat  It  had  n't  the  effect  of 
driving  me  into  a  panic,  as  this  had. 

Q.  At  what  hoiur  did  you  first  perceive  the  smell  on  the  17th  of  June  1 
A.  My  impression  is  that  it  was  a  little  before  twelve  o'clock. 

Q.    Had  you  been  asleep  ^    A.  1  was,  and  was  awakened. 

Q.  How  long  did  it  continue  1  A.  I  think  it  lasted  four  or  five  hours. 
I  left  the  windows  open. 
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Q.   On  which  side  was  your  chamber  located  t    ^.  On  the  street  side. 

Q.  What  kind  of  a  night  was  it  f    A,  \  can't  remember. 

Q.  What  kind  of  a  day  had  it  been  1^1  can't  remember.  ** 

Q,  When  vou  went  over  the  next  morning,  you  were  upon  the  oortherlY 
side  of  the  basin,  about  opposite  to  Mr.  Squire's  establishment  t  ^  I 
should  hardly  say  opposite ;  I  should  think  it  was  about  southwest  fincm 
the  factory. 

Q.  Did  you  perceive  the  works  of  Merrill  there  t  A.  Did  n't  reoQ^ 
nize  any  other  works  at  all. 

Q,  Were  you  aware  that  all  about  there  there  are  rendering  establish* 
ments  where  a  high  degree  of  heat  is  obtained,  and  grease  is  collected  in 
the  houses  and  allowed  to  stand,  and  that  the  fumes  go  into  the  air  I  A, 
No,  sir.  I  had  heard  of  them,  but  had  not  visited  them.  We  got  thfi 
smell  in  one  place,  and  did  n't  think  it  necessary  to  go  any  farther. 

Q.  Did  Mr.  Squire  suggest  to  you  that  a  man  named  Reardon  was  the 
cause  of  the  trouble  %  A,  1  think  he  did  at  my  house,  —  at  least,  he  shoved 
it  off  on  to  somebody  else,  or  tried  to. 

Q.  Were  there  any  windows  open  at  Mr.  Squire's  establishment  t  A 
At  oue  end  of  his  establishment  there  was  a  window  open,  and  there  I 
got  a  little  of  the  pork-fat  smell,  and  I  also  got  the  smell  of  putrid  meat 
I  can't  say  whether  it  was  from  the  building  or  not ;  neither  can  I  ety 
whether  it  came  from  the  basin  or  not,  but  somewhere  in  that  building! 
got  this  putrid-meat  smell.  Then,  as  I  stood  there  and  saw  them  butche^ 
ing  hogs,  I  got  a  very  bad  smell.  We  went  out  from  the  door.  {WUmu 
e:^)lained  the  course  taken  on  the  map.) 

Q,  {by  Mr.  Muzzey).  How  long  were  you  there  %  Did  Mr.  Squire  go 
over  the  premises  with  you  %  A.  1  think  Mr.  Squire  showed  us  over  the 
premises,  and  that  we  were  there  not^ess  than  an  hour  or  two. 

Q.  What  was  the  general  appearance  of  the  premises  as  to  deanlinee^ 
taken  as  a  whole  ^  A  1  should  indorse  Dr.  Durgin's  reply.  I  should 
say  it  was  fair.     It  is  giving  Mr.  Squire  credit  enough  to  say  it  was  fiur. 

Q.  How  does  it  compare  with  the  Abattoir  as  to  the  general  aspects  of 
cleanliness  %  A.  I  thought  the  Abattoir  at  Brighton  was  sweet  compared 
with  this  establishment  of  Mr.  Squire's. 

Q.  In  your  visit  to  Brighton,  you  must  do  us  the  justice  to  remember 
that  you  did  not  get  the  basin  smell  %  A.  1  know  that.  You  drew  th0 
comparison. 

Q.  {by  a  member  of  the  Board).  Have  you  had  complaints  to  yonUf 
Board  of  Health  of  this  offensive  odor  ?    -4.    A  great  many  times. 

Q.  And  they  described  the  same  stench  to  you  that  you  have  described 
to  this  Board  ?  ^.  I  could  identify  the  smell  which  they  described,  ba^ 
my  associates  had  not  had  the  benefit  of  my  experience. 

Q.  {by  Mr.  Mazzey).   About  the  interview  you  had  with  Mr.  Squire  9^ 

your  house  on  the  evening  of  the  1 8th,  the  next  day  after  the  smell, 

did  not  he  say  to  you  that  his  object  in  calling  upon  you  was  to  notify 
you  where  the  smell  of  the  night  before  came  fromi  A,  No,  I  doo''^ 
think  he  did. 

Q.  Did  n't  he  say  that  he  had  received  a  letter  from  Dr.  Derby,  tl^* 
Secretaiy  of  the  State  Board  of  Health  1  -4.  I  can't  say.  I  think  t»^ 
said  he  had  just  come  from  Dr.  Derby's.  I  don't  think  Mr.  Squire  wouJ^ 
have  called  upon  me  unless  he  had  first  been  there. 

Q,   Did  n't  b«*  viy  to  Dr.  Derby  that  he  had  come  to  point  out  tl^^ 
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cause  of  the  stencli  to  the  State  Board  of  Health  1    ^.   I  can't  say 
that. 

Q.  Tou  used  an  expression  just  now  that  pained  Mr.  Squire  somewhat, 
—  about  trying  to  put  it  off  on  to  some  one  else  1  A,  Well,  I  will  take 
that  back.  I  don't  wish  to  say  anything  to  pain  him.  But  he  said 
there  was  a  man  named  Reardon,  and  he  said  he  had  been  talking  with 
liim  and  with  Boynton  to  advise  him  to  remedy  the  difficulty . 

Q,  Did  Mr.  Squire  say  he  had  notified  the  Cambridge  Board  of  Health 
where  this  trouble  came  firom  1    A   I  don't  remember. 

Q.  Now,  is  n't  there  a  very  general  complaint  of  the  condition  of  the 
Boston  shore  near  to  Charles  River  ?    A,   Not  that  I  am  aware  of 

Q.   Has  there  been  any  suggestion  that  the  bad  odors  came  from  the 
lewers  emptying  into  Charles  River  1    A.   If  you  want  to  go  into  that  at 
length,  I  can  say  that  when  these  smells  first  came  I  tried  my  utmost  to 
Snd  out  where  they  came  from.     I  did  n't  think  of  Miller's  River,  and 
lid  n't  trace  them  there.     I  did  n't  know  anything  about  Squire's  estab- 
lishment, and  so  did  n't  look  to  that  as  the  source  of  the  mischief     I 
wondered  whether  this  smell  did  n't  come  from  Charles  River.     I  also 
tried  to  find  out  whether  there  was  anything  in  my  own  house.     People 
came  to  me  making  complaints.    Superintendent  Forristall  and  the  officers 
of  the  Massachusetts  General  Hospital  made  the  same  complaint,  and  we 
an  finally  traced  it  to  Miller^s  River.     I  recollected  what  people  said,  and 
I  satisfied  myself  that  it  did  n't  come  from  the  sewer.     Then  I  thought 
the  deposit  on  the  fiats  might  cause  it.     Then  I  thought  it  might  come 
in  the  night     Then  my  neighbors,  some  of  them,  got  smells  sometimes 
that  I  would  n't  get.     At  last  it  settled  down  and  gave  us  all  the  benefit 
of  it     There  is  a  place  beyond  Chickering's  factory  which  people  com- 
plained of;  it  was  complained  of  by  people  who  lived  at  the  north  of 
it;  it  affected  them  when  the  wind 'was  northwest.     We  went  and  exam- 
ined that,  and  did  our  best  to  follow  that  up.     Others  complained  of  the 
fining  in  of  the  Back  Bay,  near  Parker  Street,  and  that  the  odor  from  the 
wind  was  very  offensive  ;  but  we  satisfied  ourselves  that  these  were  dis- 
tbct  froxa  the  odors  that  settled  down  into  our  houses  in  the  evening. 

Q.  Now  take  the  sewage  emptying. near  Braman's  bath-houses,  near 
the  foot  of  Chestnut  Street ;  is  n't  there  complaint  of  a  bad  odor  there  1 
•1  Not  that  I  am  aware  of. 

Q.  Didn't  Mr.  Bradley  advise  that  there  should  be  constructed  a 
iiiuurgiDal  sewer  to  extend  as  far  to  the  eastward  as  it  could  be  discharged ) 
i.  I  think  it  would  be  a  good  plan ;  but  that  has  nothing  to  do  with  this 
tUng. 

Q.  Bo  you  mean  to  say  that  nothing  has  been  talked  of  about  this  1 
'^  The  Board  of  Health  have  talked  about  it  and  recommended  it  in 
^^  Report  last  summer. 

Q.  Don't  you  believe  that  much  of  the  trouble  arises  from  this  deposit 
^  the  river  1    A    No,  sir. 

Q.  Have  you  examined  into  the  river  or  made  any  investigation  as  to 
^e  amount  of  sewage  that  is  poured  into  the  river  1    A.   No,  sir. 

Tbbtihont  of  Dr.  Benjamin  S.  Shaw. 

To  Mr,  Mclntire.  I  am  a  practising  physician  in  the  city  of  Boston. 
I  was  at  the  Massachusetts  General  Hospital,  and  had  been  there  fifteen 
y^ttB  previous  to  a  year  ago. 
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Q.  (by  Mr,  Mclntire).  Have  the  patients  or  those  at  the  Hospital 
been  affected  by  the  odore  from  Mr.  Sqnire^s  rendering-works  t  A,  Yes, 
sir. 

Q,  Do  yon  distinguish  the  smells  1  A.  It  was  an  odor  different  from 
any  dock  smelL  It  was  very  disagreeable.  It  was  a  sour  odor,  some- 
thing like  that  of  decomposing  fat,  putrid  meat,  or  sour  swilL 

Q.  How  often  woidd  you  get  that  odor  at  the  Hospital  ?  .^  I  think 
we  got  it  ten  or  fifteen  tiroes  in  the  course  of  the  sunmier. 

Q,  Was  this  during  the  past  season  1  A  This  last  summer  I  know 
nothing  about ;  I  think  in  the  summer  of  1871  and  1872  I  have  noticed 
that  odor  so  that  we  had  to  shut  the  windowa 

Q.  You  have  resided  in  Boston  since  then  ^  A,  1  have  been  oat  of 
town  evenings  and  nights. 

Q,  What  effect  had  the  odor  upon  the  patients  1^1  don't  know 
that  it  had  any  injurious  effects,  but  we  had  to  close  the  windows^  so  thai 
they  suffered  from  the  want  of  pure  air. 

Q.  Did  you  ever  have  occasion  to  trace  up  any  of  these  odors  t 
A.  Yes,  sir;  during  those  very  summers  when  I  noticed  it.  My 
first  impression  was  that  it  was  a  local  i^ffair;  but  I  found  that  it 
came  with  the  westerly  wind,  and  in  riding  thj-ough  East  Cambridge 
I  noticed  the  same  smells  there.  I  noticed  it  in  driving  throo^ 
Somerville  and  East  Cambridge.  It  was  where  they  are  filling  in 
now. 

Mr,  Derby,  There  are  two  fillings  in,  one  at  Boynton's  and  one  at 
Squire's. 

.  Q,  {by  Mr.  Mclntire).  You  never  passed  on  the  Gore  Street  side  of 
the  Medford  road  going  to  Somerville  %  A,  \  don't  know  much  about 
the  streets  there ;  but  I  know  that  I  recognized  the  same  odor. 

Cro99-Excamnat%on. 

Q,  {by  Mr,  Derby).  How  many  times  did  you  notice  this  in  1872! 
A.   From  ten  to  fifteen  times. 

Q.  Was  the  smell  always  the  same,  or  sometimes  was  there  the  smeD. 
of  the  dock )    A.   It  was  a  fatty  or  pungent  smelL 

Q,   You  think  it  was  the  smell  of  putrid  meat  'i    A.   1  believe  it 
most  all  of  the  time. 

Q,    You  spoke  of  a  sour  smell ;  did  it  seem  to  come  from  some  pU 
where  hogs  were  kept?    A.   It  wasn't  a  pigsty  smell,  but  it  might  har'< 
been  such  a  smell  as  when  the  pots  are  not  clean. 

Q.  The  water  is  shoal  at  the  General  Hospital,  and  had  the  accumi 
tion  caught  in  the  eddies  there  1    A    I  know  it  is  obstructed  there,  bi^'* 
there  is  no  sewer  opening  into  it. 

Q,  1  speak  of  the  sewage  coming  down  fi*om  above  1  A.  They  a^^ 
gradually  filling  up,  and  I  suppose  that  some  smell  sometimes  com^^ 
from  those  docks. 

Q.  You  have  noticed  the  smell  of  sewage,  or  the  dock-mud  smeLl  J 
A.  I  can't  say  as  much,  as  we  have  not  had  it  in  the  vicinity  ^ 
Beacon  Street.  If  you  stand  about  the  docks  you  get  the  usual  doc?* 
smell. 

Q.  You  can't  teU  what  particular*  part  of  Cambridge  this  smell  canJ^ 
from  'i  A,  1  never  examined  it  particularly.  It  generally  came  froU' 
the  other  shore. 
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Testimony  of  Dr.  John  B.  Taylor. 

To  Mr,  McLU\re.  I  am  a  physician  in  Cambridge ;  reside  on  Third 
Street,  opposite  the  Court  House ;  am  at  the  comer  of  Otis  and  Third 
Streets. 

Q,  {hy  Mr,  Mclntire),  Tou  distinguish  these  smells  testified  to,  don't 
youl  A,  I  have  noticed  different  odors  from  the  vicinity  of  Squire's 
factory. 

Q,  In  r^ard  to  the  effect  of  these  smells  upon  your  patients  in  that 
neighborhood,  what  has  it  been  1  A,  It  has  nauseated  them  in  a  great 
many  cases  ;  in  some  cases  it  has  vomited  them. 

Q,  In  what  time  of  the  year  does  it  most  affect  them  %  A,  In  the 
hot  months. 

Q,  {by  a  member  of  the  Board),  Have  you  been  called  on  that  ac- 
count \  A,  1  don't  know  that  I  have  been  called  on  that  account.  But 
I  have  known  persons  to  complain  of  this  nausea.  Persons  who  were 
mck  have  complained  of  it.  I  have  been  annoyed  by  patients  who  were 
juck  experiencing  this  smell  and  being  prevented  fh)m  passing  a  good 
night.     I  think  convalescence  has  been  prevented  by  this  in  some  cases. 

Q,  Did  you  ever  detect  any  of  these  odors  arising  from  that  estab- 
lishment 1  A,  In  whatever  direction  I  may  be  I  find  these  odors  from 
that  establishment  when  the  wind  is  right  At  my  own  house  I  get  it 
when  the  wind  is  northwest 

Q,  Have  you  ever  driven  or  walked  in  the  current  of  the  odor  and 
followed  it  to  its  source  ?  A,  Not  into  the  building,  but  on  Cambridge 
Street  and  on  Gore  ^treet.  So  long  as  I  was  in  the  direction  of  the  wind 
I  oould  smell  it 

CroM-Examination, 

Q.  (by  Mr,  Mwaey),  The  cases  of  vomiting  have  been  rare  1  A,  They 
have  been  rare,  I  think. 

Q,  The  odors  from  the  basin  are  very  sickening,  are  they  not  1  A, 
Tea,  sir ;  particularly  at  this  season. 

Q.  Is  n't  it  a  feet  that  the  odors  from  the  basin  have  become  very 
much  like  the  rendering  odors  1  Is  n't  there  a  very  strong  resemblance 
between  the  odors  of  the  basins  and  the  odors  of.  the  rendering  estab- 
lishments ^  A,  1  think  the  odor  from  the  basin  hai^  grown  to  be  very 
much  like  what  the  odors  of  the  establishment  were  last  year.  ^ 

Q.  Is  n't  there  very  much  relief  expected  from  filling  in  the  basin  1 
A,  I  should  suppose  there  would  be. 

Q,  Is  n't  there  very  much  expected  1  A,  They  expect  partial  relief 
fix>m  it. 

Q,    Have  you  been  in  Mr.  Squire's  establishment  1    A,    Not  recently. 

Q.  Do  you  know  what  has  been  the  effect  of  the  improvements  there  1 
A,  No,  sir. 

Q.  Don't  you  get  some  odors  on  the  other  side  of  the  basin  when  the 
wind  is  favorable  ?    A,   Yes,  sir. 

Q,  Do  you  get  some  odors  as  far  as  Fourth  Street  1  A,  At  times  we 
do,  when  the  wind  is  favorable. 

Q.  Have  you  ever  perceived  those  odors  at  your  house,  unless  when 
the  wind  was  blowing  from  the  direction  of  Miller's  River,  —  a  south  or 
-  i»therly  wind  1    A.  No,  sir,  never. 
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Testimokt  op  Db.  Anson  P.  Hooksb. 

(To  Mr,  Melntire.)  I  am  a  practising  physician  in  Cambridge  ;  live  on 
Otis  Street,  between  Third  and  Fourth  Streets,  about  1,500  feet  from 
Squire*s  establishment. 

Q.  (by  Mr,  Mclniire).  You  have  distinguished  these  seyeral  odors  t 
A.   I  have. 

Q.  Have  you  known  of  their  affecting  any  persons  1  ^  In  one  case 
the  rendering  odor  affected  a  son  of  Dr.  Clark,  who  was  suffering  from 
typhoid  fever,  and  was  obliged  to  have  the  windo¥rs  closed  in  the  middle 
of  the  hot  weather  to  keep  out  the  rendering  odor.  We  traced  the  odor 
to  the  river.  That  is  the  only  case  that  I  can  trace.  I  was  obliged  to 
have  the  windows  closed. 

Q,  (by  Mr.  Derby).  It  was  while  the  patient  was  sick  t  ^  He  was 
very  sick. 

Q.  (by  Mr.  Mclntire).  You  mean  to  say  you  traced  it  to  the  locality  \ 
A.  I  traced  it  to  the  locality.  I  also  remember  seeing  some  patients  at 
the  Massachusetts  General  Hospital,  who  said  there  was  a  pig  odor  at  the 
south  window. 

Q.  (by  Mr.  Derby).   Did  your  patient  recover  1     A.   Yes,  sir. 

Q.  (by  Mr.  Mclntire).  Do  you  know  any  cases  of  vomiting  ^  A.  1 
know  of  my  own.  I  think  it  was  on  the  evening  of  the  31st  of  July. 
That  night  we  had  our  house  filled  with  the  odor.  I  don't  know  where 
it  came  from. 

Crou-Examinatum.  • 

Q.  (by  Mr,  Derby).  This  was  the  Slst  of  July!  Did  you  note  the 
day  %    JL   1  think  it  was  then. 

Q.  What  time  of  night  was  it  ?  A.  1  should  say  it  was  between  tea 
and  eleven  o'clock  ;  and  it  continued  some  time. 

Q.   And  it  affected  several  members  of  your  family  1    A.   It  did. 

Q.  With  respect  to  the  basins  and  the  river,  are  they  not  in  a  very 
foul  condition  1  A.  They  have  been ;  but  I  don't  kHow  whether  they 
are  now  or  not. 

Q.   I  mean  the  portions  not  filled  up  t    A.   Yes,  sir. 

Q,  By  odors  emanating  from  them )    A.   Yes^  sir. 

Adjourned. 


THE  CASE  FOR  THE  RESPONDENTS. 


•  • 


THE  CASE  FOE  THE  RESPONDENTS. 


SIXTH    DAY. 


Mondmyy  December  8« 


Dr.  Derby,  the  Secretary,  in  compliance  with  the  wishes  of  the 
Jounsel  of  Mr.  Squire,  has  received  the  following  note :  — 

"Dr.  Derby  :  Dear  Sir,  — In  compliance  with  your  request,  I  to-day 
examined  the  file  of  the  '  Boston  Daily  Transcript,'  and  find  that  my 
communication  was  printed  on  the  12th  of  June  last,  consequently  the 
event  referred  to  in  it  took  place  in  the  early  morning  of  that  day. 

"  Very  truly  yours, 

"  S.  L,  Abbot." 

The  Chairman,     The  Board  is  ready  to  proceed. 

Mr,  Muzzey,  Mr.  Chairmen  and  Crentlomen,  —  I  am  still  suffering 
from  the  effects  of  a  severe  cold,  and  Mr.  Derby  has  kindly  offered  to 
take  my  situation,  and  will  now  introduce  the  case  and  make  the  opening 
argument. 

Mr,  Derby,  I  did  not  receive  the  information  in  behalf  of  my  friend, 
Mr.  Muzzcy,  that  he  desired  me  to  present  the  case  this  morning  until 
^  evening,  and  I  have  been  obliged  to  make  the  best  preparation  I  could 
«i  80  short  time.  I  will,  however,  proceed  to  open  it.  Before  I  proceed  I 
^11  take  the  liberty  to  present  a  map  prepared  by  Mr.  E.  F.  Bowker, 
"^  a  survey  of  the  territory  by  Mr.  Boskey,  which  indicates  the  flats 
^  the  rendering  establishments ;  with  your  permission  I  will  have  the 
"^P  introduced  before  I  proceed. 

I      ^f'  E,  F.  Bqtcker  was  then  sworn ;  described  his  map,  and  pointed 
^ut  the  various  localities  under  consideration. 
^»'.  Dtrby  proceeded  with  his  opening  argument  as  follows :  — 
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OPENING    ARGUMENT    FOR    THE    RESPONDENTS    BY    HON. 

K   H.   DERBY. 

Mb.  Chaibxan  and  Gkntlkxen  or  ths  Boakd  or  Hbalth: — 

In  the  discharge  of  the  duty  which  has  so  suddenly  devolved 
upon  me,  by  the  ill  health  of  my  associate,  Mr.  Muzzey,  I  will  pro- 
ceed to  open  this  casa  Had  I  more  time  to  condense,  I  could  be 
more  brief  But  you  will  pardon  me,  gentlemen,  if  I  should  exceed 
the  appropriate  time,  as  so  few  moments  were  allowed  me  for  prepa- 
ration. I  notice  that  Mr.  Mclntire  is  not  here.  I  will  most  cI)pe^ 
fully  wait  for  him,  if  it  is  the  pleasure  of  the  Board. 

The  Chairman,  I  don't  know  that  it  is  necessary  for  the  Board 
to  wait  We  are  here  according  to  arrangement,  and  I  don't  know 
that  we  will  wait  for  any  one. 

Mr,  Derby.     I  have  in  the  first  place,  gentlemen,  .to  thank  Mr. 
Mclntire  —  I  regret  I  must  do  it  in  his  absence  —  for  the  courtesj 
with  which  he  has  conducted  this  case.  -I  must  then  deal  with  some 
of  the  points  which  he  has  made  in  his  opening.     I  adopt  his  first 
point,  that  this  Miller's  Siver  is,  and  has  been  for  a  length  of  time, 
a  nuisance.    We  concede  at  once  that  the  river  has  become  into]e^ 
able.    But  the  firm  we  represent  has  not  created  such  a  nuisanca 
It  has  sprung  from  other  sources.     For  the  last  twenty  years  it  has 
been  made  the  cesspool  for  a  very  large  portion  of  Somerville  and 
Cambridge.    You  have  observed,  gentlemen,  the  water-shed  of  these 
two  sections,  and  you  have  seen  how  large  an  area,  probably  several 
square  miles,  drains  into  this  receptacle.     It  has  been  not  only  t 
settling  basin,  but  a  catch-basin,  for  the  drains  and  sewers  of  t 
population  of  10,000  to  20,000  people,  and  you  may  well  imagine 
it  would  accumulate  here  a  very  large  amount  of  sewage,  and  that 
it  would  become  offensive  to  the  senses.    It  has  also  been  supplied 
by  the  dye-works.     Three  carboysr  of  sulphuric  acid,  according  to 
tlie  evidence,  have  been  poured  into  it  daily  for  a  long  series  of 
years  by  the  bleacheiy.     Many  tons  of  logwood,  as  well  as  othet 
dye-stuffs,  have  flowed  down  in  that  turbid  stream.     The  distillexy 
of  Mr.  Sortwell  contributes  daily  50,000  gallons  of  its  refuse.    Tb« 
yeast  from  this  distillery  comes  down  into  this  Lasin,  and  then  ib® 
sulphuric  acid  mingles  with  the  yeast  and  the  sewogo,  and  product 
effects  upon  the  olfactories  of  the  people,  when  the  flats  are  expos^ 
to  the  sun,  which  exceed  those  produced  by  the  ordinary  emai^^^ 
tions  from  the  sewers.    The  river,  in  the  words  of  the  complainau*** 


169 

has  become  an  intolerable  nuisance  to  the  people  who  live  upon  its 
borders ;  not  sufiScient  to  destroy  health,  perhaps,  but  to  affect  their 
comfort  This  is  the  first  proposition  of  the  complainants.  This 
nuisance  led  to  the  steps  which  have  been  taken,  which  resulted  in 
the  joint  action  of  your  Commission  and  the  Commission  on  the 
Harbor  in  the  requirement  of  drains,  and  in  the  filling  up  of  these 
basins,  in  which  the  party  I  represent  here  to-day,  Mr.  Squire,  has 
most  zealously  engaged.  According  to  the  testimony  of  the  com- 
plainants, he  has  filled  up  at  the  rate  of  an  acre  per  month,  and 
during  the  next  season  will  complete  the  filling  of  the  whole  area, 
which  is  now  his  own.  He  has  bought  out  Mr.  Merrill,  who  held 
one  of  those  small  establishments  for  rendering,  and  is  filling  his 
part  also.  He  is  followed  by  the  Boynton  Packing  Company,  who 
have  also  set  the  steam-shovel  in  motion,  and  are  emulating  Mr. 
Squire,  who  fills  the  basins  below. 

I  draw  your  attention,  gentlemen,  to  the  fact  that  here  are  basins, 
one  of  which,  with  land  previously  made  by  Mr.  Squire,  comprises 
twenty  acres ;  another,  the  Boynton  Basin,  ten  acres ;  and  another, 
belonging  to  Mr.  North,  containing  several  acres,  —  in  all  about 
ihirty-five  acres,  now  appropriated  for  the  killing  and  packing 
of  swine.  It  is  an  area  conveniently  near  the  markets  and  railways, 
and  admirably  adapted  for- the  purposes  to  which  it  is  devoted. 

The  position  of  Mr.  Mclntire  was  that,  after  these  improvements 
liad  been  commenced,  there  came  up,  on  a  certain  night  last  summer, 
a  most  horrible  smell,  and  the  day  assigned  for  it  is  the  31st  of 
July.  Mr.  Mclntire  examined  some  twenty-four  witnesses,  and  of 
these  twenty  were  from  the  vicinity  of  Somerville  and  Cambridge, 
and  testified  to  offensive  smells  which  they  had  encountered.  Upon 
lecorring  to  that  evidence  last  evening,  I  found  tliat  more  than 
three  fourths  of  all  those  witnesses  fixed  the  most  offensive  day, 
the  most  offensive  night  that  they  experienced,  the  night  on  which 
the  paint  was  discolored  and  people  were  waked  in  their  beds  and 
veie  obliged  to  close  their  windows,  as  the  31st  of  July.  I  am 
^eiy  glad,  gentlemen,  that  they  fix  the  particidar  date.  I  was 
**ieful  on  the  cross-examination  to  draw  their  attention  to  it  par- 
ticularly, and  I  find  they  all  agree  to  it  that  the  worst  they  expe- 
rienced was  on  the  night  of  the  31st  of  July. 

Now,  there  is  no  evidence  that  there  was  any  wind  blowing  from 
Mr.  Squire's  establishment  that  night ;  there  was  no  wind  discovered 
except  by  some  individual  who  moistened  his  finger  and  put  it  up 
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to  the  air,  and  what  was  perceptible  he  thought  came  from  the 
north.  I  put  it  to  you,  gentlemen,  that  there  is  nothing  in  the  evi- 
dence to  show  that  there  was  any  connection  between  the  establish- 
ment of  J.  P.  Squire  &  Co.  and  this  scent,  or  that  the  scent  was  car- 
ried by  the  wind  from  their  works.  And  I  will  show  you,  gentle- 
men, that  on  this  night  there  is  a  perfect  failure  of  sequence  and 
connection  between  cause  and  effect.  There  are  interstices  in  the 
evidence  of  the  plaintiff  in  this  case  which  remain  to  be  filled.  I 
intend  to  fill  them,  but  we  shall  ask  at  your  hands  in  advance  that 
if  there  were  no  other  evidence  offered  you  should  find  that  the 
complainants  have  not  made  out  a  case.  All  that  they  say  is,  that 
they  were  waked  up  at  night  by  uncomfortable  smells ;  but  they  did 
not  trace  them  to  this  establishment.  So  far  as  they  went  in  that 
direction  they  foimd  that  the  smell  abated,  and  when. they  arrived 
at  the  works  they  found  there  was  no  smell  there  whatever. 

You  will  find,  gentlemen,  in  the  course  of  the  evidence  which  we 
will  now  present  to  you,  that  on  this  evening  of  the  31st  of  July,  at 
the  invitation  of  Mr.  Squire,  an  assemblage  of  the  Mayor  and  Alder- 
men met  at  the  works.  Several  gentlemen  were  present  at  this 
establishment  to  witness  an  experiment  with  a  new  condenser,  and 
the  only  smell  that  was  perceptible  was  when  the  stop-cocks  were 
opened  at  the  request  of  these  visitors.  The  establishment  that 
night  will  be  shown  to  have  been  one  of  the  sweetest  places  in 
Cambridge. 

The  complainants  have  introduced  several  persons  from  Cam- 
bridge who  have  identified  this  night,  and  draw  from  them  the  testi- 
mony that  they  were  affected  a  little  about  the  throat  by  the  smelb 
of  that  night  and  of  other  nights.     With  regard  to  tlie  evidence,  I 
ask  your  attention  to  the  fact  that  there  is  no  case,  whatever  the 
smells  may  have  been,  or  whence  they  may  have  come,  —  whether 
from  the  basins,  from  the  works  of  Eeardon,  or  from  the  establish- 
ment of  my  clients.     No  one  has  proved  that  Mr  Squire's  establish- 
ment is  the  source  of  these  smeUs.     The  most  that  is  done  is  that 
certain  parties  are  brought  here,  probably  those  who  are  the  most 
sensitive  to  anything  of  this  kind,  who  state  that  they  have  been 
waked  up  in  the  night  with  coughing,  and  that  they  have  experi- 
enced uncomfortable  feelings ;  that  a  lady  who  was  subject  to  sot^ 
throat,  who  had  it  when  at  the  Point  and  when  elsewhere ;  that  * 
school-girl  or  two,  and  one  lady  who  had  worn  herself  out  in  school* 
were  affected  by  the  smeUs,  which  came  from  some  place  in  tb® 
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direction  of  J.  P."  Squire  &  Co.'s.  That  is  the  evidence.  It  is  not 
conclusive,  and  it  will  be  answered  by  the  evidence  which  we  shall 
introduce  in  the  course  of  the  hearing. 

The  final  position  taken  by  Mr.  Mclntire  in  his  opening  was, 
that  in  view  of  all  the  facts  of  this  case,  he  should  not  ask  you  to 
peremptorily  close  the  establishment  of  J.  P.  Squire  &  Co.     He 
thought  it  would  be  unreasonable.    It  would  be  for  you,  gentlemen, 
to  indicate  some  future  time  when  the  great  business  there  con- 
ducted should  be  abandoned.    This  wjgis  the  position  taken  by  Mr. 
Mclntire,  and  it  shows  how  slight  is  his  confidence  in  his  case.    He 
called  his  witnesses,  and  you  heard  them.     I  have  adverted  to  some 
of  them.     With  regard  to  the  witnesses  from  East  Cambridge,  I 
tball  not  only  meet  their  allegations  by  the  absence  of  links   in 
the  chain  of  testimony,  but  I  shall  reply  with  downright  evidence. 
We  shall  show  you  that  on  all  these  occasions  there  was  some  state 
of  the  atmosphere  which  brought  up  emanations  from  docks,  sewers, 
and  basins,  jander  a  fall  of  the  barometer.     We  shall  show  you  that 
there  are  other  establishments  in  East  Cambridge  of  a  different 
character  from  this,  from  which  these  emanations  came.     In  the 
evidence  which  I  hope  to  introduce,  you  will  see  that  these  red 
spots  upon  the  map  are  establishments  in  which  trying  is  carried 
on ;  in  some  with  care  and  fidelity,  as  in  the  large*  factories  of  the 
Boynton  Packing  Company,  and  of  North,  late  North  &  Merriam, 
and  that  there  are  others  where  the  parties  conducting  tlie  business 
were  active  at  those  hours  in  the  night  when  they  could  best  escape 
detection ;  that  at  some  of  these  there  were  men  who  lighted  their 
fires  at  ten  or  twelve  o'clock  in  the  night,  and  kept  them  burning 
until  people  rose  in  the  morning,  and  during  that  time  were  not 
lendering  pure,  inoffensive  leaf-lard,  such  as  we  render  in  the  estab- 
Hshment  I  represent,  but  were  rendering  putrid  grease,  standing  for 
weeks  and  sometimes  for  months  in  the  yards  of  this  great  city, 
collected  in  small  carts  or  wagons  and  carried  to  these  establish* 
ifients;  and  adding  to  that  the  spoiled  mutton  that  came  from  a 
Kieat  market,  a  load  of  which  I  will  show  you  was  carried  toward 
ftem  and  offered  at  other  establishments  before  it  reached  them,  — 
ftat  they  were  receiving  this  rancid  material  and  burning  it,  gen- 
^emcn,  in  open  caldrons,  and  making  odors  that  were  intolerable 
*t  the  midnight  hour,  and  in  the  early  hours  of  the  morning,  when 
P^le  were  absent  from  the  streets  of  the  city,  and  that  these 
^w,  carried  by  the  wind  down  Cambridge  and  Gore  Streets,  and 
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across  Fifth,  Sixth,  and  Seventh  Streets,  affected  the  inhabitants  of 
Graigie's  Point.  This,  gentlemen,  is  the  evidence  which  I  hope  to 
introduce  into  this  case. 

I  liave  referred  to  the  putrid  meat  with  which  East  Cambridge  is 
r^led,  — 

"  'T  U  gretse,  bnt  liying  greaae  no  more,"  — 

when  it  leaves  the  caldron.     I  will  also  draw  your  attention  to  two 
or  three  other  points  from  which  these  smells  arise.     Canal  Street^ 
familiar  to  one  of  the  members  of  this  Board,  bordering  on  the 
Mill  Pond  of  Charlestown,  on  which  the  Eastern  Bailroad  proposes 
to  make  improvements,  a  place  where   a  large  number  of  carts, 
employed  in  Boston  during  the  day,  are  kept  at  night,  and  when 
they  go  out  from  Boston  they  carry  the  refuse  of  the  markets,  which 
they  tip  into  the  dock  on  Charles  Street.   Another  point  is  where  the 
Boston  and  Lowell  Bailroad  has  been  enlarging  its  freight  yard,  at 
Prison  Point  Bridge,  to  which  refuse  matter,  decaying  oranges,  and 
other  things  of  that  kind  are  carried,  and  there  engender  a  putrid 
smell.     From  these  spots  come  many  of  the  emanations  which 
have  been  referred  to  by  the   witnesses.     It  will  be  my  duty 
to  draw  your  attention  to  the  fact  that  in  various  parts  of  the 
city,  along  its  western  shores,  there  has   been   an  accumulation 
from  the  drains  and  sewers ;   that  from  these  come  fetid  odors. 
Beginning  as  high  up  as  the  borders  of  Boxbury,  in  the  Stony 
Brook  drain,  and  coming  down  the  sides  of  the  Mill  Pond  by  Bra- 
man's  Docks,  and  passing  down  by  Cambridge  Bridge,  to  Craigie's 
Bridge,  you  will  find  that  within   the  last  ten  years   the  flat8> 
composed  of  the  sewage  of  the  city,  have  risen  three  feet  along 
wharves  of  which  I  was  proprietor  thirty  years  since,  when  I  built 
them  out  to  deep  water,  so  that  vessels  could  come  there  and  dis- 
charge their  cargoes.     Now  at  low  water  there  are  emanations  from 
these  flats  most  offensive  to  the  senses.     I  shall  be  able  to  show 
you  that  on  the  night  of  the  thirty-first  of  July,  the  night  in  ques- 
tion, by  records  kept  at  the  Observatory  in  Cambridge,  and  by  the 
records  kept  at  Mr.  Squire's  works,  the  wind  was  southerly  and  south- 
easterly during  the  entire  night,  and  on  tlie  morning  of  the  first  of 
August ;  that  the  wind  was  not  from  Miller's  Eiver  across  Cafl*- 
bridge  towards  Boston,  but  from  Boston  to  Cambridge.     I  think 
the  evidence  on  that  point  will  be  perfectly  conclusive  with  rC* 
gard  to  the  thirty-first  of  July.     I  shall   be  able  to   show  yo^ 
that  there  were  watchmen  very  wisely  detached  by  the  firm   ^* 
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J.'^  P.  Squire  &  Co.,  and  provided  with  a  carriage,  who,  on  that 
night,  and  until  the  latter  part  of  September,  made  observations 
of  the  winds  and  smells ;  that  on  the  thirty-first  of  July  they 
found  the  most  odious  emanations  coming  up  from  Canal  Street,  in 
Charlestown,  and  from  Prison  Point,  from  the  basin  of  Roxbury, 
and  the  shores  of  Charles  Eiver ;  and  that,  passing  by  the  Broad 
Canal  in  Cambridge,  they  found  emanations  coming  up  similar  to 
those  from  the  basins  ;  that  on  this  night  the  establishment  of  Mr. 
Squire  was  visited,  and  I  might  say  was  in  possession  of  the  city 
officers  of  Cambridge.  They  were  there,  and  found  it  more  free 
from  smell  than  any  other  point  That  in  Boston  on  this  night 
the  watchmen  found  odors  on  Cambridge  Bridge,  on  the  shores  of 
Charles  River,  by  the  foot  of  Chestnut  Street,  Braman's  Docks,  and 
as  far  up  as  Parker  Street,  and  they  were  very  offensive,  You  will 
remember  one  witness  for  the  complainants',  who  attended  church 
in  Charlestown,  said  that  he  had  visited  the  house  of  some  friend 
near  Boylston  Street,  and  found  this  smell  so  offensive  that  his 
friends  closed  their  windows.  That  witness  told  the  truth.  His 
only  mistake  was  in  imagining  that  it  came  from  Miller's  River, 
against  the  wind.  On  that  night,  with  the  wind  blowing  from  the 
south,  these  emanations  came  up,  the  state  of  the  barometer  will 
be  explained  to  you  by  Professor  Horsford,  and  he  will  prove  that 
no  such  smell  could  come  from  Mr.  Squire's  establishment. 

This  brings  me  to  another  important  point    Nearly  all  the  wit- 
nesses said  to  you  that  on  their  visits  to  the  establishment  of  Mr. 
Squire  they  found,  when  close  to  the  building,  no  smell  whatever. 
Ifow,  gentlemen,  I  wish  to  explain  to  you  for  a  moment,  as  we  pro- 
ceed, why  there  was  no  smell  there.    Mr.  Squire's  blocks  are  two  or 
three  hundred  feet  long,  and  form  a  barrier  between  the  basin  and 
the  buildings.    They  prevented  these  odors  that  rose  from  the  basin 
from  striking  the  buildings  on  the  opposite  side  of  the  street ;  they 
^eie  to  a  certain  extent  a  barrier,  as  the  buildings  opposite  will 
show.     The  witnesses  will  apprise  you  that  there  are  houses  oppo- 
site the  works  painted  white,  and  that  they  have  remained  so  for 
a  long  time.   The  discoloration  of  paint  was  on  buildings  lower  down, 
opposite  the  basin,  where  there  was  no  protection  between  them  and 
the  basin.     There  was  no  barrier  there. 

Before  I  proceed  further,  let  me  advert  to  another  point  in  the 
case.  There  are  certain  limits  to  the  jurisdiction  of  this  Board, 
although  it  is  clothed  with  very  large  powers.     I  do  not  find  in  the 
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laws  of  the  State  any  provision  that  the  Commission  shall  interdict 
the  travel  of  the  pig  on  his  way  down  from  Iowa  or  Ohio  to  the 
market  here,  or  on  the  other  side  of  the  ocean.  These  denizens  of 
the  West,  like  other  citizens,  are  permitted  to  pass  through  our 
State.  We  have  no  right  to  interdict  them,  any  more  than  we  have 
to  interdict  the  emigrant  and  tax  him,  as  we  ventured  to  do  some 
years  ago.  Tliey  have  the  right  to  pass ;  while  on  the  cars  they  are 
beyond  the  jurisdiction  of  the  Board  of  Health.  I  think  we  may 
relieve  the  case  from  the  passage  of  the  pigs  on  their  way  to  the 
yard.  Tliey  come  iftder  the  jurisdiction  of  the  Commission  when 
they  breathe  their  last,  when  they  ascend  the  scaffold. 

I  have  adverted,  gentlemen,  to  the  evidence.  There  were  three 
classes  of  testimony.  The  first  witnesses  could  not  trace  the  smell 
to  the  establishment  of  Mr.  Squire ;  some  said  it  came  from  that 
direction.  It  might  have  come  from  North  &  Merriam's,  or  from 
some  rendering  establishment  above.  They  could  only  say  it  came 
from  that  direction. 

I  pass  now,  gentlemen,  to  other  evidence  offered  for  complainants, 
in  the  shape  of  testimony  from  experts.     A  young  gentleman,  re- 
cently a  student  at  Cambridge,  and  now  a  professor,  in  the  Dental 
College,  —  Mr.  Munroe,  —  a  good  analyzer,  I  am  told,  and  I  be- 
lieve an  honest  man,  but  a  little  too  eager  to  trace  the  nauseous 
smells  to  the  establishment  of  Mr.  Squire,  in  accordance  with  the 
views   of  a  certain  clique   at  the   Point,  —  has  testified  in  this 
case  ;  he  has  given  you  the  results  of  some  of  the  experiments 
he  made.      He  had  certain  stations  and  exposed  upon  them  his 
tissue  papers,  and  he  found  that  these  papers  were  not  affected  in 
the  first  two  experiments,  but  that  somewhere  betwecfti  night  and 
morning,  during  various  stages  of  the  tide,  these  were  affected. 
But  the  wind  did  not   come  from  Mr.  Squire's  establishment;  it 
came  from  the  east,  across  the  basin.    They  were  evidently  dis- 
colored, but  there  is  nothing  in  them   to  affect  Mr.  Squira    Then 
he  referred  to  certain  spokes  of  wheels,  some  of  which  had  beea 
in  the  water,  some  in  the  mud,  and  some  upon  a  wagon  standiog 
in  a  shed  iiear  the  basin.     But  you  will  notice  that  he  found  then* 
some  half  a  mile  below  the  establishment  of  Squire  &  Co.,  quite  * 
distance  down  the  stream,  and  there  is  nothing  to  show  that  they 
were  affected  by  anything  that  came   from  above.     They  wer^ 
affected  by  the  gases  from  the  basin,  from  the  flats,  and  from  th^ 
water ;  such  was  the  result  of  the  experiment     Well,  then  he  row^ 


165 

under  the  establishment  in  a  boat,  and  finds  some  hair,  Vhich  in  the 
course  of  the  fifteen  or  twenty  years  Mr.  Squire  has  been  there  may 
at  some  time  have  dropped  down.  He  was  able  to  gather  pos- 
sibly a  handful  of  hair  or  bristles  of  the  swine,  which  had  caught 
against  the  piles  in  former  days,  when  less  care  was  exercised  than 
is  exercised  now.  There  is  nothing  in  the  fact  of  his  finding  a  few 
bristles  upon  the  piles,  or  seeing  something  upon  the  bottom  of  the 
basin,  which  can  bring  him  or  you  to  the  conclusion  that  Mr. 
Squire  is  responsible  far  those  smells  which  affect  the  community. 

I  come,  then,  to  the  analysis  of  the  different  articles  which  now 

pass  from  this  establishment  into  the  water.     And,  first,  I  come  to 

the  tank  which  is  spoken  of  as  the  tank  for  dead  hogs.     Why  it 

shoidd  be  called  so  I  do  not  know,  except  it  be  that  there  were 

once  seen  by  one  of  these  witnesses  one  or  two  dead  hogs  upon  the 

platform.     That  is  the  only  evidence  that  any  dead  hogs  are  ever 

immersed  in  this  tank.     I  shall  have  the  evidence  of  Mr.  Squire 

upon  that  point ;  and  it  will  be  substantially  this :   that  on  the 

journey  from  Albany  to  Boston,  occupying  usually  about  twelve 

hours,  sometimes  there  will  be  a  hog  tmmpled  to  death  on  the 

way.     The  average  time  it  would  be  on  the  cars  would  be  less  than 

six  hours ;  and  probably  the  animal  is  not  three  hours  dead  when 

it  reaches  here.     Perhaps  two  or  three  a  week  of  these*  animals 

are  immersed  in  this  close  tank,  from  which  no  smell  emanates,  and 

converted  into  oil  and  scraps.    Tlie  oil  is  drawn  off,  and  the  scrap  is 

sold  for  fertilizing.     What  remains  is  soup,  three  pints  to  each  hog. 

The  solid  matter  in  that  is  about  nine  per  cent,  which  would  be 

less  than  two  ounces.     Now,  if  this  great  basin  is  to  be  disturbed 

by  two  ounces  a  day  of  this  solid  matter,  how  much  is  it  disturbed 

by  the  ten  tons  of  material  which  come  down  the  stream  every  day 

from  the  water-closets  of  SomerviUe  and  Cambridge  ? 

Then  comes  the  scalding  water.  I  have  seen  allusion  to  it  in  the 
J^wspapers,  that  the  water  in  which  400,000  hogs  are  washed  was 
^hed  into  that  river  every  day.  In  place  of  these  there  are  1,000  or 
1|200  hogs,  from  which  the  bristles  are  removed  by  immersing  tliem 
^  warm  water.  These  bristles  are  sold,  and  carried  off.  I  think 
they  are  sold  for  six  cents  per  animal,  or  for  $  24,000  a  year.  They 
^  gathered  up  carefully,  and  not  allowed  to  float  away  on  the 
Water  of  the  basin.  Well,  now  tabe  the  water.  It  is  clarified  and 
'^  over.  The  solid  matter  is  taken  out,  so  that  only  clear  wat^r 
wniaias.    According  to  the  testimony,  the  whole  ainount  of  solid 
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matter  which  might  go  into  the  basin  is  from  200  to  300  pounds  per 
diem,  —  a  very  small  quantity.  Dr.  Munroe  says  it  is  a  little  more. 
He  has  evidently  made  a  mistake.  He  had  taken,  perhaps,  the  whole 
quantity  in  the  tanks.  Mr.  Sharpies  reduced  it  to  about  one  third. 
We  shall  reduce  it  still  more ;  and  you  will  find  that  this  matter, 
which  is  soluble  in  water  and  usually  preserved,  amounts  to  about 
300  poimds  a  day.  About  15,000  tons  of  salt  water  from  the  sea 
come  into  the  basin  at  each  tide;  and  this  solid  matter  cannot 
possibly  pollute  it.  There  is  not  basis  sufficient  for  such  an 
assertion. 

I  have  dealt,  then,  with  everjrthing  except  a  little  residuum  of 
moisture  from  the  steam,  which  trickles  down  under  the  channel 
from  the  condensing  pipe  ;  and  that,  gentlemen,  is  no  cause  for  this 
odor.  I  put  it  to  you,  gentlemen,  that  there  is  no  ground  on  jvhich 
you  can  trace  these  horrible  smells  to  the  discharge  of  these  trifling 
liquids  into  that  stream.  With  regaixl  to  the  sulphide  of  ammo- 
nium, if  there  is  any  to  be  found,  you  must  look  for  it,  gentlemen, 
to  putrid  meat  elsewhere,  which,  as  Professor  Munroe  informs  yon, 
is  more  dangerous  than  the  innocent  and  harmless  lard  which  is 
tried  out  in  the  establishment  of  Mr.  Squire. 

I  have  adverted  to  two  classes  of  evidence  presented  by  these 
complainants.     There  is  a  third  class,  and  that  is  the  evidence  from 
residents  of  Boston.     Certain  gentlemen,  highly  respectable, — Mr. 
Kussell,  Mr.  Boardman,  and  Dr.  Abbot,  —  come  here  and  say  that 
they  have  experienced  sickening  smells.    Why,  gentlemen,  it  seems 
to  Mr.  Squire  almost  impossible  that  any  smell  should  have  travelled 
two  miles,  from  Cambridge  and  Somerville  to  the  homes  of  persons 
living  on  the  heights  of  Mount  Vernon ;  and  he  imagines  that  i* 
must  have  risen  from  di*ains  or  sewers,  which  are  becoming  so 
offensive  on  the  Boston  shore.     The  impression  may  possibly  hav^e 
been  left  on  your  minds  that  some  of  these  odors  may  have  been 
wafted  over  by  a  northwesterly  wind  from  the  vicinity  of  Mr- 
Squire's.     Possibly  they  may  have  come  from  the  shores  of  Charlfi* 
River ;  possibly  from  the  deposit  from  the  drains  of  Boston ;  pos- 
sibly from  the  Broad  Canal  in  Cambridge ;  but  probably,  if  th©y 
came  over  to  this  side  of  Charles  River,  they  came  from  the  works 
of  the  two  Reardons,  O'Neil  afcd  Barry,  where  the  putrid  fat  W** 
rendered,  where,  if  there  is  a  foul  smell  to  be  found  anywhere,  ^^ 
will  be  found.     It  is  our  misfortune  to  be  southeast  of  these  worl^» 
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and  intercept,  it  may  be,  more  or  less  of  the  smells  that  come  down 
Cambridge,  Thomdike,  and  other  streets.  If  we  can  prove  to  you 
that  the  odious  smells  come  from  others,  I  shall  look  to  this  Com- 
mission not  to  visit  them  upon  us,  but  upon  the  parties  who  are 
guilty.  The  evidence  from  Boston  is  too  remote.  It  is  quite 
unreliabla 

Kot  to  advert  further  to  the  case  presented  to  you  by  these 
parties,  I  will  proceed  to  give  you  an  outline  of  the  evidence  we 
propose  to  introduce.  , 

But  first,  gentlemen,  I  will  call  your  attention  to  the  powers  in- 
trusted to  this  Commission,  and  the  duties  of  the  Commission,  as 
they  present  themselves  to  us.    We  are  parties  deeply  interested  in 
the  results  of  your  investigations.     Your  power  was  derived  from 
various  acts  of  the  Legislature,  the  principal  act  being  that  of  1871. 
By  the  acts  of  this  State  establishing  local  boards  of  health,  and  by 
its  acts  authorizing  the  Board  to  close  certain  slaughter-houses  and 
to  require  their  occupants  to  remove  to  the  Abattoir  in  Brighton, 
provision  is  made  for  a  jury  trial  before  a  place  of  business  can  be 
closed,  thus  relieving  the  Board  of  Health  from  that  duty.     In  the 
Act  of  1871,  giving  additional  powers  to  this  Board,  the  power  is 
given  to  them  to  pass,  as  a  jury,  upon  this  question.    They  are  in- 
vested with  all  the  powers  of  a  court  of  chancery  in  England,  to  de- 
cide upon  fact  as  well  as  upon  law.     You  have  a  duty,  gentlemen, 
to  perform  more  serious  than  the  ordinary  duties  of  the  court  and 
juries,  for  you  are  the  court  and  jury,  as  I  understand  it,  in  this 
case.    Very  great  powers  are  confided  to  you  by  the  State.     By  the 
Constitution  of  the  State  the  property  of  no  citizen  can  be  taken  for 
the  public  use  without  the  payment  of  full  compensation,  to  be 
sssessed  by  a  jury.     In  building  a  line  of  railroad  the  citizen  is 
Dot  to  be  deprived  of  property  without  the  award  of  damages,  by  a 
jury.    No  such  provision  is  made  in  this  case.     Now,  gentlemen, 
1  Would  suggest  to  you  that  in  cases  of  this  magnitude,  in  exer- 
Q«ing  this  great  power  upon  masses  of  property,  you  will  feel  that 
y^  represent  the  State ;  that  you  will  look  carefully  to  what  you 
^  doing,  and  consider  very  thoroughly  the  question  of  the  pub- 
lic health,  the  public  convenience,  and  public  comfort  in  deciding 
^  question.    There  are  some  who  might  suggest  to  you  that  if  an 
®iterprise  or  an  establishment  created  an  inconvenience,  a  discom- 
fort, some  injury  to  health,  it  was  at  once  to  be  abated.     There  are 
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two  sides  to  that'question,  gentlemen,  certainly.  Yon  are  to  con- 
sider whether  the  closing  up  of  this  establishment  would  not  be 
prejudicial  to  the  convenience  and  health  of  the  people.  If  the  es- 
tablishment is  so  situate  that  it  ministers  to  the  comfort  of  Uie 
people,  because  they  need  the  cheap  food  which  it  provides,  —  if 
this  is  to-  be  lost  by  the  breaking  up  of  the  establishment,  —  then 
more  injury  may  result  from  the  discontinuance  of  it,  to  the  comfort 
and  convenience  of  the  people,  than  from  its  continuance. 

Another  fact,  gentlemen.    Life  itself  is  quite  as  important  as 
health,  indeed  more  so.    Cheap  food  ministers  to  life.    So,  also,  does 
employment.     Suppose  five  hundred  or  seven  liundred  men  are  em- 
ployed, and  they  support  their  families,  who  in  turn  support  as 
many  more,  in  dependent  trades.    Here  are  thousands  dependent 
upon  an  establishment     We  shall  give  you  in  this  case  the  popu- 
lation of  Cambridge  and  Somerville,  and  more  especially  of  this 
ward  at  Craigie's  Point.     We  shall  show  that  in  this  ward  there 
are  tldrteen  hundred  houses,  and  at  the  establishment  of  J.  P. 
Squire  &   Co.,  and   others    near   it,  thirteen    hundred   men  are 
employed.    There  are  from  five  to  six  people  in  each  of  these 
houses,  and  but  one  or  two  of  these  are  males.     You  will  find 
that  most  of    these  males   in  this  region   are  dependent  upon 
these  establishments,  and  a  large  amount  of  wages  is  circulated 
monthly.    You  will  find  that  many  are  dependent  upon  this  busi- 
ness for  their  daily  bread.     What  is  the  effect  of  closing  this 
establishment  ?     It  is  for  the  State  to  lose  all  these  people  and 
their  families.      Suppose  they  left  the  State,  and  you  drove  the 
business  to  New  York,  to  Chicago,  or  back  to  Cincinnati.     Does 
not  the  State  lose  the  lives  of  these  men,  except  as  one  of  tb6 
members  of  this  great  confederacy  of  States  ?     It  is  for  you,  gentle- 
men, to  balance  these  considerations,  and  then  decide  whether  tb^ 
closing  of  this  establishment  would  be  of  advantage  or  injury  to  tb6 
public  health,  comfort,  and  convenience. 

I  wish  to  put  into  this  case  the  Beport  on  Noxious  Business,  ix^ 
the  House  of  Commons,  England,  ordered  to  be  printed  the  8th  of 
July,  1873.  In  this  Beport  you  have  evidence  elicited  by  3,956 
questions.  In  the  contents  it  is  stated  that  the  number  of  slaughter- 
houses in  London  is  1,687,  and  one  of  the  important  facts  coO" 
nected  with  it  is  that  some  are  situated  within  fifty  feet  of  tb^ 
streets,  or  of  other  buildings,  and  a  great  many  houses  have  beei^ 
erected  within  the  distance.    The  Commission  reported  in  flavor  ^ 
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removing  the  restriction.  The  general  tone  of  the  Beport  is,  that 
these  establishments  are  convenient  to  the  people,  and  tend  to  cheapen 
the  price  of  food.  I  have  also  reports  from  the  city  of  Liverpool  for 
1866,  the  report  of  a  Commission  and  of  an  Engineer ;  also  the 
By-Laws  of  the  slaughter-houses  of  Dublin,  1866,  and  the  report  of 
a  company  called  the  Liverpool  Abattoir  Company,  conducting  a 
small  business  in  Liverpool ;  also  the  petition  to  Parliament  from 
gentlemen  in  Liverpool,  for  the  establishment  of  an  abattoir  and  the 
exclusion  of  others  With  respect  to  Liverpool,  it  appears  by  one 
of  these  documents  the  petition  did  not  succeed ;  that  Parliament 
was  not  willing  to  establish  an  exclusive  abattoir  in  the  city  of 
Liverpool,  but  decided  to  continue  the  existing  establishments; 
that  ,in  Dublin  a  great  many  slaughtering  establishments  for  the 
killing  of  cattlQ  are  scattered  about.  In  Paris  there  are  several 
abattoirs,  and  wherever  they  have  been  established  population  has 
grown  up  around  tliem,  just  as  it  has  done  in  this  case.  I  have 
taken  you,  gentlemen,  to  England.  There  you  will  find  that  the 
ground  for  public  convenience  is  taken  that  there  should  be  a  con- 
tigaity  of  these  places  to  the  places  where  the  food  is  consumed. 
And  the  tendency  of  the  English  mind  seems  to  be,  at  the  present 
time,  to  have  a  large  number  of  these  establishments  at  a  short  dis- 
tance from  the  centres  of  the  cities  of  London,  Liverpool,  Glasgow, 
and  Dublin. 

In  this  case  it  will  be  shown  to  you  that  the  present  application 
is  not  sustained  by  the  Mayor  and  Aldermen  of  either  Cambridge 
or  Somer\'ille,  and  is  uiged  by  individuals  with  strong  prejudices  but 
little  influence.  They  have  already  applied  to  the  local  boards  of 
health,  and  city  authorities  of  Cambridge  and  Somerville,  who  re- 
fuse to  complain,  because  they  are  well  satisfied  with  the  steps  al- 
ready taken  by  these  defendants.  The  grand  jury  of  Middlesex 
also  have  thrown  out  all  complaints  against  this  establishment. 

Mr,  Mclntire.  I  undeiijtand  the  grand  jury  have  not  thrown 
out  the  complaint,  and  it  is  continued. 

Mr,  Derby.  I  understand  from  a  gentleman  upon  the  grand  jury 
that  the  case  has  been  abandoned. 

Mr.  Mclntire.     The  case  has  not  been  abandoned. 

Mr.  Derby.  You  should,  perhaps,  know  better  than  myself.  But, 
at  all  events,  before  this  hearing  is  closed,  the  fact  will  be  settled  by 
the  expiration  of  the  term  of  the  grand  jury  itself.     I  understand 
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that  the  Mayor  of  Somerville  did  request  the  Board  of  Health  to 
make  some  suggestion  about  the  matter,  and  received  the  reply  that 
it  was  not  expected  of  the  Board  to  give  any  advice. 

Dr,  Derby,  We  said  we  were  ready  to  give  advice  to  any  one 
who  wanted  it,  at  all  times. 

Mr,  Derby,  Your  letter  to  the  Mayor  is  in  the  case,  and  speaks 
for  itself.  I  draw  attention  to  the  fact,  which  is  a  prominent  one, 
that  this  case  is  not  supported  by  the  Mayor  and  Aldermen  of  Som- 
erville or  of  Cambridge,  nor  does  it  come  supported  by  an  indictment 
of  the  grand  jury.  It  comes  before  you  on  a  somewhat  singular 
petition,  signed  by  a  few  indviduals  of  the  city  of  Cambridge. 

The  Chairman,     It  is  all  the  same. 

Mr,  Derby.  I  do  not  mean  to  say  that  it  is  not  But  if  the 
people  were  in  favor  of  it,  it  seems  to  me  it  would  Jiave  been  taken 
up  by  these  authorities. 

Mr,  Newhall,  Would  not  the  authorities  have  had  the  power  to 
have  corrected  the  evil  ? 

f 

Mr,  Derby,     Certainly. 

Mr,  Mclntire,  So  that  is  to  be  an  argument  why  we  should 
have  applied  to  those  tribunals.  I  think  we  can  show  why  ^ 
did  not 

Mr,  Miizzey,  The  Cambridge  Aldermen  refused,  eight  to  one,  to 
do  anything  in  the  matter. 

Mr.  Mclntire,  One  of  them  was  convicted  by  this  same  Board  in 
1871,  of  this  same  offence. 

Mr.  Derby.  I  am  here  to  present  nothing  but  this  case.  I.  speak 
in  tliis  case  only.  I  will  now,  gentlemen,  present  a  series  of  propo- 
sitions, which  I  wish  to  submit  for  the  consideration  of  this  Com- 
mission. 

We  concede  that  Miller's  River  and  its  basins  have  for  many 
years  been  a  nuisance,  having  been  the  common  cesspool  of  Cam* 
bridge  and  Somerville,  and  defiled  by  dyes  and  sulphuric  acid  of  tto 
bleacheries.  This  dark,  loathsome,  and  Lethean  stream  has  spread 
the  sewage  of  two  cities  over  flats  bare  at  low  water,  from  which 
offensive  gases  and  odors  were  exhaled  long  before  the  works  of  the 
defendants  were  established. 

That  is  one  of  the  propositions. 

Another :  The  exhalations  from  these  flats  have  been  aggravated 
by  gases  and  offensive  smells  from  the  small  works  of  other  parties 
used  for  rendering  tallow,  carelessly  conducted ;  and  also,  by  D^' 
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lected  piggeries  on  the  nortli  bank  of  the  river ;  and  if  at  any  time 
in  past  years  they  have  received  any  addition  from  the  blood  of 
animals  killed  at  the  defendants'  works,  there  has  been  no  blood 
allowed  to  flow,  for  the  past  year,  from  these  works  into  the  river. 

Another  point :  The  exhalations  from  Miller's  Eiver  have  b^en 
unjustly  ascribed  to  the  defendants*  establishment.  This  will  be 
proved  by  the  most  clear  and  conclusive  evidence,  by  Professor 
Horsford,  Mr.  Avery,  and  other  eminent  chemists,  by  buildings 
blackened  on  one  side,  which  borders  on  the  sewers  which  flow  into 
the  river,  but  bright  on  the  other  side,  which  borders  on  the  de- 
fendants' works.  It  has  been  well  proved,  also,  that  no  deleterious 
odors  come  from  their  works ;  that  their  pens  are  daily  cleansed, 
swept,  and  sprinkled  with  charcoal ;  that  the  blood  and  offal,  in- 
stead of  going  into  the  stream,  are  daily  removed  in  air-tight  carts ; 
that  even  the  water  in  which  the  swine  are  scalded  is  purified  by 
chemicals  before  it  is  allowed  to  flow  away ;  and,  in  fine,  their  whole 
establishment  is  kept  in  admirable  condition. 

Another :  That  the  site  of  the  defendants*  works  is  adjacent  to 
those  long  occupied  by  the  Winchesters,  which  for  nearly  fifty  years 
have  been  devoted  to  the  killing  and  packing  of  cattle.  If  there 
were  anything  that  could  encourage  these  defendants  to  select  this 
position,  it  was  the  fact  that  for  nearly  half  a  century  this  business 
had  been  carried  on  there,  commencing  certainly  half  a  century 
before. 

Another  fact  is  the  particular  topography  of  the  locality.  On 
the  one  side  is  the  rising  gix)und  of  Cambridge  and  Somerville 
heights,  appropriate  for  dwellings,  and  on  the  other  side  these  flats, 
appropriated  for  the  'factories  and  workshops  attendant  on  a  great 
city.  Like  the  Mill  Pond  land  of  Boston,  this  will  be  the  Mill 
Pond  land  of  Cambridge  and  Somer\'ille.  We  shall  offer  you  evi- 
dence on  this  point  to  prove  that  this  portion  of  the  ward  is 
commercial  and  manufacturing,  and  that  the  value  of  the  factories 
and  of  the  workshops  exceeds  the  value  of  the  houses.  I  think 
we  shall  be  able  to  show  you  that  more  than  half  the  houses  at 
Craigie*s  Point  are  occupied  by  the  people  who  toil  in  these  estab- 
lishments. 

Another  proposition  is,  that,  if  any  odors  ever  issue  from  the 
defendants'  works,  which  is  not  admitted,  they  are  inoffensive, 
and  much  less  perceptible  than  those  which  arise  from  an  ordi- 
nary kitchen  and  from   many  harmless  manufactures.     The  vats 
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in  which  fresh  leaf-lard  is  tried  out  will  soon  be  replaced  by 
close  tauks  now  building,  like  those  now  in  use  at  the  works ;  all 
gases  from  which  are  consumed  under  the  boiler.    Mr.  Squire  has 
been  gradually  adopting  improvements.     He  has  introduced  the  • 
burning  of  the  gases  under  the  furnace ;  he  has  introduced  better 
arrangements  fot  killing  the  hogs,  conducting  it  in  the  third  story 
above  the  flats ;  he  adopts  every  improvement  that  is  feasible.    Let 
me  say  with  regard  to  the  odors,  that  there  are  certain  gentlemen 
who  are  sickened  by  going  into  the  kitchen  where  beef  and  cabbage 
are  boiled,  and  where  doughnuts,  one  of  the  chief  staples  of  New 
England,  are  fried.    I  think  this  case,  however,  is  not  to  be  judged  by 
sucli  standards,  by  such  keen  sense  of  smell.     I  know  of  gentlemen 
—  perhaps  one  of  them  is  in  this  room ;  possibly  there  lEay  be  .one 
on  your  Board  —  who,  if  an  unfortunate  cat  or  dog  should  lie  down 
under  their  table,  would  be  so  affected  by  the  odor  they  would  be 
obliged  to  leave  the  room.     So  keen  a  perception  is  a  misfortune 
and  not  a  fault.     But  it  is  not  a  standard  by  which  a  case  of  thia 
kind  is  to  be  judged.     With  regard  to  the  rendering  smell  of  pure 
leaf-lard  it  will  be  obviated  by  the  close  tanks  we  propose  to  intro- 
duce ;  but  we  Would  suggest  that  in  conducting  any  great  branch 
of  industry,  some  smells  will  arise.    A  gentleman  of  the  Board  of 
Trade,  Mr.  Bice,  illustrated  this  subject  by  saying  that  a  complaint 
came  to  him,  when  Mayor,  of  an  establishment  on  Water  Street 
which  burned  coffee ;  a  few  neighbors  complained  of  it  as  a  nui- 
sance ;  but  he  said,  "  I  took  the  liberty  to  say  that  if  the  smell  was 
offensive  to  certain  individuals,  I  would  suggest  the  policy  of  their 
removing  to  some  spot  where  coffee  was  not  ground.     There  vers 
places  in  the  city  where  they  could  live  without  inhaling  an  odor 
so  offensive  as  the  smell  of  cofibe."     So  with  regard  to  the  great 
manufacturing  places  of  the  State.     Take  the  town  of  Danvera, 
which  recently  changed  its  name  to  Peabody.     If  apy  gentleman 
goes  there,  he  would  perhaps  say  that  there  was  the  smell  of  the 
bark  and  the  tan,  and  also  of  the  tan  water ;  not  very,  agreeable 
to  the  olfactory  nerves,  but  not  sufficiently  disagreeable  to  indnoe 
the  Board  of  Health   or  any  commission  to  break  up  the  great 
establishments  in  the  vicinity  of  a  great  city,  which  add  so  mucb 
to  its  prosperity.     There  are  smells  from  the  sugar-houses,  which 
could  not  induce  you  to  break  up  their  business.     Such  odors  a^ 
adverted  to  by  Dr.  Holmes  in  one  of  his  poems,  where  he  describe 
his  journey  eastward,  and  tells  us  of  our  favorite  resorts,  — 
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"  There  the  smelli  begin 
Of  fiBby  Swampscott,  salt  Nahant,  and  leather-scented  Lynn." 

But  we  are  not,  gentlemen,  for  every  little  smell  wliich  may  be 
slightly  offensive,  to  break  down  great  works,  as  against  the  comfort, 
health,  and  convenience  of  the  community. 

Another  proposition,  gentlemen :  In  the  defendant's  works  five 
hundred  to  seven  hundred  men  are  employed,  —  the  number  vary- 
ing with  the  season.  They  live  near  the  works,  and  breathe  the 
atmosphere  in  and  near  them  night  and  day,  enjoy  excellent  health, 
and  would  feel  greatly  aggrieved  should  the  works  be  closed  upon 
the  plea  of  injury  to  health.  Their  wages  exceed  half  a  million  of 
dollars  yearly. 

It  is  a  somewhat  striking  fact,  gentlemen,  that  although  Miller's 
River  is  so  offensive  to  some  people,  these  parties  living  in  this 
establishment  or  doing  business  in  this  establishment  enjoy  very 
excellent  health.     I  have  recently  heard  that  a  gentleman  has  gone 
to  Charles  Eiver  for  the  purpose  of  drinking  blood  as  a  restorative 
of  health.     I  have  only  newspaper  authority  for  it,  however.     But 
I  vill  say  that  the  persons  employed  in  and  about  this  establish- 
ment, and  their  families  who  reside  near  by,  enjoy  remarkably  good 
health,  and  have  not  suffered  from  their  position. 

Another  point:  In  London,  so  celebrated  for  its  health,  the 
daughter-houses  are  much  inferior  to  those  of  the  defendants.  In 
populous  districts  of  that  city  it  has  been  proved  that  there  are 
1,687  buildings  for  killing  sheep,  swine,  and  cattle,  and  usually 
^Uiin  fifty  feet  of  the  streets  and  other  buildings ;  while  in  New 
York  more  than  a  million  of  swine  are  killed  annually  in  a  popu- 
Jww  district,  between  Fortieth  and  Forty-first  Streets,  and  they  are 
>ho  killed  in  populous  districts  of  other  large  cities,  and  converted 
into  oil  and  lard.  There  is  a  map  here,  of  the  city  of  New  York, 
that  a  witness  will  illustrate  hereafter.  I  will  show  you,  gentle- 
ifieiijthat  in  wards  of  the  city  of  New  York  containing  a  population 
rf  50,000  and  100,000,  these  establishments  exist  They  arc  between 
Broadway  and  the  North  River.  In  them  are  killed  1,000,000  to 
IfWOjOOO  swine  annually,  and  the  parties  are  increasing  their  busi- 
1*88  year  by  year,  and  are  not  excluded  from  the  city.  I  under- 
^d  such  to  be  the  case  in  other  great  cities  in  the  West,  in  St. 
I^uig  and  Cincinnati.  I  am  not  personally  familiar  with  those 
citieg;  but  in  the  city  of  New  York,  the  commercial  metropolis  of 
'Wb  country  and  the  powerful  rival  of  the  city  of  Boston  in  foreign 
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commerce,  this  business  is  conducted  on  a  very  large  scale,  in  a 
warmer  climate  than  that  of  Boston,  and  this  business  is  done  in 
the  very  vicinity  of  the  populous  districts.  It  has  received  more  or 
less  the  sanction  of  the  Boards  of  Health  (they  are  more  or  less  un- 
der their  jurisdiction),  and  I  have  heard  within  a  day  or  two  that 
the  establishment  at  Communipaw,  on  the  Jersey  shore,  is  to  be 
broken  up  and  carried  into  a  more  populous  district 

The  Chairman,    They  are  not  killed  there  during  the  summer 
time. 

Mr,  Derby,    The  witness  will  be  able  to  state  more  definitely 
than  myself. 

That  brings  me  to  this  point,  gentlemen,  that  one  of  the  great  ad- 
vantages of  this  establishment  at  East  Cambridge  is,  that  by  means 
of  the  ice  which  is  taken  from  the  ponds  in  the  immediate  vicinity, 
and  brought  down  to  the  several  works  on  the  river,  where  some 
20,000  tons  are  used  annually,  — 10,000  tons  by  Mr.  Squire,  and 
some  10,000  tons  by  those  other  establishments,  —  the  ice  from 
the   ponds   enables   them   to   continue  this  business  later,  and  to 
commence  it  earlier,  and,  in  fact,  to  carry  on  a  portion  of  it  all 
through  the  year;  that  the  ice  preserves  an  equable  temperature; 
that  the  pork  goes  into  ice-chambers,  where  it  is  cooled  off,  and  it 
becomes  possible  to  put  it  in  shape  for  packing  all  through  the  year. 
The  business  is  exceedingly  important,  as  the  only  steamships,  if  we 
give  them  only  the  freight  in  the  cold  weather,  would  leave  us  during 
the  summer.     Our  establishment  supplies  the  city  with  a  very  lai^ 
amount  of  provisions,  the  cheap  meat,  the  spare  rib,  selling  at  eight 
cents  per  pound,  and  sausages  at  eight  and  eight  and  one  half  cents 
per  pound.     Other  parts  of  the  animals,  such  as  the  hams,  are  sold 
by  wholesale  at  eight  or  nine  cents.     This  establishment,  by  fur- 
nishing these  supplies  at  a  low  price,  does  it  to  the  great  com- 
fort and   convenience  of   the  people.     As   to  the  city   of  New 
York,  my  impression  is  that  the  work  is  carried  on  summer  and 
.  winter. 

Mr,  Squire,     It  is. 

Mr.  Derby,  As  I  have  some  experience,  —  having  courted  my 
wife  there  in  July  and  August,  —  I  know  how  hot  it  is  there  in 
summer.     [Laughter.l 

The  concentration  of  business  in  the  establishment  of  John  P- 
Squire  &  Co.  seems  to  have  disturbed  some  good  people  in  Somer- 
ville  and  East  Cambridge,  but  the  concentration  of  a  large  business 
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in  one  spot,  by  these  defendants,  is  in  accordance  with  the  recom- 
mendations of  this  Board,  when  it  established  an  Abattoir.  *  We 
may  not  have  succeeded  in  making  as  perfect  an  establishment,  in  all 
its  details,  as  the  State  Abattoir ;  but  we  have  built  up  here  very 
large  works,  composed  of  long  ranges  of  buildings,  separate  struc- 
tures, devoted  one  to  the  killing,  another  to  rendering  and  the 
manufacturing  of  sausages,  and  another  to  the  manufacture  of  lard 
and  the  cutting  up  of  the  pork  into  English  shapes.  It  is  cut  into 
English  breakfast  bacon  and  Preston  hams,  \^hich  are  shaped  very 
differently  from  the  American  ham,  and  look  like'  legs  of  mutton ; 
and  instead  of  selling  for  sixpence  per  pound,  are  sold  for  a  shilling 
in  England.  The  business  of  this  establishment  consists  not  merely 
in  what  I  have  enumerated.  There  is  a  cooperage  on  a  gigantic 
scale.  It  is  an  establishment  where  one  building,  or  suite  of  apart- 
ments,  is  devoted  to  the  reception  and  killing  of  swine ;  bjut  the 
greater  part  is  a  manufacturing  establishment  for  the  curing  of 
hams,  the  rendering  of  lard,  and  the  packing  of  these  articles  in 
boxes  and  packages,  in  which  they  are  to  be  carried  away.  It  is  a 
very  large  establishment,  of  which,  as  I  understand,  gentlemen, 
but  a  small  part  would  be  .amenable  to  your  authority ;  that  the 
part  occupied  for  slaughtering  would  come  under  your  jurisdiction, 
but  the  other  parts,  for  the  manufacture  of  boxes  and  the  packing 
of  the  provisions,  it  seems  to  me,  are  not  reached  by  your  jurisdic- 
tion. 

The  next  point  is,  that  there  is  no  occasion  for  precipitate  action 
in  this  case,  for  we  have  six  months  of  cold  weather  before  us,  and 
ample  time  for  deliberation  and  the  adoption  of  any  modern  im- 
provements, and  the  counsel  of  complainants  asks  no  immediate 
action  in  the  premises.  It  is  but  necessary  to  state  that  point ;  it  is 
not  necessary  for  me  to  enlarge  upon  it.  The  measures  tliat  we 
have  in  progress  will  probably  suffice.  You  have  other  cases  to 
hear,  and  it  is  probable  that  you  will  find  that  there  are  offensive 
places  demanding  the  attention  of  the  Board.  It  is  not  the  work  of 
Mr.  Squire,  in  his  defence,  to  assume  the  character  of  an  accuser ; 
but  some  of  the  smells  ascribed  to  him  come  from  places  which 
may  be  discovered  if  you  are  vigilant.  He  acts  in  self-defence  only ; 
makes  no  complaints,  but  would  ward  off  unjust  attacks.  I  also  offer 
with  this  proposition  another,  that  the  defendants  stand  ready  to  adopt 
any  reasonable  safeguards  that  may  be  suggested  by  the  Ik)aixl,  and 
will  soon  complete  and  set  up  iron  tanks  for  rendering  leaf-lard. 
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whose  gases  will  be  consumed  as  is  the  gas  from  those  now  in  use.  I 
entertain  no  doubt,  but  that,  if  you  should  wish  that  the  "soup" 
should  be  carried  off  and  concentrated,  my  friend,  Mr.  Squire,  will 
endeavor  to  do  so,  if  you  attach  any  weight  to  that  AVith  regard 
to  the  tanks,  close  tanks  will  be  introduced,  although  lard  cannot  be 
rendered  in  them  so  well  as  in  open  kettles.  But  whether  you  de- 
cree it  or  not,  he  has  come  to  the  conclusion  to  adopt  them,  and  so 
get  rid  of  the  smell  of  the  leaf-lard,  which  seems  to  disturb  the 
olfactories  of  some  of  the  sensitive  people  of  Cambridge.  If  we 
knew  how  to  stop  the  squealing  of  the  pig  we  would  do  that  also^ 
and  if  it  is  necessary  to  give  them  a  handkerchief  sprinkled  with 
perfume  or  carbolic  acid,  while  on  the  cars,  we  would  be  willing  to 
do  that  \Lmu)htcr!\  We  are  willing  to  adopt  anything  that  com- 
mon*sense  or  good  reason  may  dictate,  to  make  this  thing  as  accept- 
able a^  possible  to  the  peopla 

My  next  proposition  is :  that  these  defendants,  in  conductiDg 
their  vast  business,  are  obliged  to  compete  with  rivals  in  other  laige 
cities,  in  whicli  their  business  has  been  long  established^  namel/i 
with  rivals  in 

St.  Louis,  where  are  killed  yearly  .        . '      .        .        500,000  swine, 
Cincinnati,     «                 a         u             ....     620,000      «*  i 

New  York,     **  "«....      1,000,000      " 

Chicago,         "  ♦*        "  ...  1,425,000  " 

While  Boston  as  yet  kills 800,000  « 

although  it  packs  annually  one  or  two  hundred  thousand  and  more. 
The  defendants  are  enabled  to  compete  with  other  cities  chiefly  hf 
the  adaptation  of  the  spot  they  occupy  to  the  business  they  pursue* 
Their  packing-liouse  is  believed  to  be  the  largest  and  most  perfect 
in  the  country.  Their  proximity  to  the  city  and  to  the  ice-honseft 
aids  them  in  this  com'petition.  If,  gentlemen,  you  should  order  thess 
parties  to  leave  the  vicinity  of  the  city,  it  would  be  a  serioufdrawbadc 
to  them.  Their  removal  would  increase  the  freights  they  pay,  and 
perhaps  prevent  their  competing  successfully  with  other  parties.  I^ 
is  by  making  the  most  of  the  few  advantages  nature  gives  us  VOL 
this  vicinity,  by  the  greater  rigor  of  the  atmospliere,  as  compared 
with  that  of  New  York,  that  this  spot  is  adapted  to  their  business 
Here  is  a  large  district  of  thirty  acres,  insulated,  surrounded  bf 
streets  with  no  dwellings  upon  tliem  except  a  few  occupied  princi- 
pally by  the  operatives;  separated  by  a  sheet  of  water  from  other  es- 
tates, and  which  our  client  is  now  making  solid  at  the  suggestion  of 
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the  State.  A  large  area  belongs  to  him,  and  another  large  area  belongs 
to  other  parties.  Probably  nowhere  could  we  find  a  similar  area  in 
the  vicinity  of  Boston.  But  it  is  not  only  its  size  that  is  important ; 
it  is  its  proximity  to  the  wharves  and  to  the  markets.  It  is  but  a 
mile  and  a  half  or  two  miles  from  Faneuil  Hall  Market,  and  it  takes 
but  sixty  or  seventy  horses  to  enable  him  to  supply  this  market. 
Every  step  you  take  him  away  from  the  markets  you  make  it 
necessary  for  him  to  increase  his  number  of  horses  to  do  the  busi- 
ness. His  site  is  close  by  tide  water,  so  that  he  cem  land  his  salt 
and  other  articles  at  the  Fitchburg  wharf  or  at  East  Boston,  and  by 
the  facilities  of  the  Grand  Junction  line  he  has  the  advantage 
of  the  Boston  and  Albany  line,  the  Fitchburg  or  Tunnel  line,  and 
the  other  steam  railways  running  out  of  the  city  to  connect  with 
North,  South,  East,  and  West,  and  also  with  the  Cunard /Steam- 
ships at  East  Boston.  Taking  into  view  the  fact  of  its  nearness 
to  market,  and  the  configuration  of  the  territory,  I  know  of  no  spot 
on  this  continent  so  admirably  adapted  for  this  business,  or  where 
it  is  capable  of  being  managed  so  well,  as  it  can  be  here  by  our 
clients. 

Finally,  let  me  refer  to  the  facilities  they  thus  have  for  disposing 
of  every  part  of  the  animals  killed  by  these  defendants,  and  contin- 
uing their  business  summer  and  winter,  from  their  contiguity  to  the 
ice-houses,  the  sea,  and  Boston.  It  is  important  to  them  to  be  able 
to  sell  the  refuse  meat  of  the  animals  at  fair  prices,  but  it  is  of  far 
greater  importance  to  the  poor  people  of  the  city  to  be  able  to  pur- 
chase it  at  a  low  prica  It  ministers  to  their  comfort  and  to  their 
convenience. 

The  next  point  I  have  already  adverted  to.  I  draw  a  parallel 
thus :  In  Boston  itself,  the  high  ground  on  Mount  Vernon  com- 
mands four  dollars  a  foot  for  dwellings,  while  the  low  ground  extend- 
ing from  North  Market  to  Summer  Street  sells  at  ten  dollars  to  fifty 
dollars  a  foot  for  stores.  If  Athens  had  her  Piraeus  as  well  as  her 
groves  and  her  Acropolis,  why  may  not  Cambridge  and  Somerville 
have  the  same  ?  Athens  had'  her  Pirseus,  and  I  presume  she  had 
ber  sausage-maker,  as  Aristophanes,  in  one  of  his  plays,  tells  of  a 
sausage-maker.  My  idea  is  that  the  whole  of  Cambridge  is  not  to 
be  devoted  to  literature  and  residences,  but  that  a  part  of  it  is  to  be 
devoted  to  commercial  and  manufacturing  purposes,  and  those  citi- 
zens whose  nostrils  are  very  sensitive  will  live  upon  the  liighlands 
and  not  upon  the  lowlands. 

12 
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My  next  point  is :  The  works  of  J.  P.  Squire  &  Co.  have  not  in- 
jured, but  have  greatly  benefited,  the  cities  of  Cambridge  and  Som- 
erville,  which  have  grown  in  population  and  wealth  with  more 
rapidity  than  any  towns  in  the  county  of  Middlesex.  But  a  few 
days  since  I  saw  in  one  of  the  papers,  which  I  will  put  into  this 
case,  proof  that  Somerville  has  increased  in  wealth  as  well  as  in 
population  more  rapidly  than  any  other  place  in  the  vicinity  of 
Boston.  The  growth  of  the  population  is  dependent  very  laigelj 
upon  the  success  of  these  establishments. 

I  come  now  to  the  position  of  the  defendants,  and  the  incon- 
venience that  they  would  sustain  if  they  should  be  removed.  I  will 
simply  read  the  point  The  investments  of  the  defendants  at  their 
works  exceed  half  a  million  of  dollars,  and  the  active  capital  used 
at  them  exceeds  that  sum.  The  perilous  business  they  pursue  re- 
quires the  closest  attention  to  details  and  the  most  rigid  economy. 
Their  business,  although  hazardous,  is  a  growing  one.  By  it  the 
vast  crops  of  Western  com,  which  will  not  pay  freight  to  the  sea, 
are  utilized,  for  three  pounds  of  it  may  be  consolidated  into  one 
of  pork,  and  thus  enabled  to  bear  transportation.  The  rise  of  wages 
abroad,  and  the  increase  of  manufactures  at  home,  create  a  demand 
for  animal  food,  and  pork  enters  largely  into  the  consumption  of 
the  farmer,  the  artisan,  and  the  fisherman.  The  amount  exported 
during  the  last  year  by  these  defendants  alone  exceeds  24,000  tons. 
During  the  past  year  the  defendants  have  killed  at  their  establish- 
ment half  the  swine  received  by  Boston  from  the  West.  Their 
aggregate  sales  during  the  past  year  in  this  State,  England,  and 
Belgium  have  exceeded  eight  millions  of  dollars.  In  this  year  they 
have  employed  from  five  hundred  to  seven  hundred  men,  and  sixty 
to  seventy  horses,  and  have  also  made  at  their  works  45,000  casb 
and  90,000  boxes,  and  consumed  2,500  tons  of  coal,  5,000  tons 
of  salt,  with  10,000  tons  of  ice.  Their  sales  have  usually  been 
half  at  home  and  half  in  foreign  countries,  and  their  present 
rates  per  pound  are  for  cut  meats  eight  cents,  for  bacon  and  laid 
eight  and  one  half  cents,  and  for  hams  and  sausages  eight  to 
ten  cents,  while  the  price  for  their  lard  oil  ranges  from  fifty  io 
sixty-four  cents  per  gallon. 

Another  proposition :  The  amount  paid  by  the  defendants  of 
freight  last  year  to  railways  was  $700,000.  The  amount  paid  by 
them  for  freight  to  steamships  and  other  vessels  was  $300,000. 
They  furnished  about  one  seventh  of  the  entire  exports  of  Bostcm, 
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and  nearly  one  half  of  those  exports  consist  of  pork  and  its 
prdoncts. 

The  progress  of  our  commerce,  gentlemen,  is  somewhat  remark- 
able. It  commenced  with  the  export  of  fish  and  lumber.  It  has 
extended  to  miscellaneous  products.  We  have  arrived  at  a  period 
when  our  trade  has  doubled  and  quadrupled,  and  our  exports  now 
exceed  $30,000,000  annually.  Nearly  one  half  of  this  export  con- 
sists of  the  article  of  pork.  Of  this,  Mr.  Squire  furnishes  one  third, 
or  more  than  one  seventh  of  the  whole  exports  of  the  city. 

This  brings  me  to  the  memorial  of  the  Cunard  Steamship  Com- 
pany presented  by  Mr.  Alexander.  You  have  there  the  amount  of 
freight  contributed  to  their  vessels.  A  few  years  ago  they  were  un- 
able to  load  a  vessel  here  at  all.  They  are  now  loading  a  weekly 
line  which  is  a  very  important  acquisition  to  the  commerce  of  the 
city,  because  our  merchants  are  enabled  to  send  and  receive  goods 
direct  instead  of  by  way  of  New  York,  which  was  unsatisfactory  to 
Boston.  Now  the  exports  of  England  for  the  time  being  have 
fallen  off.  The  panic  has  had  the  effect  to  make  them  very  light. 
The  vessels  are  bringing  coal  and  salt  and  other  things  at  exceed- 
ingly low  rates.  The  chief  export  from  Boston  at  this  time  is 
pork;  the  market  is  in  Liverpool  and  London,  although  some  is 
sent  to  Antwerp.  The  "Ville  du  Havre,"  when  it  met  with  its 
disaster,  had  on  board  one  hundred  packages  of  pork,  belonging  to 
Mr.  Squire,  but  fortunately  it  was  insured. 

But  the  English  workman  says :  "  Eecently  I  have  lived  on  bread 
and  cheese,  and  I  am  not  satisfied.  My  wages  are  eight  shillings 
per  day,  and  I  must  have  pork."  And  he  takes  it  in  the  shape  of 
bacon  or  hams.  I  am  apprehensive  that  he  will  become  more  ex- 
acting in  his  demand  for  fresh  produce,  and  we  shall  Ijave  to  send 
oat  fresh  pork  in  some  way  or  other,  and  possibly  beef  in  the 
same  condition. 

Another  proposition :  The  closing  of  these  works  would  tend  to 
reduce  health  and  life  itself  by  the  diminution  of  food  and  employ- 
ments According  to  the  proof  in  this  case,  the  discontinuance  of 
these  works  would  increase  the  cost  of  fresh  meat  at  least  one  third, 
and  throw  many  people  out  of  business.  Another  effect  of  closing 
these  works  will  be  to  transfer  most  of  the  business  now  done  in 
them  to  New  York  and  Chicago,  whose  railways  and  steamships 
will  receive  the  freight  money  now  paid  to  Boston  railways  and 
Eteamships.     Such  a  transfer  would  carry  with  it  a  large  population 
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that  would  be  wholly  lost  to  the  State,  and  would  occasion  a  loss  to 
these  defendants  of  8400,000. 

Another  point :    During   the  pest  year  these  defendants  have 
supplied  freight  sufficient  to  load  fourteen  steamships  to  Liverpool, 
and  two  to  Antwerp.    As  their  export  trade  doubles  yearly,  they 
will  be  competent  in  the  coming  year  to  load  a  semi-monthly  line 
to  liverpool,  and  a  monthly  line  to  Antwerp,  which  would  be  in- 
valuable to  Boston.     The  memorials  of  the  Board  of  Trade  and  of 
the  Cunard  Steamship  Company  sustain  these  points.    The  com- 
mittee appointed  by  the  Board  of  Trade  tell  us  that  if  the  establish- 
ment is  not  disturbed,  a  second  weekly  line  of  steamships  will  be 
started  from  Boston  to  Liverpool  by  April,  but  will  be  abandoned  if 
these  works  are  closed.      I  hope  tliat  in  time  we  may  have  an  An- 
twerp line,  but  at  present  we  depend  upon  sailing  vessels  sent  out 
from  this  city.   I  understand  that  during  tliis  very  past  week  a  veiy 
large  part  of  the  cargo  of  the  Marathon  and  two  or  three  oth^ 
vessels  bound  for  the  Continent  of  Europe  was  furnished  from  the 
works  of  John  P.  Squire  &  Co.     Again,  the  evidence  of  Judge 
Eussell,  the  Collector  of  the  port  of  Boston,  establishes  the  fact  that 
one  half  the  exports  of  Boston  consists  of  hams,  lard,  and  bacon,  and 
that  half  the  annual  increase  of  its  exports  consists  of  the  same 
staples.     Very  many  of  the  above  points  are  sustained  by  the  me- 
morial and  evidence  of  the  Boston  and  Albany  Railroad  Company, 
in  which  the  State  is  a  large  stockholder.     To  sustain  the  firm  of  J. 
P.  Squire  &  Co.  is  the  true  policy  of  the  State,  as  it  is  interested 
to  the  extent  of  a  million  in  the  Boston  and  Albany  line,  and  to  flie 
extent  of  twelve  millions  in  the  Tunnel  line,  —  both  of  which  must 
draw  a  large  revenue  from  this  firm  if  it  is  left  undisturbed.   If  they 
are  sent  off  to  Cincinnati  or  to  Chicago,  that  business  will  to  a  cer- 
tainty be  lost  to  the  State. 

The  State  has  evinced  a  desire  to  preserve  the  establishment  of 
J.  P.  Squire  &  Co.,  by  the  action  of  two  committees  and  two  com- 
missions, as  also  by  the  efforts  it  has  made  to  keep  open  the  lower 
basins  of  Miller's  River,  and  the  cellars  under  the  Squire  establish- 
ment It  has  done  so,  too,  by  tlie  requirement  of  new  drains,  and 
of  the  filling  of  Miller's  River.  The  whole  subject  of  a  nuisance  itt 
Miller's  River  has  been  confided  to  a  State  Commission,  who  super* 
vise  both  filling  and  drainage,  and  it  is  respectfully  submitted  to 
this  Board  that  the  true  course  for  the  Board  of  Health  to  pursue 
in  this  case  is  to  aw&it  the  result  of  the  operations  directed  by  the 
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State.  We  hope  to  put  on  one  or  two  of  the  State  Commissioners, 
certainly  one  of  them,  Mr.  Parker,  who  once  appeared  for  the  clos- 
ing of  the  river,  and  trust  we  shall  be  able  to  show  that  this  work 
which  is  now  going  on,  the  filling  of  the  basins  and  the  building 
of  the  drains,  will  substantially  do  away  with  the  nuisance  that 
comes  from  the  river.  We  respectfully  submit  that  the  Commission 
shoidd  be  permitted  to  finish  its  work,  and  see  what  can  be  done 
before  this  Board  interferes.  One  of  the  witnesses  who  was  exam- 
ined, I  think  the  •homoeopathic  physician,  testified  that  he  thought 
the  effect  of  the  closing  up  of  the  basin  would  be  to  enable  them  to 
locate  the  smell  and  get  rid  of  it.  He  was  uncertain  whence  it 
came,  and  most  of  the  witnesses  were  uncertain.  You  require  cer- 
tainty, not  conjecture.  Mr.  Squire  stands  before  you  as  a  party  pre- 
sumed to  be  innocent  until  he  is  proved  to  be  guilty.  He  is  not  to 
be  tried  upon  suspicion  or  conjecture,  or  by  any  prejudgment  that 
any  one  or  more  members  of  this  Commission  may  have  formed, 
but  upon  evidence  rendered  to  this  Commission;  upon  this  he 
is  to  be  acquitted  or  found  guilty.  Why  dishearten  him  ?  Why 
discourage  him  ?  Why  break  up  what  is  going  on  ^successfully  ? 
Why  cut  off  his  means  and  resources  for  filling  in?  Why  de- 
prive him  of  the  opportunity  of  doing  what  the  State  has  enjoined 
upon  him  ? 

I  have  a  few  suggestions  more  which  I  wiU  soon  finish.  My  next 
point  I  have  already  adverted  to,  and  I  will  merely  glance  at  it. 
The  animals  on  their  way  to  the  defendants'  works  are  taken  oft^n 
by  night,  and  usually  in  one  or  two  trains  across  a  marsh  and  other 
lowlands,  and  pass  near  few  dwellings.  They  pass  rapidly  into  the 
packing-house ;  if  any  odor  comes  from  them,  it  is  transient  and  in- 
considerable, and  if  need  be,  may  be  subdued  by  charcoal  or  disin- 
fectants in  the  cars :  it  should  not  be  suffered  to  outweigh  the  great 
interest  of  commerce.     De  minimis  non  curat  lex, 

I  will  call  your  attention  to  the  location  of  the  Grand  Junction 
Bailroad.  It  nms  across  that  unsettled  district  in  Cambridge,  and 
passes  near  very  few  buildings,  and  I  think  occasions  offence  to 
very  few  people.  I  think  of  no  road  that  could  be  used  for  that 
purpose  with  so  little  objection  as  this. 

The  defendants,  in  accordance  with  the  advice  given  by  the  State 
Commission,  have  improved  their  works,  set  a  steam-shovel  in  mo- 
tion, and  are  filling  up  the  basin  of  the  river  near  them  at  a  cost  of 
twen^-five  cents  a  foot,  and  are  thus  expending  more  than  $  75,000, 
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and  it  would  be  cruel  for  the  State  to  disturb  them  after  they  have, 
at  the  instance  of  the  State,  incurred  such  heavy  expenses. 

The  next  point  is :  That  which  remains  to  be  done  is  to  accelerate 
the  drain  which  the  State  has  required  to  be  built  through  Cam- 
bridge to  deep  water  in  Charles  Eiver.  The  Mayor  of  Somerville 
has  begun  this  drain  with  energy,  but  it  is  delayed  by  Cambridge. 
If  there  is  any  nuisance  next  year,  it  must  come  from  other  sources, 
or  from  the  neglect  to  build  this  drain  which  has  been  ordered  by 
the  State.  I  understand  that  Cambridge  intends  to  appeal  from  the 
decision  of  the  State  next  year.  If  its  people  are  so  solicitous  to 
get  rid  of  the  smell,  let  them  finish  the  sewer. 

Mr,  Mclntire,  We  don't  want  it  in  the  neighborhood  of  Charles 
Street.    We  want  it  down  the  harbor. 

Mr.  Derby.  I  have  no  objection  personally  to  its  going  down  the 
harbor. 

I  am  coming  to  my  last  proposition.     It  is  incumbent  on  the 
State  Board  of  Health  to  take  a  broad  view  of  this  question,  and 
not  to  look  with  an  eagle's  eye  for  small  defects,  or  to  proceed  in 
the  spirit  of  an  inquisition  for  blood ;  but,  while  taking  reasonable 
care  of  the  comfort  and  health  of  the  public,  to  cherish  the  business 
by  which  thousands  of  the  people  of  this  State  earn  both  bread  and 
meat,  and  thereby  sustain  the  Commonwealth.     Within  one  hour 
of  this  State  House  is  a  population  of  a  milUou,  doubling  once  in 
twenty  years.    If  permitted  to  extend  its  foreign  trade,  it  will,  in 
less  than  half  a  century,  exhibit  a  population  as  large  as  that  of 
London,     In  our  foreign  trade  imports  depend  on  exports,  and  ex- 
ports with  us  depend  chiefly  on  a  single  staple  of  meat,  which 
increases  as  grain  diminishes.     Our  inland  trade  depends  more  or 
less   on  foreign  commerce,  for  the  Western  merchant  seeks  the 
lai-gest  assortments.    Great  interests  are  not  to   be  sacrificed  to 
those  who   have  sewage  on  the  brain.     No  excitement  on  this 
subject  by  gentlemen  who  wish  to  make  Craigie's   Point  what 
nature  never  designed  it  to  be,  and  no  solicitude  to  get  rid  of  ft 
little  annoyance,  must  stand  in  the  way  of  the  commerce  of  our 
city  and  State. 

Gentlemen,  I  close  with  a  single  expression  of  my  own  feelings, 
which  I  have  reduced  to  writing :  that  the  much-abused  John  P. 
Squire,  who  has  in  a  few  years  built  up  a  great  business  and  ex- 
panded the  commerce  of  the  State  and  its  metropolis,  and  who  is 
beloved  by  his  men  as  their  benefactor  and  friend,  has  done  more 
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for  the  commerce  of  the  State  than  any  other  individual  No  Per- 
kins, Thorndike,  Gray,  or  Lawrence  have  done  what  he  has  done  for 
the  development  of  its  trade. 

This  is  the  opening  which  I  have  the  honor  to  submit 

Mr.  Derby  then  put  in  the  following  report :  — 

Report  of  the  Special  Committee  of  the  Boston  Board  of  Trade  on  the 
Pork'P(zcking  Butineu  and  the  Export  Trade, 

The  committee  find  that  these  establishments  are  three  in  number, 
owned  and  managed  respectively  by  Messrs.  J.  P.  Squire  &  Co.,  C.  H. 
North  k  Co.,  and  the  Boynton  Packing  Company ;  and  they  are  all  lo- 
cated in  East  Cambridge  or  Somerville,  on  the  water-shed  of  Miller's 
River,  and  the  business  aud  process  in  each  are  substantially  the  same. 
One  of  these  establishments  has  been  brought  conspicuously  to  public 
notice  by  a  protracted  controversy -between  parties  interested  in  prop- 
erty  lying  in  the  neighborhood  of  their  works  and  other  persons  on  the 
one  part,  and  Messrs.  J.  P.  Squire  &  Co.,  the  proprietors,  on  the  other 
part  —  respecting  the  sanitary  results  from  the  prosecution  of  their  busi- 
ness in  this  locality,  it  being  alleged  that  these  results  are  the  pollution 
of  the  basin  and  flats  adjacent  to  the  river,  and  the  corruption  of  the 
atmosphere  by  noxious  odors  and  miasmatic  exhalations,  which  are  not 
only  extremely  oifensive,  but  deleterious  to  the  health  of  the  neighbor- 
hood. 

.On  the  other  hand,  it  is  replied  that  no  perceptible  increase  of  these 
disagreeable  and  dangerous  influences  has  been  engendered  by  the  busi- 
ness of  these  establishments  ;  but  that  their  cause  is  to  be  found  in  the 
nature  and  topography  of  the  soil,  and  in  the  defective  drainage  of  the 
thole  territory,  both  of  the  portion  occupied  by  residences  and  of  that 
used  by  industrial  establishments  of  all  kinds  which  depend  upon  Miller's 
Kiver  for  the  outlet  of  their  sewers ;  moreover,  that  measures  have  been 
undertaken,  and  are  now  in  progress,  in  the  nature  of  improved  processes 
of  "melting  and  rendering,"  of  chemical  disinfectants,  of  filling  the 
Aind-flats  with  clean  gravel,  and  of  constructing  ample  sewers,  leading 
to  full  tidal  currents,  which,  when  completed,  will  eradicate  the  evils 
^mplained  of. 

It  will  be  evident  upon  the  briefest  reflection  that  the  sanitary  ques- 
^  here  involved  is  one  not  to  be  settled  by  mere  visit  and  inspection 
hy  any  committee ;  and  that  no  intelligent  and  impartial  opinion  thereon 
Worthy  of  adoption  by  this  Board  can  be  formed  except  by  an  exhaustive 
^xunination  of  all  the  facts  involved,  and  a  careful  matunng  of  the  de- 
ductions therefronL  And  even  then  the  determination  of  these  sanitary 
^uences  would  seem  to  belong  rather  to  the  department  of  chemistry 
tnd  hygiene,  under  the  treatment  of  professional  experts,  than  to  a 
fOQunercial  organization  whosQ  members  are  unfamiliar  with  this  class  of 
Bivestigations.  Moreover,  such  an  investigation  could  be  conducted  only 
during  a  considerable  period  of  time  and  by  large  pecuniary  cost,  for 
thich  this  committee  is  not  informed  that  any  provision  has  been  made. 
They  therefore  conclude  that  no  such  elaborate  sanitary  investigation 
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was  contemplated  in  their  appointment  by  the  Board.  We  find,  howeTer, 
in  the  examination  of  the  subject,  that  such  an  investigation  has  ahready 
been  made  by  a  Joint  Commission  appointed  by  the  Legislature  of  Massa- 
chusetts in  1872,  consisting  of  the  Harbor  C<Hnmissioner8  and  the  State 
Board  of  Health.  This  Commission  was  chaiiged  with  the  duty  of  "de- 
vising a  plan  for  the  abatement  of  the  Miller*s  River  nuisance."  In  the 
execution  of  this  plan  they  employed  Mr.  Phineas  Ball,  civil  engineer 
of  Worcester,  to  make  the  necessary  surveys  of  the  district  in  question, 
and  estimates  for  improvements  therein.  The  Report  of  Mr.  Ball,  and  of 
the  Commission  which  is  based  thereon,  are  herewith  submitted  for  the 
information  of  the  Board. 

The  Commissioners'  plan  for  abating  the  Miller's  River  nuisance  em- 
braces four  points,  all  of  which  refer  to  additional  drainage,  and  filling 
with  clean  gravel  all  the  basins  and  flats  contiguous  to  that  river,  untU 
the  drainage  of  all  the  territory  of  Cambridge  and  Somerville  now  leading 
into  these  basins  has  been  diverted  from  them  into  Charles  and  MysUo 
Rivers.  No  special  allusion  is  made  in  the  Report  of  the  Commission  to 
the  establishments  referred  to  in  the  resolution  of  the  Board  of  Trader 
either  as  among  the  contributing  causes  to  the  alleged  nuisance,  or  as 
involved  in  the  remedies  proposed  ;  but  the  report  is  sunmied  up,  after 
stating  its  four  propositions,  in  the  following  language  :  — 

*'  The  Commission  has  adopted  no  temporary  measures  in  regard  to  this  nni- 
sance,  because  it  was  conceded  by  the  representatives  of  both  cities  (Cambridge 
and  Somerville)  and  of  all  other  parties  appearing  before  the  Commission,  thit 
none  could  be  devised  that  would  ^ve  any  substantial  relief;  and  such  was  the 
tmanimous  opinion  of  the  Commission." 

Your  committee  visited  two  of  the  packing-establishments  alluded  to, 
on  the  12th  of  November,  and  found  them  to  be  remarkably  clean,  and 
free  from  noxious  or  offensive  odors.  Indeed,  they  were  much  less  offen- 
sive than  many  of  the  small  slaughter-houses  in  the  neighboring  towoM, 
and  less,  also,  than  many  establisliments  in  different  localities  when 
other  kinds  of  industry  are  prosecuted.  From  a  business  and  comme^ 
cial  point  of  view,  and  especially  with  reference  to  our  export  trade,  theee 
establishments  appear  of  cardinal  importance,  and  deserve  all  reasonabk 
and  safe  expedients  to  preserve  them  undisturbed,  or  to  increase  their 
facilities.  Those  who  are  not  familiar  with  the  development  and  growtk 
of  this  branch  of  our  trade  will  probably  bo  surprised  to  learn  that  Boe- 
ton  is  already  second  only  among  American  cities  in  the  magnitude  of  itt 
business  in  pork-packing ;  the  amount  of  which  annually  reaches  ten  mil- 
lions of  dollars,  and  furnishes  about  forty-five  per  cent  of  the  exporti  at 
this  city  to  Europe. 

The  following  summary  of  the  exports  of  pork  in  various  forms,  by  the 
establishments  named,  from  the  port  of  Boston  during  the  years  1870^ 
1871,  and  1872,  and  to  September  30  (being  nine  months  of  1873),  hsio 
been  obligingly  furnished  from  the  books  of  the  Cunard  Steamship  Com' 
pany,  by  direction  of  Mr.  James  Alexander,  the  agent  of  the  company  i^ 
this  port,  and  the  statement  shows  the  present  magnitude,  and,  by  com' 
parison,  the  rapid  growth  of  this  branch  of  industry  during  the  period- 
named  :  — 
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Swnmary  ofShwments  hy  Messri,  J,  P.  Squire  $*  Co,t  North  ^  Co.,  and  the  Boyn- 
ton  Packing  Company,  per  Cunard  Steamers  from  Boston,  during  the  Years  1870 
-  79,  and  nine  Months  of  1873. 

J.  P.  Squire  &  Co.'  Total  Weight 

Bozat.  Barreli.  Titaem,  Hhda.  Tom.  Cwt 

For  year  1870      .    •    •    8,822  ...  ..^  ...  798  10 

<"         1871     .    .    •     14,376  2,025  3,950  129  4,586  8 

"<         1878       .    .    •  43,859  4,180  1,665  338  12,118  5 

"         1878    •     .    •     60,364  5,205  2,367  1,086  16,969  10 

(to  September  80). 

C.  H.  North  &  Co. 

For  year  1870  .    •    •    •      100  •  •  •  ...  ...  25 

'^        1871     .     .     .     14,042  100  1,475  176  1,288  9 

«'         1872      .     .    •  12,555  1,034  2,078  255  3,466  6 

'*'  1873  .  .  .  14,234  1,175  885  104  3,590  3 
(to  September  30), 

Bojnton  Packing  Company. 

j>  or  year  ^o*Ua.»«     •..  ••«  ...  ...  ...  ... 

»         1871       .     .     •     1,948  ...  868  ...  576  8 

«*         1872    .     •*•     .1,606  16  642  51  510  14 

<*  1873  .  .  .  2,769  804  132  45  728  17 
(to  September  30). 


The  following  statement,  furnished  by  Messrs.  Squire  k  Co.,  respecting 
some  items  of  their  annual  business,  will  further  illustrate  the  magnitude 
which  this  industry  has  attained  in  a  single  establishment ;  at  the  same 
time  that  it  gives  some  interesting  statistics,  by  way  of  comparison,  of 
the  hog  killing  and  packing  business  of  this  and  some  of  the  leading 
Western  cities. 

Statement  of  Annual  Business  of  /.  P.  Squire  jr  Co. 

Teariy  sales $8,000,000 

Kmnoer  of  swine  slaoghtered 400,000 

Iffmnber  of  men  employed 500  to  700 

Hnmber  of  horses  employed 60  to  70 

fiih  used 5,000  tons 

Cod  med 2,500  tons 

Wood  used 200  cords 

ileensed 10,000  tons 

haber  of  casks  used 45,000 

Bvnber  of  boxes  used 90,000 

WiM  paid  to  employees $500,000 

Aajrht  paid  Boston  &  Albany  Railroad $700,000 

h^jjbi  paid  Canard  Steamship  Company  to  Liyerpool         •        .  $  350,000 

m^  paid  on  riiipments  to  Antwerp $  25,000 

Vto  or  prodncts  sold  in  domestic  market $  5,000,000 

"             ^        flipped  to  Europe $3,000,000 

On*  of  land  and  boUdtng^  (J.  P.  Sauire  &  Co.)     ....  $  500,000 
Ittd  uied  in  connection  with  their  business       ....       19  ^8jj^  acres 

l^  covered  by  their  buildings about  5f  acres 

^  of  filling  basin  of  Miller's  River,  under  act  of  Legislature     .  $  100,000 

ISiBmber  of  hogs  slaughtered  past  year  in  Chicago                       .  1,425,000 

«                   «*              ' "             Cambridge  and  Somenrille  800,000 

**                    "                »«             Cincinnati       .        .        .  620,000 

"                   4               M             St.  Louis     .        .        .  500,000 
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The  foreign  market  for  these  products  u,  eonflequentlT,  growing.  The 
eetabliflhments  of  Messrs.  North  k  Ca  and  of  the  Bojnton  Packing  C<mi- 
panj  are  of  more  recent  origin  than  that  of  the  Messrs.  Squire  k  Ca, 
but  the  statistics  of  their  product  and  sales  show  a  corresponding  growth. 
Whether,  therefore,  these  establishments  be  considered  with  reference  to 
the  lai^  amount  of  capital  employed,  the  number  of  persons  also  em- 
ployed, the  yalue  of  their  products,  the  large  amount  of  cheap  food 
which  they  furnish,  or  the  important  contributions  which  they  make  to 
our  domestic  and  foreign  trade,  they  seem  of  notable  magnitude ;  while 
in  all  these  respects  combined  it  is  not  easy  to  point  to  any  new  branch 
of  business  so  full  of  promise  and  value  to  those  who  aspire  to  sustain 
this  city  as  one  of  the  leading  commercial  ports  of  the  country. 
All  of  which  is  respectfully  submitted. 

(Signed)  Alexaxdeb  H.  Ricb, 

Jerome  Jones, 
J.  H.  Danforth, 
£dward  Sands, 
Edward  W.  Kikslet, 
Georoe  0.  Carpenter, 
Eugene  H.  Sampson, 

CammUtee. 


Testimont  of  Mr.  John  P.  Squire. 

Q,  (by  Mr.  Mmzey).   What  is  your  business  1    A.  Provision  busineai. 

Q.  How  long  have  you  been  in  that  business  1  A.  About  thir<y-oD0 
years. 

Q,  Where  have  you  been  occupied  in  that  business  1  A.  In  Faneufl 
Hall  Market. 

Q,  When  did  you  first  locate  your  slaughtering  establishment  on  Bfl- 
ler's  River  1  A,  We  commenced  slaughtering  there  on  the  9th  of  April, 
1856. 

Q.  Give  a  general  and  brief  description  of  the  business  and  its  extent 
A,  It  was  about  one  fifth  the  extent  it  is  now. 

Q,  How  much  land  did  you  cover  then  %  A,  1  think  about  250  bf 
350  feet. 

Q,  That  was  the  size  of  the  building  1     What  territory  of  land  wai     | 
there  about  the  buildings?    A,  That  was  about  what  we  had. 

Q.  Now,  you  have  added  what?  A,  What  there  is  between  theae 
buildings  and  the  Grand  Junction  Railroad. 

Q,  Will  you  give  a  minute  description  of  the  manner  in  whiA 
you  conduct  your  business,  —  how  many  swine  do  you  kill  in  a  dif 
on  the  average?  A.  Some  1,200  or  1,300  daily.  They  are  reoeivci 
from  the  Grand  Junction  Railroad,  on  the  platform,  and  (hiven  into  th0 
yards.     They  do  not  pass  into  the  streets.' 

Q,  It  is  a  covered  building  that  you  receive  them  into  ?  .  How  iDMSSf 
stories  high  1    A.  Three.  ^^ 

Q,   What  holding  capacity  has  it?    A,   We  might  crowd  in  IfXO 
hogs. 

Q.  Now,  come  to  the  slaughtering,  which  is  the  next  step  :  how  is  tha*' 
conducted  at  present,  and  what  recent  changes  have  you  made  in  ths^ 
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department  1  A.  Very  recently  we  have  put  our  Blaugbtering  establish- 
ment up  stairs,  and  have  a  hard  pine  floor.  We  conduct  the  business  as 
ire  conduct  everything  else,  on  the  new  system.  The  floor  of  the  slaugh- 
tering-room has  a  hard  pine  floor,  with  conductors  to  take  evetything  off 
into  die  sewer  which  is  completed. 

Q,  Is  it  possible,  now,  for  anything  from  the  slaughtering-floors  to 
reach  the  river  by  any  dripping  through?  A,  Every  part  of  the  blood 
and  offal  is  taken  off  in  wagons. 

<?.  Describe  these  wagons,  —  are  they  tight  ?    A,  Yes,  sir. 
Q.  How  often  is  the  blood  removed  ?    A,  Just  as  often  as  we  get  a 
load.     Three  or  four  loads  a  day,  or  five. 

Q.  Where  is  it  carried?  A.  To  Mr.  Bradley's,  in  Everett,  where  it  is 
made  into  fertilizers. 

Q.  Then  we  come  to  the  scalding-tank.  Will  you  describe  that  t  A. 
Some  ten  feet  long,  six  or  seven  feet  deep. 

Q,  Where  do  you  get  the  water  to  supply  it?    A,  From  Fresh  Pond. 
Q.  How  often  is  the  water  removed  in  the  scalding-tank  1    A.  Every 
ten  or  twelve  hours. 

Q.  Is  anything  put  into  it  to  precipitate  the  solid  matter?  A,  1 
don't  know  the  article.     One  part  is  blood,  but  I  don't  know  the  others. 

Q.  But  there  is  a  method  by  which  the  solid  matter  is  precipitated  ? 
A.  Yes,  sir. 

Q,  What  is  then  done  with  the  water  1  Is  it  let  off,  or  used  again  1 
i.  I  don't  think  it  is  used  again  very  often. 

Q,  Are  you  trying  experiments  with  the  scalding-water?  A,  Yes,  sir; 
ve  are  trying  to  find  the  best  way  to  dispose  of  it. 

Q.  Is  there  any  change  made  in  the  place  where  you  formerly  washed 
the  hogs  ?  wi.  It  is  done  in  the  same  manner ;  but  the  business  is 
transferred  up  stairs. 

Q,  Are  the  improvements  going  on  in  your  establishment  entirely 
completed?  A.  Not  entirely.  We  intend,  when  this  sewer  is  com- 
{leted,  to  turn  everything  into  that. 

Q.  When  did  you  begin  these  improvements?  A.  We  began  them 
hit  summer. 

Q.  Well,  n(fw  come  to  the  rendering  department.  How  many  tight 
tinb  do  you  now  use  ?    A.   Four. 

9*  As  to  dead  hogs,  how  many  of  these  do  you  receive  ?  A.  None 
to  toy  extent,  say,  ten  a  week. 

Q.  (6y<A«  Chairman).  You  have  four  tight  tanks?  How  many  kettles? 
^  There  are  nine  kettles  that  we  use ;  but  we  don't  use  them  all  at 
<*ce.    We  used  to  use  them  previous  to  having  put  in  these  tanks. 

Q.  ((jf  Mr,  Mwasey),  You  have  close  tanks  which  will  do  the  work  of 
tbe  open  kettles  ?  A»  Yes.  We  shall  set  them  up  just  as  soon  as  we 
«ttgetatit. 

j?.  What  delays  your  doing  it  at  once  ?    A,   We  have  got  to  have  the 
wiilding  hoisted  up,  and  put  a  story  under  it. 
0-  That  is  in  progress  now  ?    A.   Yes,  sir. 

0-  How  long  have  you  had  these  tanks  actually  constructed  %  A,  1 
™ik  we  have  had  them  as  much  as  two  months. 

0*  Then,  when  they  are  set  up,  all  the  rendering  will  be  done  in  close 
^»^^   A.   Yes,  sir. 
Q^  Describe  the  process  by  which  you  get  rid  of  the  gases  that  are 
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generated.  A,  The  pipe  mns  firom  the  tig^t  tankB  to  the  condenaer. 
The  gases  then  go  through  a  lime  chest,  and  are  purified ;  and  then  they 
are  passed  through  gasoline  to  the  furnace.  The  tanks  are  all  perfectly 
tight,  or  intended  to  he  so.  The  pipes  are  connected  with  all  the  boilers; 
so  that,  in  case  one  is  out  of  order,  we  can  turn  the  gas  into  another  of 
the  ten  that  we  have. 

Q.  What  other  buildings  hare  you  beside  your  slaughtering  establish- 
ment on  the  ground  1  A,  We  have  buildings  for  wheelwrights,  carpen- 
ters, coopers ;  and  ice  and  packing  houses. 

Q.  Do  you  make  your  own  boxes,  and  do  your  own  coopering  t  A 
Tes,  sir.     We  also  have  a  blacksmith-shop. 

Q.  What  have  you  done  in  the  way  of  filling  the  flats,  under  the  Act 
of  last  winter  1  A.  1  don't  know  the  exact  area.  I  suppose  we  have 
covered  about  four  acres. 

Q,  How  many  acres  have  you  to  fill  1  A.  There  is  as  much  mon^ 
and  perhaps  a  little  more. 

Q.  Can  you  tell  what  you  have  spent  in  filling  in,  under  the  Act  of 
the  Legislature  ?    A.   About  $  25,000. 

Q.  What  do  you  anticipate  your  whole  filling  wUl  cost  1  ^.  It  ii 
deeper  towards  the  channel,  and  will  cost,  I  suppose,  about  $  75,000. 

Q,  That  does  not  include  your  contract  wiUi  the  city  to  fill  up  the 
rest  ?    A.   No,  sir. 

Q,   Where  do  you  get  the  gravel  1    A.   From  Prospect  Hill. 

Q,  Have  you  constructed  a  railroad  1  A.  No,  sir.  It  is  brought  down 
in  horse-carts. 

Q.  I  see  that  the  Legislature,  by  the  Act,  requires  you  to  build  a  bulk- 
head about  your  building.  What  do  you  intend  to  do  with  the  material 
now  under  your  building  1  A.  1  intend  to  clean  it  out ;  and  when  thi 
bulkhead  is  built,  it  will  allow  nothing  to  go  under  it.  It  will  be  as  cleiB 
as  a  cellar. 

Q,  Arc  you  at  work  upon  the  bulkhead  ?  A  Wo  have  built  most  of  it» 
but  have  left  openings  underneath  it,  to  remain  till  the  sewer  is  completed* 

Q,  Have  you  filled  against  it  1  jL  No,  sir ;  we  have  n't  got  as  far  ii 
that  yet. 

Q,  What  delays  that  1  A  We  have  not  got  as  far  as  that  yet  Tba 
city  sewer  is  on  the  other  side.  When  the  city  of  Cambridge  diverted 
the  Gore  Street  sewer  into  Broad  Canal,  there  was  a  break  in  the  GofO 
Street  sewer  which  runs  under  my  buildings,  and  has  been  there  ever  sinoe- 

Q.  Until  the  cities  of  Somerville  and  Cambridge  have  constructed  th0 
large  sewer,  it  is  not  possible  to  close  the  channel  of  Miller's  River  en' 
tirolyl    A.    No,  sir. 

Q.  What  are  other  people  doing  toward  meeting  this  legislative  reqairfr* 
ment  to  fill  in  1  A»  ML  the  rest  of  them  have  done  about  one  third  ot 
what  I  have. 

Q»  Within  what  time  is  it  expected  that  the  entire  valley  of  Miller^^ 
River  down  to  the  Boston  and  Lowell  Railroad  will  be  filled  in  ]  A  i 
have  a  contract  to  fill  the  balance  of  the  basin,  excepting  a  little  around 
the  Kerosene  Works  and  a  little  which  is  in  Somerville  below  the  bridge 
I  have  a  contract  from  the  city,  which  I  could  complete  before  hot  weath0^ 
began,  if  they  could  provide  the  way  for  the  channel  I  could  finish  tb^ 
work  by  the  1st  of  June. 
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Jfr.  Ifutzep.    The  Legislative  Act  of  last  winter  in  substance  is  this : 
It  requires  the  filling,  so  far  as  the  scheme  of  the  Act  goes,  of  the  entire 
territory  of  MiUer^s  River  and  its  basins  lying  above  the!  crossing  of  the 
Boston  and  Lowell  Railroad.    That  takes  in  the  whole  of  the  Squire  Basin, 
the  Boynton  Basin,  and  the  stream  above,  so  that  the  whole  district  is  made 
solid  land.   Then,  consequently,  a  sewer  is  to  be  built,  —  compulsory  legis- 
lation in  this  case  was  had,  for  the  first  time  in  Massachusetts,  as  to  a 
sewer.     That  sewer,  it  was  provided,  should  be  built,  taking  the  course 
of  Milk  Street  in  Somerville,  which  is  Bridge  Street  as  continued  in 
Cambridge,  and  find  its  outlet  in  the  deep  water  at  Craigie  Bridge.    The 
Commission,  which  was  composed  of  this  Board  and  the  Harbor  Com- 
mission, in  1872  reported  in  favor  of  the  filling  and  the  building  of  the 
trunk  sewer.     There  were  six  lines  reported,  by  the  engineer  employed, 
as  all  feasible  lines,  and  the  choice  of  the  engineer  lay  between  two  of 
these  routes,  one  of  which  would  have  put  the  mouth  of  the  sewer  at 
Tufts  Dock,  Mystic  River,  near  its  opening  into  the  sea.     There  was  a 
oontroversy  upon  that  point,  and  finally  it  was  decided   in  favor  of 
Craigie  Bridge.     And  here  let  me  say  that  Mr.  Squire  went  to  the 
L^slature  to  ask  that  everything  that  they  had  recommended  be  done. 
T!ie  cities  of  Somerville  and  Cambridge  went  before  the  Joint  Commission, 
ind  asked  that  the  sewer  should  continue  to  find  its  outlet  somewhere  in 
Miller's  River  by  the  Boston  and  Lowell  Crossing.     But  the  Commission 
ind  their  engineer  agreed  that  Miller's  River  should  no  longer  be  the 
point  of  discharge  for  sewers.     The  engineer  recommended  these  two 
lines.    A  compromise  was  made,  so  that  while  the  filling  was  to  be  re- 
<IQired,  it  gave  a  choice  of  the  route  of  the  sewer  to  the  election  of  the  two 
ttties,  and  compelled  them  to  build  on  some  one  line.     It  provided  also 
tv  the  appointment  of  a  commission  of  three  gentlemen  who  should  have 
ttntrol  of  the  locating  and  carrying  on  of  the  work.     When  the  bill  got 
tttothe  Legislatiu^,  it  was  amended,  so  that  the  route  was  selected  by  the 
legislature  itself,  and  pointed  to  Craigie's  Bridge  for  the  outlet.   Mr.  Squire 
ttterposed  no  further  than  in  his  appearance  before  the  Committee.     It 
^  the  decision  of  the  Legislature.     And   here  I  may  say  that  the 
Cibiinnan  of  the  Committee  on  Water  Supply  and  Drainage,  who  himself 
tia  tn  East  Cambridge  man,  from  this  very  territory,  thought  that  route 
ikould  be  selected.     Well,  now,  while  Mr.  Squire  has  entered  upon  this 

1^^  and  has  filled  in  a  large  share  of  his  territory,  and  is  now  with  his 
IMQ  and  his  carts  turning  Prospect  Hill  into  the  basin,  the  others  have 
^  got  one  third  as  far  with  the  work.  Somerville  has  commenced  to 
Md  its  sewer  on  its  own  territory ;  but  Cambridge  murmurs  a  little  re- 
*^*tanoe  to  this  Act  of  the  Legislature,  and  proposes  to  go  and  ask  that 
^  may  be  relieved  of  the  requirement  as  to  the  building  of  the 
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Mr,  MeliUire.  I  don't  think  that  is  quite  ao^  Mr.  Mnzzej.  They  d<m't 
think  the  sewer  should  be  built  on  the  line  indicated  by  the  Act.  Thej 
want  the  sewer  and  admit  the  necessity ;  but  we  see  that,  built  upon  this 
line,  it  will  afford  no  relief,  but,  on  the  contrary,  it  will  be  tlie  greater 
nuisance.     It  should  go  to  deeper  water. 

Dr.  Derby,  There  is  one  point  I  wish  you  would  explain,  if  you  cai^ 
and  that  is  this  :  the  Joint  Commission  recommended  the  cities  of  Cam- 
bridge and  Somerville  and  others  to  fill  up  the  basins,  including  the 
Squire  Basin,  but  a  part  of  this  basin,  directly  underneath  the  establisk- 
ment,  is  not  to  be  filled,  but  is  still  to  remain  there  unfilled. 

Mr,  Mmxey,  Mr.  Squire  owns  some  twenty  acres,  and  his  buildiqgs 
cover,  I  think,  four  or  five.  By  not  filling  this  space  underneath  the 
building  he  is  saved  money  and  preserved  a  cellar.  The  deposit  will 
be  taken  out  and  the  bulkhead  will  form  an  impervious  walL 

Q,  (by  Mr.  NewhaWj.   Whatever  gets  into  that  cellar  cannot  get  oatt 

Mr.  Mvzzey,  You  understand,  sir,  it  is  to  be  cleaned  out,  and  is  to  be 
as  pure  a  place  as  any  dwelling-house  cellar. 

« 

Q.    How  many  acres  of  the  basin  are  thus  covered  1 

Mr.  Muzzey,   I  think  about  four  or  five. 

Mr.  Squire.  I  will  make  a  proposition  to  the  Board.  When  the  celltf 
is  cleaned  out,  if  they  are  not  satisfied  I  will  fill  it  up.  There  shall  bi 
nothing  there  that  anybody  shall  have  any  chance  to  complain  o£ 

Mr.  NtwhalL   That  disposes  of  that. 

Mr,  Squire,   If  it  is  not  in  proper  shape,  I  will  finish  it. 

Q,  {by  Mr.  Muzzey).  When  did  you  put  in  the  new  machinery  for  dfr 
stroying  the  gases  1    A.    In  July. 

Q.  Did  the  city  of  Cambridge  pass  an  order  requiring  all  persom  eo- 
gaged  in  rendering  by  steam  to  use  close  tanks  %    A.   1  think  they  did. 

Q.  Do  you  render  anything  that  is  not  sweet  1  A.  We  have  occasio&' 
ally  a  dead  hog. 

Q.  Where  are  they  rendered  1  A.  We  have  a  small  tank,  and  when 
we  have  a  dead  hog  we  put  it  into  that. 

Q.  Take  the  average  of  the  arrival  of  animals  dead  in  the  cars,  hov 
many  of  them  do  you  receive  in  a  week,  take  the  whole  year  %  A,  \  don't 
think  they  average  more  than  one  a  day.  I  don't  know,  but  I  can  fur 
nish  the  exact  number.     I  keep  a  record  of  the  whole. 

Q.  (by  Mr.  Newhalt).  Everything  that  is  rendered  at  your  establidi^ 
ment  comes  there  alive  ]  A.  Everything,  with  the  exception  of  a  hof 
that  may  die  in  coming  to  us.  We  do,  occasionally,  if  a  man  has  a  bitf 
that  dies,  take  it  if  it  is  not  offensive. 

Q.  Well,  now,  what  is  rendered  from  the  dead  animals  in  your  estal^ 
lishment  ]    A.    It  is  manufactured  into  grease-oil. 

Q.    Is  it  ever  made  any  other  use  of  1     A.    No,  sir. 

Q,    Is  it  ever  made  into  purified  lard  ?    A.    No,  sir. 

Q.  {by  Mr.  Muzzey).  Well,  now,  I  want  you  to  give  us  a  little  accoutt* 
of  how  you  receive  these  animals^  where  .and  how  they  are  gathered,  wli^ 
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method  of  selection  ia  pursued,  and  of  their  joumej  till  they  reach  your 
place  t    A*  Most  of  them  are  brought  from  the  stock-yard  in  Chicago. 

Q.  Have  you  agents  there  ?  A,  Yes,  sir ;  I  have  agents  constantly 
thfere,  hired  by  the  year.  The  cars  are  opened,  and  they  are  taken  off  at 
Toledo.  Sometimes  they  run  through  from  Chicago  to  Buffalo,  and  from 
Buffalo  to  Boston. 

Q.  They  are  loaded  at  Chicago,  and  taken  off  at  Buffalo,  and  fed  and 
watered.     Are  they  fed  and  watered  in  the  cars  at  all  1    A.    Never. 

Q.  Then  where  is  the  next  stopping-place  ]    A,   At  Buffalo. 

Q.  Then  from  Buffalo  they  come  to  Boston?  A.  No,  sir;  we  take 
them  off  at  Albany.     They  make  three  stops  upon  the  road. 

Q.  What  are  their  habits  in  the  cars  1  A.  They  make  no  nuisance  on 
the  cars. 

Q.  For  what  period' of  time  are  they  on  the  way  from  Chicago  to  your 
house  1    A.   Five  days  is  the  regular  time. 

Q,  How  many  come  in  a  car  on  the  average  1  A.  That  is  according 
to  the  sixe  of  the  hogs.  We  calculate  about  twenty-three  thousand  or 
twenty-four  thousand  pounds  to  the  car.  The  average  number  is  from 
■eventy  to  one  hundred  and  ten.  In  the  spring  they  are  lighter  than  at 
other  times. 

Q.  Are  they  all  on  one  floor  1  A.  There  is  a  deck  in  each  cai*,  making 
two  floors.  Tliey  are  what  are  called  double-deckers,  and  are  counted  as 
two  cars. 

Q.  How  many  of  these  car-loads  do  you  receive  in  a  day  on  the  aver- 
age t  A.  Perhaps  from  the  first  of  March  till  the  time  of  the  panic  we 
ran  about  ninety  cars  per  week ;  sixteen  a  day  at  that  time.  In  the  sum- 
mer-time we  run  a  few  less. 

Q.  How  long  does  it  take  to  unload  the  swine  from  the  cars  into  your 
place  1  A.  If  we  had  fifteen  cars  we  would  unload  them  in  fifteen 
minutes.  They  can  be  unloaded  at  the  same  time  from  both  decks  of 
the  same  car. 

Q.  Ten  or  fifteen  minutes  is  sufficient  time  to  dischaxge  the  freight  of 
sixteen  cars  1    A,   Yes,  sir. 

Q.  Are  the  cars  after  their  arrival  allowed  to  stand  on  the  track  1 
,A.  The  engine  generally  takes  them  back.  They  whistle  when  they 
arrive,  and  we  go  to  take  care  of  them. 

Q.  Have  you  made  experiments,  under  the  direction  of  Professor  Hors- 
fordy  to  see  what  can  be  done  to  sweeten  the  animals  in  the  cars  on  their 
^    A.   No,  sir. 

Q.   Has  he  not  made  one  experiment  ]    ^   I  think  he  has. 

Q*  Have  you  requested  his  professional  advice  and  assistance  in  that 
matter  1    A,  Yes,  sir. 

Q.  Now,  take  the  floors  of  your  pens  in  your  hog-houses  ;  what  do  you 
do  with  them  1  A*  We  never  allow  our  hogs  to  stay  in  the  yard  over 
night 

Q.  How  often  are  the  pens  cleansed  and  sprinkled  with  charcoal  1  A. 
Every  day,  if  there  has  been  anything  in  them. 

Q.  Before  I  forget  it,  let  me  ask  you  if  you  are  in  the  constant  practice 
of  running  your  works  on  Sunday  1     A.   No,  sir. 

Q.  Now,  it  has  been  testified  that  you  have  been  running  the  works 
on  Sunday.  Won't  you  state  under  what  circumstances,  and  why  you 
do  it  t    A.   Because  of  the  delays  in  the  trains.    We  have  sometimes  to 


192 

kill  in  warm  weather.  We  can  double  the  force  in  the  day-time  and  kill 
twelve  or  fifteen  car-loads  at  once.  I  consider  eveiy  dollar  we  pay  ont 
on  Sundays  as  lost. 

Q,  How  long  do  you  keep  them  before  you  kill  them  1  A,  We  don't 
keep  them  any  longer  than  over  night  except  they  get  delayed,  and  then 
we  might  keep  them  some  two  or  three  days. 

Q,  But  as  a  rule  you  receive  them  just  as  fast  as  yon  are  able  to  kill 
them,  and  do  not  have  them  accumulate  on  hand  1  When  the  trains  are 
delayed  they  come  altogether,  and  you  kill  them  at  once  )  A,  We  buy 
every  day  in  Chicago,  and  kill  every  day  here. 

Q,  Does  it  ever  happen  that  the  transportation  of  three  days  arrives 
at  your  house  at  once  1  A,  We  have  had  such  an  occurrence  in  the  win- 
ter, when  there  were  storms  at  the  West. 

Q,  Do  you  not  have  in  view,  in  working  upon  Sunday  ever,  the 
public  comfort,  in  getting  rid  of  the  animals  from  the  house  %  A,  That 
is  the  object. 

Q.  Then  again  as  to  the  supply  of  the  'early  Monday  market ;  has  it 
anything  to  do  with  that  ?    A,   Yes,  sir. 

Q,  {hy  a  member  of  the  Board),  How  much  do  they  shrink  between 
Chicago  and  Boston  1  A,  About  twenty  per  cent  from  their  live  weight 
in  Chicago  to  the  dressed  weight  here. 

Q,  {by  Mr,  Muzzey),  I  will  put  you  a  question.  If  the  soup-liqaor 
which  you  now  run  into  the  river  is,  in  the  opinion  of  this  Board,  an  fl^ 
tide  that  ought  not  to  be  put  into  it  or  into  the  sewer,  are  you  readj 
and  willing  to  carry  it  away,  and  dispose  of  it  in  any  way  they  may 
dirdbt?    A,   Certainly. 

Q.  So  also  as  to  the  scalding-tanks,  will  you  submit  yourself  to  their 
direction,  whatever  it  may  bel    A,   Yes,  sir. 

Q,  In  fact,  without  going  into  details,  would  you  welcome  their 
advice  gladly,  if  they  would  give  it  to  you  %  A,  \  would  be  very  glad  to 
have  their  advice. 

Q.  And  you  would  follow  the  advice  of  this  Board  in  conducting  your 
business  *?    A.   Certainly. 

Q,  Why  could  not  you  adopt  the  suggestion  of  the  Board,  that  you 
should  remove  to  some  other  place  to  carry  on  your  business  ?  *  J.  It 
would  be  very  expensive.  The  farther  we  get  from  the  markets,  rf 
course  that  is  expensive.  The  buildings  we  have  there  would  not  be 
worth  anything.  It  would  be  about  equal  to  tearing  them  down,  as  yoa 
do  here  to  widen  streets.     It  would  not  amount  to  anything. 

Q,  Well,  then,  would  you  bo  willing  to  go  into  business  with  sonae  <rf 
these  individuals,  — for  instance,  Barry,  —  and  let  them  do  their  busine* 
with  you  ]     A,   1  should  not  want  their  reputation  for  stinks. 

Q,  You  would  object  to  the  business  association  to  begin  with* 
A.   Yes,  sir.  , 

Q,  Then  whether  or  not  your  own  establishment  is  as  large  as  it  o*^ 
comfortably  be  under  one  person's  management  1    A,   Yes,  sir.  ^ 

Q.  How  does  it  compare  in  size  with  the  Brighton  Abattoir  1  A  * 
don't  know.     I  was  never  there. 

Q.  What  led  you  originally  to  select  Miller's  Riveras  the  place  fortt'* 
establishment  of  this  business  1  A,  Its  nearness  to  market.  We  slang**' 
tered  out  at  the  Arlington  Heights  l>cforo  I  was  here. 

Q,   What  is  the  distance  by  rail  that  you  have  to  transport  your  pi 
nets  to  the  Cunard  wharves  1    A,   Less  than  three  miles. 
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Q.  To  the  Faueuil  Hall  Market  1^1  call  it  about  a  mile  and  three 
quarters. 

Q.  What  you  send  into  Faneuil  Hall  Market  goes  there  by  teams. 
How  is  that  sent  which  goes  to  the  Cunard  wharf  for  shipment  to  Europe 
and  to  the  vessels  that  go  to  Antwerp  1  A.  On  the  cars  to  East  Boston. 
Q,  You  state  that  the  amount  of  your  domestic  trade  is  about  half  of 
the  eight  millions  of  your  production.  How  widely  extended  in  the  com- 
munity is  your  domestic  tntde  ?  A.  All  over  New  England  and  into  New 
York. 

Q.  Now  in  sending  out  your  products  to  all  parts  of  New  England 
and  to  New  York,  how  generally  is  the  product  transmitted  by  rail  ?  Is 
any  use  made  of  the  roads  that  connect  with  the  Grand  Junction  Rail- 
road Y    A,   Not  often  to  any  extent 

Q,  By  the  circuitous  route  of  the  Grand  Junction  Railroad  it  is  about 
six  miles  to  East  Boston,  is  it  not  1  A.  1  do  not  know  the  distance.  I 
did  not  suppose  it  to  be  more  than  three  miles. 

Q,  What  is  wanted  for  the  domestic  markets  is  delivered  from  your 
establishments  in  East  Cambridge  and  Somerville^  the  greater  bulk  of  it  1 
A.   Yes,  sir. 

Q,    And  others  buy  of  your  houses  in  Boston  1    A,   Yes,  sir. 
Q.  What  business  places  have  you  in  Boston,  of  your  own  1    A.  There 
are  properly  three  stalls  in  Faneuil  Hall  Market  which  are  our  own  and 
two  with  which  we  are  connected. 

Q.  Have  you  any  places  in  Boston  supplied  from  your  establishment 
in  East  Cambridge)  A,  Yes,  sir.  I  have  a  store  in  North  Market 
Street  and  on  Blackstone  Street,  and  one  in  Merchants'  Row ;  another 
on  North  Market  Street  where  we  cut  up  stuff  for  the  stall. 

Q.  Now  you  are  doing  something  in  Cambridge  opposite  your  place  in 
Gore  Street,  putting  up  a  large  brick  building.  What  is  that  for  ?  A. 
There  are  several  parties  carrying  on  work  there. 

Q.  Is  that  to  be  a  free  market-house  1  Do  you  intend  to  make  any 
difference  of  prices  in  carrying  that  on  ?    A.    No,  sir. 

Q.  Do  you  intend  to  charge  the  same  prices  there  that  are  charged  in 
provision-shops  in  East  Cambridge  ]  A,  1  calculate  to  sell  for  prices  that 
le  can  afford. 

Q.  Whether  you  mean  to  sell  at  wholesale  prices  or  at  retail  prices  1 
A,  I  calculate  to  sell  at  wholesale  and  retail  prices.  I  do  not  intend  to 
interfere  with  East  Cambridge  shops,  of  course. 

Q,  Well,  how  much  of  the  first  story  of  that  building  will  the  market 
oocupy  1    AL   We  may  probably  occupy  the  whole  of  it  for  a  market. 

Q.  What  is  the  size  of  the  building  and  of  what  material  is  it  built  ? 
i.  It  is  built  of  brick  and  is  56  by  57  feet. 
Q.  How  many  stoi^es  ?    A,    Three. 

Q.  What  will  you  do  with  the  stories  above  the  first  1  A,  Use  them 
^  tenements  or  boarding-houses,  as  it  may  be  convenient. 

Q'  Do  you  own,  besides  your  slaughtering  establishment,  the  houses 
^  your  men  occupy  1  A,  There  are  twenty-nine,  besides  the  works, 
^bich  are  occupied  by  my  men,  and  which  are  owned  by  me. 

Q'  Your  workmen  mainly  live  in  East  Cambridge  and  in  Somerville  1 
•^  Yes,  sir ;  right  close  by. 

•  Q'  Take  the  general  condition  of  your  men  as  to  health,  what  is  iti 
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A.   I  think  that  their  health  will  ocnnpare  fiiTorablj  with  that  of  any 
people  in  any  commnnitv. 

^.    As  to  their  families  1    JL   And  their  families. 

Q.   They  constitute  the  population  nearest  your  works  t    Jl  They  do. 

Q.  How  many  men  have  you  1  A.  We  have  about  five  himdred  now. 
I  think  the  greatest  number  on  the  pay-roll  was  six  hundred  and  eighty- 
seven. 

Q.  Mr.  Squire,  do  they  carry  on  the  Toby  and  Booth  slaughtering- 
house  on  the  North  River  during  the  sunmier  as  well  as  during  the  win- 
ter 1     A,    Yes,  sir. 

Q.  Well,  what  is  the  reason  that  in  Chicago  they  do  not  do  the 
amount  of  business  in  the  summer  season  that  they  do  in  the  winter! 
Has  the  getting  of  ice  anything  to  do  with  it  f  A.  1  think  that  thej 
can  get  ice  enough.  They  are  working  around  into  summer,  packing 
more  than  they  have  done. 

Q,  Their  former  habit  was  to  kill  only  in  the  winter  1  A.  Yes,  sir ;  bat 
that  is  not  true  at  the  present.  They  kill  to  some  extent  now  in  the 
summer. 

Q.  I  wish  you  would  describe  what  you  know  personally  about  the  68- 
tablishments  around  you,  besides  those  of  Boynton,  Lincoln,  Chamberlin 
&  Co.,  and  North  &  Co.,  —  of  the  other  establishments  pursuing  the  hmr.  ^ 
ness  of  rendering  1  ^.  It  is  well  known  to  all  of  the  inhabitants  of  East 
Cambridge  that  decayed  matter  and  grease  are  collected,  carried  out 
there,  and  tried.  Some  of  them  will  get  an  accumulation  of  a  week,  some 
longer.  It  is  carried  out  there  and  tried,  and  makes  an  awful  smelL  Some 
of  these  men  have  made  these  smells  there  this  summer ;  lots  of  them. 
When  I  have  been  going  home,  there  is  O'Neil's  place  a  short  distance  cS, 
which  has  made  me  sick,  so  that  I  almost  vomited,  a  great  many  times. 

Q,  What  is  the  odor  that  is  given  off  1  A,  It  is  a  very  stinking  odor; 
that  is  all  I  can  say  about  it.  It  is  an  odor  I  know  and  can  recogniie 
from  others  there. 

Q.  Do  you  ever  smell  that  odor  up  in  your  own  neighborhood  t 
A.  Yes,  sir,  often. 

Q.  Well,  what  sort  of  places  are  0*Neil's  and  Shewellin's  1  Did  n't 
0*Neil  pass  some  judgment  upon  himself,  and  in  place  of  his  open  kettles 
put  in  close  tanks  1    A.   Yes,  sir,  he  did. 

Q.  And  did  the  city  of  Somerville  prevent  his  using  them  1  A,  Yee^ 
sir. 

Q.  Now,  Mr.  Squire,  have  you  taken  any  measures  to  assist  the  public 
authorities,  as  well  as  to  protect  yourself,  in  ascertaining  what  there  iB> 
excepting  the  basins  of  Miller's  River,  that  makes  mischief  in  the  air  )Si 
that  locality  1  And  if  so,  tell  what  you  have  done.  A.  I  have  tried  tP 
call  the  attention  of  the  authorities  of  Charlestown  and  Boston  to  th^ 
subject. 

Q,  Well,  have  you  employed  any  men  to  keep  an  eye  upon  the  iieigb^ 
borhood  and  ascertain  the  source,  as  far  as  possible,  of  anything  that  wa^ 
disagreeable]  A,  Since  the  26th  of  June,  I  think,  with  the  exceptio*' 
of  one  night,  —  I  am  not  certain  of  that,  —  until  the  10th  of  September** 
we  had  men  out  every  night  this  present  year.  They  used  to  come  i^ 
from  eleven  to  one  o'clock. 

Q,   Have  they  kept  a  record  of  what  they  have  observed  1    A.  Ye^» 
sir ;  including  the  direction  of  the  wind. 
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Q.  Have  you  a  report  of  the  discoveries  that  have  been  made  by  them 
:>{  the  condition  of  things  on  any  particular  occasions  ?  A.  On  the  morn- 
ing of  the  18th  of  June,  when  I  came  down  to  the  works,  I  was  informed 
by  one  of  my  men  that  Reardon  had  been  making  an  awful  stink.  He 
said  to  me,  "  They  lay  it  to  us.  What  shall  we  do  ?"  I  said,  " Take 
the  horse  and  buggy  and  go  to  Brine."  He  is  one  of  the  members  of  the 
Board  of  Health  in  East  Cambridge.  He  went  to  his  house  and  did  n't 
find  him,  and  then  went  to  his  store  in  Boston  and  informed  him  of  it. 
Dn  that  same  evening  I  received  a  letter  from  Dr.  Derby  in  regard  to 
the  bad  smells  that  we  ha^  had.  I  had  just  got  ready  to  go  home,  and 
itepped  into  my  buggy  and  went  away  to  Dr.  Derby's  house.  I  did  n't 
find  him  at  home,  but  the  lady  at  the  house  said  he  was  over  at  Mr. 
Boardman's.  I  went  there,  and  told  Dr.  Derby  that  I  was  very  i^lad  to 
t«ceive  the  letter  from  him  while  the  matter  Was  fresh  in  mind,  and  I 
related  the  circumstance  that  I  had  notified  a  member  of  the  Board  of 
Health  in  Cambridge  with  regard  to  this  matter. 

Q.  Do  you  remember  anything  in  particular  that  occurred  on  the 
9th,  10th,  and  11th  of  June]  A.  No,  sir;  nothing  particular.  There 
were  a  great  many  nights  that  they  complained  of  bad  stinks,  but  they 
always  came  from  the  wrong  direction  to  be  ascribed  to  us.  There  is 
a  dock  smell  there,  which,  of  course,  they  have  all  of  the  time.  These 
big  stinks  were  always  in  the  wrong  direction  to  come  from  our  works, 
■0  far  as  our  investigation  went. 

Q.  Do  you  remember  anything  occurring  to  produce  the  bad  smell  in 
the  neighborhood  on  the  17th  of  June?  A.  That  is  what  I  have  just 
spoken  of. 

Q.   Now,  I  want  to  come  to  the  night  of  the  31st  of  July.     What 
occurred  in  your  establishment  on  that  night  1     A,   That  night  the  pat- 
entee of  this  apparatus  that  we  have,  wanted  to  exhibit  it,  and  wanted 
to  have  the  Board  of  Aldermen  and  the  people  about  there  to  come  and 
lee  it  and  advertise  it.     We  arranged  for  an  exhibition  of  it  for  that 
evening.     The  Aldermen  came  there  and  the  apparatus  was  exhibited. 
From  some  fault  or  other,  the  men  were  not  acquainted  with  the  working 
of  it,  and  they  could  not  get  it  to  work,  at  first.     He  was  a  little  disap- 
pointed for  perhaps  three  quarters  of  an  hour ;  but  after  it  was  under- 
stood, the  gas  burned  very  well  and  without  any  difficulty.     Before  we 
got  it  to  bum,  there  was  a  little  smell  of  gas  from  the  water  getting 
W  m  the  condenser.     It  was  nothing  more  than  you  would  smell  when 
the  gas  is  leaking  in  the  street,  for  perhaps  ten  or  fifteen  minutes.    After 
^  water  got  cool  and  the  gas  began  to  bum,  it  was  all  right  and  sweet 
>foand  there.     The  apparatus  was  a  success  in  every  way. 

Q.  Well,  how  late  were  they  there,  —  the  Conmiittee  of  the  City 
^vemment  ?  A,  Some  of  them  might  have  gone  away  at  nine,  some  at 
'^past,  and  others  at  ten  or  eleven. 

Q'  Who  were  these   gentlemen   that   constituted   that   Committee? 
A  Uayor  Bradford,  and  I  think  pretty  nearly  all  of  the  Aldermen. 
Q.  It  was  not,  then,  the  Committee  on  Health  only  1    A.  No,  sir. 
Q.  How  long  were  you  about  the  premises  yourself?    A,  I  went  away 
*wut  half  past  eleven,  perhaps  a  little  later. 

Q.  Did  you  receive  a  visit  from  Mr.  Magoun  and  others  that  evening  ? 
-4.  Mr.  Magoun  was  there  with  the  others. 
(•  Was  Mr.  Hastings  there  ?    J.  I  don't  know  that  he  was. 
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Q.   Was  Mr.  Meyer  there  ?    A,  No,  sir. 

Q,  Do  you  recollect  any  other  persons  except  Mr.  Magoun  and  the  Board 
of  Mayor  and  Aldermen  ]    A,  It  does  not  come  to  my  mind  just  now. 

Q,  Well,  now,  what  was  going  on  that  night  in  your  establishment  t 
A.  The  tanks  were  going  all  night  after  that. 

Q.    Were  the  open  kettles  1     A.  Yes,  sir. 

Q.    How  many  close  tanks  were  in  operation  1     A,  Four,  I  think. 

Q,  Do  you  do  anything  in  the  night  that  differs  from  what  is  done 
in  the  day  1  A,  The  open  kettles  are  run  both  in  the  day  and  night,  and 
the  tanks  only  in  the  night 

Q.  At  what  time  do  you  begin  to  run  the  tanks  1  -4,  Perhaps  we  get 
the  steam  on  them  at  four,  five,  or  six  o'clock.  As  soon  as  we  get  a  tiuik 
full  we  put  the  steam  on. 

Q,    How  long  do  you  run  them  1    A,  About  ten  hours. 

Q.  Well,  was  anything  going  on  in  your  establishment  that  night 
which  differed  from  the  ordinary  state  of  things  1  A,  Not  at  all.  There 
could  not  have  been,  except  this  little  escape  of  gas  for  a  few  minutes. 
This  occurred  about  eight  o'clock.  This  disappeared  in  about  fifteen 
minutes. 

Q,  Do  you  know  of  any  other  nuisance  in  the  vicinity  of  Miller's  River, 
—  take  the  Prison  Point  Bridge  locality,  for  instance  ]  A.  The  stinks 
around  there  are  very  thick.  The  water  up  the  ditch  along  the  side  of 
the  Grand  Junction  Railway  is  very  offensive,  indeed.  My  attention  was 
called  to  it  one  night,  and  I  got  into  a  boat  and  went  up  there.  It  made 
me  sick  for  twenty  minutes.  Mr.  Brine's  attention  was  called  to  it  several 
times. 

Q,  How  far  is  that  from  your  place,  Tdr.  Squire  1  A,  About  five  hun- 
dred feet. 

Q.  {by  the  Committee).  Was  that  a  sewage  odor  ]  A,  It  was  a  combi- 
nation of  everything,  I  should  think.     I  think  the  ditch  is  now  filled  up. 

Q,  {hy  Mr.  Muzzey),  It  is  not  your  property  1  A.  No,  sir.  There  is 
property  west  of  the  Grand  Junction  Railway  where  there  is  no  sewer, 
and  that  is  very  offensive.  There  is  other  territory  that  they  are  filling 
up  now,  which  is  being  filled  without  any  sewers.  Mr.  McSorley  told  me 
that  he  was  made  sick  working  about  there,  and  that  he  had  to  go  home 
and  go  to  bed. 

Q,  That  is  land  that  the  basin  does  not  touch  or  flow  over  %    A.  Yes,  sir. 

Q,  Are  there  other  such  places  in  your  vicinity  1  A.  There  are  * 
great  many  ditch-holes  there  that  make  bad  smells.  There  are  lots  of 
them  this  side  of  Medford  Street. 

Q,  Is  that  the  territory  that  is  to  be  filled  by  Act  of  the  Legislature^ 
A,  Part  of  it  is,  but  not  all  of  it. 

Q,  How  far  distant  are  you  from  Broad  Canal,  in  Cambridgeport,  which 
is  drawing  now  so  much  attention  %  A.  \  could  n't  tell  you  ;  half  a  mil^r 
I  should  thinL 

Q.  Do  you  speak  of  the  marsh  land  lying  between  Cambridge  Street 
and  Broad  Canal,  as  a  spot  not  covered  by  the  Act  of  Legislature,  ha* 
which  ought  to  be  filled  f    ^  I  think  it  should  be. 

Q.  Do  you  know  anything  of  a  sewer  in  a  bad  condition  connected 
with  the  House  of  Correction  in  East  Cambridge  ]  A,  There  is  one  ther«» 
and  I  think  that  the  County  Commissioners  awarded  the  city  of  Caii^' 
bridge  $  800  to  carry  it  out  into  deep  water.  , 
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Q,  What  has  been  the  conditiou  of  things  there  'i  A.  1  think  it  is 
just  as  bad  as  Miller's  River,  any  part  of  it,  and  worse. 

Q.  When  you  first  established  your  business  where  it  is  located  now, 
were  there  many  dwelling-houses  in  the  immediate  vicinity]  A.  No, 
sir. 

Q,  Have  they  been  built  quite  generally  since  you  came  there,  so  that 
the  land  is  now  pretty  well  covered  over  1    A,   Yes,  sir. 

Q,  What  is  the  class  of  buildings  that  have  been  put  up  there  within 
ten  years  1  A,  They  are  of  the  poorer  class ;  such  as  working  people 
build. 

Q.  What  was  the  condition  of  the  river  when  you  first  came  there  1 
AL  I  think  when  I  came  there  there  woe  no  sewers,  the  drains  ran 
directly  into  the  basin. 

Q,  What  sewers  have  been  running  in  there  since  1  A.  The  Cambridge 
Street  sewer  for  one,  which  runs  back  as  far  as  Hovey's  Nursery.  Then 
there  is  the  Grore  Street  sewer,  which  used  to  pass  down  through  our 
cooper  yard.  Four  years  ago  they  built  a  sewer  alongside  of  the  Grand 
Junction,  and  it  was  turned  into  that.  Formerly  it  used  to  empty  im- 
mediately under  our  buildings. 

Q.  Did  that  have  any  effect  upon  the  basin  or  the  condition  of  things 
beneath  your  buildings  ?  A,  It  caused  more  nuisance,  five  times  over, 
than  all  that  we  put  in,  of  course. 

Q.  How  long  was  this  sewer  which  came  from  Hovey*s  Nursery  down 
to  the  basin  ?    A.    About  a  mile. 

Q.  What  district  did  the  Gore  Street  sewer  drain  ?  A.  It  drained 
Fourth,  Fifth,  and  Sixth  Streets,  —  a  populous  district,  thickly  settled. 

Q.  Where  did  the  Medford  Street  sewer  enter  1  A.  It  entered  at  the 
upper  end  of  the  basin. 

Q,  That  drains  Somerville  territory,  does  it  ?  A.  Yes,  sir.  There  is 
also  a  Winter  Street  sewer  down  below. 

Q.  Is  there  not  another  sewer  coming  from  above  the  Grand  Junction 
Railroad  ?     A,   Yes,  sir.     There  is  also  the  Fifth  Street  sewer. 

Q.  That,  then,  makes  six  sewers,  above  Miller's  River,  flowing  into 
this  basin  alone.  Now,  then,  how  many  of  these  sewers  continue  to  run 
into  the  basin  1  A,  All  except  the  Gore  Street,  which  we  have  just 
turned  out.     The  Cambridge  Street  sewer  was  diverted  last  fall. 

Q,  Does  any  open  under  your  buildings  now  ]  A,  We  have  planked  it 
np,  8o  that  it  does  not  run  directly  under,  and  we  have  extended  it  a 
little  farther  beyond,  but  it  still  empties  into  the  Miller^s  River  basin. 

Q.  You  have  been  charged  with  putting  offal  and  blood  into  the  basin 
in  times  past.  Will  you  state  whether  you  do  anything  of  that  kind 
now  1     A,    No,  sir  ;  not  at  all. 

(?.  How  long  since  you  ceased  to  make  any  use  of  the  basin  in  that 
way  1  A.  Three  or  four  years.  Since  the  first  of  this  month  Mr.  Bradley 
has  taken  it  all. 

Q.  Well,  have  you  for  a  year  polluted  the  basin  with  any  offal  or 
blood  1     A,    Nothing  more  than  comes  fjrom  washing  the  hogs. 

Q.  Have  you  had  anybody  keeping  an  account  of  the  direction  of  the 
wind  1  A.  We  have  a  watchman  who  is  a  very  competent  man,  who  has 
made  a  record  several  times  a  day. 

Q.  When  did  he  begin  1  A,  He  had  kept  it  previously  for  my  benefit, 
bat  he  put  it  on  cards  before'  the  31st  of  July. 
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Q,  How  many  times  a  day  does  he  take  the  direction  of  the  wind  1 
A,  He  is  there  fh)m  six  o'clock  in  the  evening  until  six  or  seven  in  the 
morning,  and  if  there  is  a  change  he  makes  a  note  of  it.  During  the  day 
he  does  not  make  a  note  of  it. 

Q,  Now,  Mr.  Squire,  if  your  business  should  be  stopped  where  it  is 
now  conducted,  what  would  you  do  1  where  would  you  go  1  A* 'I  don't 
know.     I  don't  know  of  any  better  place  than  that  I  have  got. 

Q.  Would  you  transfer  it  to  any  other  place  in  Massachusetts  1 
A,    Not  of  the  magnitude  that  it  is  now. 

Q,   Where  would  it  probably  be  transferred  to  1    -4.   To  the  West. 

Q,  What  injury  would  it  be  to  you,  if  this  Board  should  order  you  to 
stop  carrying  on  your  business]  A,  It  would  wipe  out  thirty  ytart  of 
my  savings. 

Q.   Why  1    A.   The  buildings  would  be  almost  valueless. 

Q,  What  effect  would  the  stopping  of  the  pork-packing  business,  as 
carried  on  by  yourself,  by  the  Boynton  Packing  Company,  by  North,  and 
bv  Lincoln  &  Chamberlin,  have  upon  the  price  of  pork  in  the  market  1 
jL  It  would  have  a  tendency  to  shorten  the  market,  and  make  prices  a 
great  deal  higher. 

Q,    How  much  higher  would  pork  be  in  price  in  this  market  ? 

The  Chairman,  It  seems  to  me  that  is  a  question  we  cannot  take  into 
consideration. 

Mr,  Squire,  I  think  it  would  raise  the  price  at  least  twenty-five  per 
cent  on  all  fresh  meat. 

Q.'  Would  it  affect  anything  except  the  price  of  pork  1  A.  Tea,  sir. 
Pork  is  the  great  leveller  of  prices  of  all  meats. 

The  Chairman,   I  don't  think  that  is  relevant  to  the  subject. 
Mr.  Muzzey,    We  put  it  in  the  light  that  cheap  meat  concerns  the 
healthy  comfort,  and  convenience  of  the  whole  community. 

Afternoon  Session.  —  Testimony  of  Mr.  Squire  oontinubd. 

Q,  (by  Mr,  Muzzey),  You  listened,  Mr.  Squire,  to  the  testimony  of  Mr. 
Boardman  and  Dr.  Durgin,  members  of  the  Boston  City  Board  of  Health. 
They  made  a  visit  to  your  establishment.  I  would  like  to  have  you 
relate  what  occurred  on  that  occasion  1  -4.  I  went  over  the  works  very 
thoroughly  with  them,  and  showed  them  everything  there  was  there. 
After  having  been  around  with  them,  and  supposing  that  they  had  seen 
everything,  some  one  said  they  would  like  to  see  where  we  smoke  hams, 
so  I  went  out  and  showed  them  that.  Then  Dr.  Durgin,  as  we  were 
going  along,  began  to  snuff.  He  said,  **  What  smells  so  1 "  I  said,  **  I 
can't  smell  anything."     I  could  not  smell  the  first  thing. 

Q,  In  point  of  fi^t,  is  the  floor  over  that  area  you  were  crossing  tig^t, 
or  can  the  odors  find  their  way  through  ?  A.  The  floor  is  not  tight  and 
never  was  intended  to  be. 

Q,  Some  witnesses  have  spoken  of  a  smell  or  smells  in  various  parts 
of  the  building.  I  want  to  know  if  any  one  visiting  your  building  in  the 
warm  weather  does  not  get  smellB  from  outside  1    A^   Yes,  sir. 

Q,  And  do  not  odors  always  come  in  from  the  basin  outside  t  Al  Yes, 
sir. 
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Q.  Do  you  know  it  as  a  &ct,  that  the  odors  from  the  basin  inyade 
your  establishment,  and  are  perceived  in  it  f    A.  Yes,  sir. 

Q.  Have  you  anything  further  that  you  would  like  to  state  to  the 
Board  f  ^  I  would  like  to  say  of  Mr.  Munroe,  that  what  he  said  about 
the  state  of  things  was  greatly  magnifying  things,  like  making  one  hogs- 
head ten  hogsheads. 

CroM-FxamituUian, 

Q,  {hy  Mr,  MelrUire),  Mr.  Squire,  you  spoke  of  those  places  where  they 
tried  out  soap-grease  ;  you  were  there  seventeen  years  ago  ^    A,  Yes,  sir. 

Q.  Did  you  know  anything  of  those  places  then  ^  Don't  you  know 
that  seventeen  years  ago  there  was  n't  a  great  deal  more  soap-grease 
tried  out  there  then  than  now  ^  A,  1  don't  think  there  was  so  much  then 
as  now. 

Q.  Don't  you  know  that  there  was  so  much,  —  don't  you  know  that 
■ingle  individuals  used  to  collect  grease  in  the  country,  and  each  indi- 
vidual tried  out  his  own  grease  ^    A,   Yes,  sir. 

Q.  Don't  you  know  that  that  whole  locality,  where  Barry  and  O'Neil 
are,  that  there  were  many  of  them  there )  A.  There  were  more  in  num- 
ber, but  things  have  been  more  concentrated.  O'Neil  does  a  great  deal 
more. 

Q.  Now  each  man  sends  off  from  three  to  twenty  collectors,  and  gets 
in  grease  and  tries  it  out  in  one  place,  instead  of  each  collector  trying  it 
at  his  own  place  %  A.  Yes,  sir.  There  are  a  great  many  of  them,  I  know, 
who  work  that  way. 

Q.  Don't  you  Imow  that  each  of  them  used  to  get  his  kettle  full  and 
try  it  out,  and  did  n't  it  smell*  as  much  as  now  f    A,  No,  sir. 

Q.  Don't  you  know  that  twenty  years  ago  they  got  that  sihell  in 
Charlestown  %    A,    1  don't  know  ;  they  used  to  use  small  tanks  then. 

Q.  Don't  you  know  that  the  smell  of  the  pork-fat  in  Charlestown 
came  from  Reardon's  place  ^  A,  1  don't  think  it  came  from  the  tanks. 
This  stink  that  Reardon  made  on  the  17th  of  June  might  possibly  have 
gone  over  there. 

Q.  What  do  you  think  that  stink  that  was  in  Boston  then  came 
from  ^  A,  It  may  be  taking  somebody  else's  business  out  of  their  hands, 
but  I  will  give  you  my  opinion,  if  you  wish.  As  the  tide  rises  at  the 
month  of  the  sewers  there  is  an  accumulation  in  the  ^ewer.  During  that 
time  this  accumulation  is  undergoing  decomt)osition,  and  perhaps  for 
four,  six,  eight,  or  ten  hours.  But  when  the  tide  drops  away  that  don't 
relieve  the  sewer.  The  air  is  hotter  and  hotter,  and  there  is  a  smell 
inside.  If  there  is  a  crack  in  the  sewer  and  there  is  a  draught,  it  makes 
a  horrible  stink. 

Q.   Then  you  say  those  smells  came  from  the  sewer  ^    A.  1  do. 

Q.  And  they  are  not  rendering  odors  %  A.  They  are  not  rendering 
odors.  They  don't  create  the  heat  there.  It  is  n't  the  rendering  odors 
that  the  stuff  and  vapor  ris6  from. 

Q,  (by  a  member  of  the  Board),  I  don't  fully  comprehend  the  answer. 
Tou  say  that  when  the  tide  &lls  the  vapors  come  out  of  the  seweirs  f 
A.  When  the  tide  leaves  the-mouth  of  the  sewer,  the  air  is  hotter  inside 
than  it  is  outside.  But  if  there  is  a  crack  in  the  sewer,  or  an  opening  in 
the  house  or  in  the  inlets  in  the  stress,  there  will  be  a  draught  created, 
the  same  as  up  a  chinmey. 
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Q,  (by  Mr,  Mclntire).   You  spoke  of  all  that  low  district  where  all  the  " 
sewage  is,  between  the  Grand  Junction  Railroad  and  Cambridgeport ; 
now,  as  a  liEtct,  houses  have  not  been  commenced  to  be  built  there  till 
within  four  or  five  years  ?    A.   It  is  some  four,  five,  or  six  years. 

Q,  Has  n't  it  been  gradually  built  up  within  a  few  years  ?  and  haye^ 
not  those  houses  been  filled  up  to  a  great  extent  with  workingmen^ 
A^  Yes,  sir. 

Q.  That  locality  is  not  in  Cambridge  ?  A.  Only  a  portion  of  it.  S 
don't  exactly  know  where  the  line  is. 

Q.  Is  n't  all  above  the  Grand  Junction  Railroad  in  Cambridgeport  ^ 
AL    I  don't  know  that 

Q,   Mr.  Derby  stated  that  about  seven  hundred  of  the  houses  in  £a«t 
Cambridge  are  occupied  by  your  employees  and  establishments  of  thut 
kind.     Do  you  mean  to  swear  to  anything  of  that  kind  1    ^.    I  d<m't 
swear  to  anything  of  the  kind. 

Q,  How  many  of  your  workmen  live  in  East  Cambridge  1  AL  Yoa 
politicians  ought  to  know  that.     I  don't  know  an3rthing  about  it. 

Q.  Will  you  swear  that  two  hundred  of  your  workmen  live  there  t 
A.  I  don't  swear  to  anything  of  the  kind.  You  politicians  ought  to  know 
better  than  I  do. 

Mr,  Derby,    That  was  my  proposition,  sir. 

Mr,  Mclntire.  I  want  to  see  if  it  was  based  upon  his  own  oompu- 
tation. 

Q,  (by  Mr,  Mclntire),  Mr.  Derby  said  there  are  about  thirteen  hundred 
houses  in  East  Cambridge ;  will  you  swear  that  a  majority  of  those 
houses*  are  occupied  by  your  workmen  %  A,  1  can't  teU  you  anything 
about  it. 

Q,  Do  you  know  how  many  live  in  Ward  2  )  A,  1  do  not.  I  doa't 
know  where  Ward  2  extends. 

Mr,  Mclntire,  Everything  west  of  the  dike  is  in  Ward  2 ;  eyerything 
east  of  that  is  in  Ward  3. 

Q,  Now,  out  of  thirteen  hundred  houses,  how  large  a  proportion  are 
occupied  by  your  employees  '\  A.  \  don't  know  anything  about  it  I 
don't  know  upon  what  Mr.  Derby  bases  his  computation. 

Q.  You  own  some  houses  there  %  A.  1  own  twenty-nine  houses  or 
tenements  there.     There  are  nineteen  tenements  in  three  blocks. 

Q.  Don't  most  of  your  employees  live  in  those  houses  or  tenemental 
A,    Nothing  like  all  of  them.     ' 

Q.  Don't  most  of  the  others  live  beyond  the  Grand  Junction  Railroad 
in  Somerville  1  -4.  I  don't  know  anything  about  that.  I  only  know 
those  who  live  in  my  houses. 

Q,  Most  of  those  who  live  with  you  are  healthy,  ain't  they  1  A.  Most 
of  them  are. 

Q.  Have  n't  you  known  anybody  to  become  sick  in  your  establishment; 
I  don't  mean  those  who  come  there  from  day  to  day,  but  that  some  got 
sick  when  they  first  came  there  ^    A,  1  don't  remember  a  single  instance. 

Q,  Don't  you  remember  that  a  man  got  sick  on  the  roof  one  dayl 
A.    Never  heard  of  it  before. 

Q.  Don't  you  remember  testifyii^  anything  about  that  at  tho  hearing 
before  the  Board  of  Aldermen  in  Cambridge  %  A.  1  don't  remember  about 
it     It  is  news  to  me  now. 
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Mr,  Mmzey.  There  was  a  case  that  you  refer  to ;  it  was  that  of  a  man 
at  work  underneath  the  building. 

Q,  {]by  Mr,  Mclntire),  There  was  a  man  underneath  affected,  was  n't 
there  '\  A,  \  don't  know.  I  supposed  it  was  beer.  His  head  and  eyes 
were  affected  a  little,  I  believe. 

Q.  Never  heard  of  this  man  being  affected  on  top  of  the  building  1 
A. '  Never  heard  of  it. 

Q,  SpoakinjLof  dead  hogs,  I  think  it  has  been  stated  that  the  hogs 
that  you  get  tnere  become  dead  coming  from  Albany.  What  is  done 
with  the  hogs  that  die  on  the  way.  A,  They  are  sold  to  parties  there, 
at  Buffalo,  Toledo,  and  Albany. 

Q.  Have  n't  you  had  some  come  through  dead  %  A.  1  don't  know  that 
I  have.  If  they  are  dead  they  never  bring  them  through.  At  Albany  a 
man  examines  and  sees  that  they  are  shipped  all  right.  That  is  his  busi- 
ness. 

Q.  What  parties  do  you  sell  them  to  at  Toledo  1^1  can't  tell  you. 
It  is  a  party's  business  there. 

Mr.  Mmzey,  Please  not  to  forget,  Mr.  Squire,  to  put  in  a  statement  of 
the  whole  nvunber  of  dead  hogs  received  by  you  during  this  year. 

Q.  (by  Mr,  Mclntire),  Now,  in  regard  to  working  on  Sundays.  You 
stated  that  you  never  work  on  Sundays  except  on  extraordinary  occa- 
nous.  Don't  that  happen  very  often,  and  have  n't  you  actually  employed 
your  men  there  some  part  of  every  Sunday  this  past  season  1  A,  There 
are  some  men  who  have  to  work  there  on  Sundays  taking  care  of  the 
lard. 

Q,  The  necessity  of  your  establishment  i-equires  that  you  should  do 
acme  work  on  Sundays,  and  you  have  to  work,  slaughtering  and  scalding, 
eta,  part  of  the  day  ?  A.  Sometimes  we  have  to  slaughter,  beginning 
work  on  Sunday  night  and  ending  on  Saturday  night.  We  are  obliged  to 
do  so. 

Q.  Then  as  a  matter  of  fact  you  have  to  work  every  Sunday  1  A. 
There  is  some  work  to  be  done  there  every  Sunday. 

Q.  Then,  what  has  to  be  done  every  Sunday  ]  A,  Slaughtering  has 
to  be  done  Sunday  night. 

Q.  Then  you  have  to  render  on  Sundays  ?  A.  We  have  to  clean  up 
Saturday  nights,  and  of  course,  if  we  have  anything  in  the  kettles,  we  have 
to  render  it.  The  lard  that  we  take  from  the  inside  of  the  hogs  we  must 
put  in  the  kettles. 

Q.   That  is  gut-lard,  is  n't  it  ?    A,   Yes,  sir. 

Q.  All  the  fkt  that  is  rendered  into  lard  is  tried  out  in  open  kettles  ? 
A,    Most  all. 

Q,  If  I  understand  it,  the  scrapings  and  trimmings  are  put  in  the 
tanks  ?    A.  We  put  all  the  trimmings  in  the  tanks. 

Q.  You  cart  most  all  the  hogs  over  to  Boston  just  to  cut  them  up, 
don't  you  1  A.  For  the  last  two  or  three  years  we  take  and  split  them, 
and  that  saves  the  carting. 

Q,  These  whole  hogs  are  taken  to  market  and  cut  up  there,  and  the 
trimmings  are  brought  back  and  put  into  these  close  tanks]  A.  Yes, 
air. 

Q,   What  do  you  do  with  those  trimmings  ?    A,    Put  them  into  the 

Q.   Qon't  those  trimmings  get  a  little  soured  sometimes  1    A.  No, 
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sir.  We  have  a  process  that  prevents  that.  They  are  put  into  barrels 
and  brought  back  the  next  day  from  Boston.  We  can't  afford  to  wait  to 
let  them  smell. 

Q,  But  don't  they  ^t  sour  before  they  are  brought  back  %  A.  The 
trimmings  are  taken  out  and  teams  bring  them  back.  The  lean  meat  is 
trimmed  off  and  the  lard  is  put  into  kettle^. 

Q.  Those  trimmings  are  put  into  barrels,  —  are  they  left  open  %  JL 
We  put  a  sail-cloth  over  them  in  hot  weather.  ^ 

Q.  Do  you  have  those  sail-cloths  for  hot  weather  only  t  Jl  We  have 
them  for  both  hot  and  cold  weather. 

Q.  You  put  the  head,  feet,  and  trimmings  into  the  kettles  to  be  tried 
out )  A.  The  head,  feet,  and  trimmings.  If  there  is  an  overplus  it  goes 
into  the  tanks. 

Q,  These  dead  hogs,  —  do  you  put  them  into  the  same  tanks  that  the 
trimmings  are  put  into  1  A,  lu  slaughtering  there  is  a  sort  of  waste 
stuff  that  isn't  fit  for  .lard.  If  we  have  a  dead  hog  it  is  put  in  with  the 
waste  stuff.  We  render  this  stuff  every  day.  Some  of  it  is  made  into 
oil 

Q.  Please  to  tell  us  what  it  is  that  you  make  oil  of,  —  what  parts  of 
the  hog  do  you  make  oil  of  and  what  parts  do  you  sell  off  1  AL  We 
press  a  great  deal  of  our  lard,  and  we  use  it  all  except  the  waste  stuff  and 
the  dead  hog,  which  is  made  into  grease,  and  we  press  the  oil  out  of  the 
grease.     There  are  two  qualities  of  oil,  — grease  oil  and  extra  oiL 

Q,  What  are  the  different  oils  used -for?  A.  They  are  used  on  rail- 
roads generally. 

Q,  What  is  the  difference  in  the  grade  of  the  oil  t  A,  One  is  made 
from  grease  and  the  other  from  lard. 

Q.  Is  there  any  difference  in  the  appearance  of  them  when  they  come 
out  1    A,   One  is  a  little  more  colored  than  the  other. 

Q.  You  don't  have  any  method  of  clarifying  them  1  A,  No,  sir.  Lard 
is  pressed  naturally,  and  grease  is  pressed  naturally. 

Q.  These  kettles  are  in  the  same  room  that  the  lower  portion  of  the 
tank  is,  and  you  have  four  close  tanks,  —  about  how  many  open  ket- 
tles have  you  1  A.  We  calculate  they  will  hold,  when  full,  about  17,000 
pounds. 

Q,  How  many  pounds  will  the  open  kettles  hold  f  A,  Ten  or  eleven 
flour  barrels  full  of  stuff. 

Q.  (by  a  number  of  the  Board).  What  is  the  capacity  of  a  close  tank  t 
A,   About  17,000  pounds.     We  generally  put  in  about  14,000  poimda 

Q,  {by  Mr.  Mclntire).  How  many  hundred  pounds  will  the  round 
open  kettles  hgld  %  A.  \  only  know  that  those  round  kettles  hold  about 
ten  or  eleven  barrels  and  each  barrel  holds  about  200  pounds. 

Q.  At  all  events,  you  think  two  closed  tanks  wUl  render  all  that 
your  open  kettles  render  now  1  A.  I  think  that  two  more  than  we  have 
would. 

Q.  How  much  will  they  hold  1  A.  About  22,000  or  23,000  pounds. 
I  don't  know,  —  never  made  any  calculation. 

Q.  And  where  you  put  in  pork  or  scrap  to  render  in  the  close  tanks  is 
up  stairs,  and  you  let  it  out  below  1     A,   Yes,  sir. 

Q.  Well,  now,  on  the  night  of  the  31st  you  had  this  new  apparatus 
tried.  How  long  had  it  been  put  up  1  A.  1  don't  know  exactly.  It  was 
put  in  by  Mr.  Kendall,  a  member  of  the  Board  of  Health. 
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Q.  Mr.  Kendall  has  done  your  work  for  the  past  three  or  four  years  1 
A»  If  he  has  done  it  he  has  got  it  by  bidding  for  it  We  put  out  our 
work  by  the  contract,  and  advertise  for  the  lowest  bidder.  Mr.  Kendall 
has  done  a  portion  of  those  kettles. 

Q.  He  did  a  portion  of  those  kettles  last  year  f  A,  No,  sir,  he  did 
not.  He  furnished  us  a  boiler  two  years  ago,  and  we  did  n't  consider  it 
good  for  anything. 

Q,  When  was  the  experiment  with  gas-burning  machine  first  tried  1 
A^  On  the  night  of  the  31st. 

.     Q.   Never  tried  it  before  t    A,   1  don't  know.     They  might  have  tried 
it  somewhat,  but  I  think  that  was  the  time  it  was  perfected. 

Q.  Before  that,  I  think  your  apparatus  was  something  that  carried  off 
this  smell  into  the  basin  1     A.    We  blowed  it  off  at  high  tide. 

Q.  What  were  the  dimensions  of  the  vat  that  you  turned  it  off  into  1 
A.   It  was  15  by  16. 

Q.  You  generally  blowed  it  off  at  high  tide  unless  you  had  to  blow  off 
the  tank  when  the  tide  did  n't  happen  to  be  high  t  A,  We  never  did  so, 
because  there  was  no  necessity  to. 

Q.  A  year  ago,  Mr.  Squire,  you  claimed  that  that  method  was  the  best 
to  get  rid  of  the  matter  1  A.  I  think  now  that,  on  a  full  tide,  it  was  the 
best. 

Q.  Do  you  think  now  that  it  is  better  than  the  present  method  t 
A,    If  we  had  a  full  ocean  to  turn  it  into,  I  should  think  it  would  be  best. 

Q.  But  it  went  into  the  Miller's  River  basin  1  A.  It  would  be  just 
as  good  as  what  I  have  now,  when  the  tide  is  full. 

Q.   But  you  changed  it  for  this  apparatus  1     A.   Yes,  sir. 

Q.  Do  you  run  this  apparatus  often  now  1  A.  We  run  it  off  when- 
ever it  is  necessary.  It  is  attached  to  every  boiler  we  have  got  now,  and 
runs  through  it 

Q.  If  I  understand  this  apparatus,  it  is  the  gasoline  that  is  burned  t 
A»   The  gasoline  makes  a  certainty  of  its  burning. 

Q.  Don't  you  have  some  burners  that  run  into  the  boiler)  A,  No, 
■ir. 

Q,  Did  n't  you  have  something  of  the  kind  the  night  you  made  the 
experiment  1    A.   No,  sir ;  we  had  one  to  show  to  exhibit  it. 

Q.  And  you  don't  use  the  gasoline  except  to  bum  t  A.  We  used  it  at 
the  beginning. 

Q,  As  the  apparatus  is  now  made,  is  there  no  chance  or  opportunity  to 
torn  off  those  gases  without  turning  them  through  this  coil  into  the  fires 
beneath  the  furnace  f  A.  You  can  blow  them  off  while  the  dirty  water 
goes  out,  but  that  would  n't  do  if  you  let  the  dirty  water  get  hot.  The 
pipes  have  to  be  kept  immersed  in  water. 

Q.  Then  I  understand  that  if  the  water  should  get  warm  that  it 
would  n't  work,  and  the  gases  not  rise  from  the  water  and  mingle  with 
the  water  t    A,   No,  sir. 

Q.  {by  a  member  of  the  Board,)  The  whole  thing  would  go  into  the 
stream,  would  n't  it  1    A.   Yes,  sir. 

Q.    And  part  of  it  escape  in  the  shape  of  steam  1    A,   Yes,  sir. 

Q,  Did  I  understand  you  to  say  that  the  steam  would  condense  and 
pass  off  1  ^  T  meant  that  if  we  blowed  the  water  through  these  pipes 
it  would  be  stc;im. 

Mr,  McInUre.    I  understand  him  to  say  it  would  run  off  into  the  at- 


204 

mospl^re  and  form  steam.    But  there  is  a  place  in  the  apparatus  where 
the  gas  rises  from  the  water. 

Q,  (by  a  member  of  the  Board),  That  is  where  the  steam  passes  into 
the  tank.  The  steam  mingles  with  the  water  in  the  tank,  and  the  gates 
escape  and  go  into  the  burner.  Am  I  right  in  understanding  that  the 
whole  product  — gases,  steam,  and  all — passes  through  the  coil,  and  when 
the  coil  is  kept  cool,  the  steam  is  condensed  and  the  gases  pass  along  on 
the  gasoline  tank,  and  the  water  passes  out  through  the  aperture  1 

Mr.  Mclntire,  That  is  it.  These  gases  rise  through  the  coil,  which 
purifies  them,  and  then  they  pass  ofif  into  the  gasoline. 

Q.  (by  Mr.  McIiUire,)  What  portion  of  the  gasoline,  and  what  kind 
of  gases  rise  from  the  coil  %  A,  \  don't  know  much  about  the  machine 
myself. 

Q,  Is  n*t  it  after  the  gases  pass  through  the  coil  that  the  gas  rises 
from  the  water  1    A,    It  is  after  the  steam  is  condensed. 

Q,  {by  a  member  of  the  Board).  The  gas  and  steam  are  mixed ;  and  the 
lower  chamber  condenses  the  steam  1    A.   That  is  it. 

Q.  (by  Mr.  Mclntire).  Now,  I  will  ask  if  that  water  is  warm  and  ths 
steam  does  not  condense,  whether  the  steam  does  not  come  out  and  the 
gases  go  off  into  the  atmosphere  1  A.  No,  sir ;  they  would  come  throu^ 
the  steam-chamber,  and  press  through  that,  the  same  as  gas  wouU. 
Part  would  go  one  way  and  part  the  other ;  but  our  engineer  could  ex- 
plain this  matter  better  than  I  can.  I  think  the  steam  would  go  out 
where  the  condensed  water  would. 

Q.  I  suppose  it  is  now  fixed  that  the  gases  pass  off  after  the  steam  is 
condensed  and  passes  through  the  still.  The  water  runs  in  a  difiereot 
direction  1    A.   Yes,  sir. 

Q,  How  many  hams  do  you  smoke  in  the  course  of  a  year  1  J.  I 
could  n*t  tell  you.  We  smoke  all  wo  can  sell.  I  cdn't  give  any  idea  of 
the  number. 

Q.  Do  you  keep  your  smoke-houses  going  all  the  while  1  A,  Some  of 
them  are  doubtless  going  all  the  time. 

Q.  How  many  smoke-houses  do  you  have,  or  how  many  hams  can  yoa 
smoke  in  each  house  ?  ^.  In  some  of  them  we  can  put  4,000  hams,  in 
some  others  400. 

Q.    Where  docs  the  smoke  pass  off?    A.   Out  of  the  chimneys. 

Q.  How  high  are  the  chimneys  1  -4.  I  don't  know  exactly.  We  hate 
two  roofs,  one  a  sort  of  loose  roof,  and  another  tight  roof  over  it.  Wh® 
I  said  the  chimney,  I  did  n't  say  what  I  meant.  The  object  is  not  to 
have  a  strong  draught,  but  to  let  them  smoulder. 

Q.  How  many  hogs  do  you  keep  on  hand  generally  through  the  year' 
A.    I  don't  think  we  average  more  than  a  day's  work. 

Q.  How  many  trains  do  you  have  daily  1  A.  One  train  would  bring 
all  we  wanted. 

Q.  I  understand  you  to  say  that  you  had  one  train  a  day,  and  eaoh 
car  averaging  eighty  hogs  1  A.  Sometimes  they  come  along  scattering,  but 
I  should  think  we  generally  kept  about  two  thirds  of  a  day's  work  QA 
hand. 

Q,  And  sometimes  you  get  blocked  up,  and  keep  more  than  that 
amount?  A.  Sometimes  we  get  blocked,  and  keep  more  than  thai 
amount. 

Q,   Don't  you  wash  the  pens  occasionally  ?    A,   Yes,  sir. 
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Q.  How  ofleni  A,  Since  we  began  to  use  charcoal,  that  is  scraped 
ip  and  washed  out  about  every  day,  or  when  the  hogs  are  taken  out. 

Q.  Where  does  that  water  run  down  to  t  A,  It  runs  down  into  the 
ide.  We  manage  to  conduct  everything  into  the  sewer,  or  we  intend  to, 
mt  everybody  knows  we  can't  enlarge  it,  because  we  have  n't  got  the 
lewer. 

Q.  Has  any  part  of  your  establishment  been  turned  into  the  sewer  1 
A.  No  part  of  our  works  are  running  into  it  now. 

Q,  Will  you  please  to  tell  us  how  you  catch  the  blood  t  A.  We  have 
&  Wge  tank  for  it ;  we  have  changed  it  from  where  it  was. 

Q,   How  large  is  the  place  where  you  kill  the  hogs,  —  where  the  actual 
killing  is  done  1    ^.    It  is  made  just  large  enough  for  work,  and  no  more. 
Q.    How  many  hogs  can  you  get  into  it  at  once  ?    A,    Perhaps  ten  or 
a  dozen  at  once. 
Q,  You  have  only  one  man  in  there  at  a  time  1    A,   Only  one  man. 
Q,   You  haul  up  your  hogs  to  kill  them  now  1    A,   We  put  a  chain  on 
bii  hind  leg,  and  when  he  is  hoisted  to  a  certain  height  a  man  takes  him 
ind  sticks  him. 

Q.  Does  the  man  who  sticks  them  stand  on  the  floor  below  f  ^  He 
does.  I  can't  say  how  far  from  the  floor  he  is,  though  I  think  it  is  about 
foorfeet. 

Q.  He  takes  the  hog  by  the  leg,  and  sticks  him.  The  floor  of  this 
place,  where  the  sticking  is  done,  is  made  of  planks  running  edgeways, 
iin't  itt  The  old  method  used  to  be  with  a  two-inch  plank  by  an  inch, 
tod  all  the  blood  fell  into  the  water  1    A.   That  was  the  old  plan. 

Q.  Now,  you  say,  the  floor  is  inclined  and  tight,  runs  off  from  the 
Motre,  sloping  into  the  tub  1    A,   It  is  made  so  as  to  let  the  blood  run  out, 
10  that  we  can  wash  it,  and  clean  it  all  up. 
Q.  That  place  is  washed  occasionally,  is  n*t  it  1    A,   Yes,  sir. 
Q.  Where  do  the  washings  from  the  blood-tub  go  1    A.    It  runs  down 
into  the  tub. 

Q.  How  long  has  that  tub  been  there  1  A.  Ever  since  the  blood  has 
Wen  carried  off  in  that  way. 

Q.  Then  these  hogs  are  carried  off  into,  the  scalding-tank.  What  is 
4»e  with  the  bristles  1  A.  They  are  sold  to  a  party  who  takes  them  off 
*^  day  and  night,  except  in  cold  weather,  when  he  does  n't  come  so 
often. 

Q.  And  the  intestines  1    A,   They  are  carried  off  too. 

Q'  And  when  the  hogs  are  passed  out  of  the  scalding-tank  and  put  on 
to  the  benches  they  are  swung  up  by  the  legs  and  opened  1    A.   Yes,  sir. 

Q.  There  is  a  certain  amount  of  blood  that  escapes  from  the  hog  when 
«  ■  washed.  Where  does  that  go  to  ]  A.  That  must  go  into  the  tide 
tin  we  get  the  sewer.  1 

Q*  And  what  is  done  with  the  intestines  and  inwards  ?  A.  Tliey  are 
ttiTied  off  the  same  as  the  blood  is. 

Q.  Are  they  not  put  upon  the  floor  before  being  put  into  the  wagon  1 
A,  They  are  thrown  in  the  wagon  and  cleaned.  It  has  been  done  in 
that  way  always. 

(?.  What  is  taken  out  from  them  ?    A.   The  sausage-skins. 

C.  Where  do  you  put  those  1  A,  They  are  stripped  and  put  down  on 
to  the  floor.  • 

Q.  The    livers,  hearts,   etc.,   they  are   kept  there,    are  they  nott 
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A»  They  are  all  carted  off.     We  save  what  is  wanted,  and  the  reit  ii 
carted  off.     I  make  a  contract  with  a  party  to  take  them  ofL 

Q,  What  is  done  with  the  plucks  t  A.  They  are  rendered  into  ifst- 
tilizers. 

Q,  Don't  you  save  the  hearts  1  A,  We  do.  We  keep  the  heirti^ 
and  salt  them.     They  are  all  washed,  and  thrown  into  a  box. 

Q.  Where  does  the  washing  go  to  1  A.  Into  the  tide.'  When  tin 
sewer  is  built  we  shall  have  a  proper  place  to  run  it  off  in. 

Q,   Are  the  intestines  washed  first  f    A.   No,  they  are  stripped.  \ 

Q,  Where  do  the  washings  of  them  go  t  Al  They  go  into  the  tidfl^of 
course. 

Q,  The  intestines  are  taken  into  the  gut-room ;  what  is  done  will 
them  1    A.   We  salt  them,  and  men  dress  them  for  market  use. 

Q,  Is  n*t  that  very  nasty  work  ^  A.  I  don't  know  that  it  is  ntj 
nasty.     We  can  make  a  nasty  job  of  anything  if  we  have  a  mind  ta 

Q.  But  most  of  your  poor  workmen  are  employed  in  doing  that  iroikl 
You  don't  have  any  of  your  best  men  there  1  A.  They  are  mostly  out 
legged  men  and  men  who  are  disabled. 

Q,  And  some  Portuguese  1  .^.  I  don't  know  of  any  Portuguese  inmf 
establishment. 

Q.  That  is  n't  a  very  pleasant  smell,  is  it  f  A.  It  is  merely  a  losd 
smell.     There  is  no  odor  there  that  will  affect  anybody  outside. 

Q,  Why  do  you  put  chloride  of  lime  there  f  AL  Why  do  yoa  pii 
chloride  of  lime  anywhere  1 

Q.  To  get  rid  of  smells,  I  suppose.  Do  the  washings  from  the  go^ 
room  go  into  the  tide )  ^  Of  course  the  cleanings  firom  the  gut-noiB 
go  into  the  tide. 

Q,  You  don't  try  to  influence  any  local  boards  of  health  there  1  J.  I 
never  did. 

Q.  Or  tried  to  influence  elections  in  any  way  to  prevent  parties  froo 
going  into  the  Board  who  were  opposed  to  you  1  A.  Do  you  want  id 
go  into  that  1 

Q,  It  was  alluded  to  in  the  opening  argument  here.  I  want  to  adt 
you  whether  you  tried  to  influence  the  action  of  the  local  Board  of  HesUht 
A.   I  don't  think  the  men  on 'that  Board  are  men  of  that  stamp. 

Q,  Mr.  Woodbridge  is  a  neighbor  of  yours,  is  n't  he  ?  ji.  He  ii  i 
neighbor  of  mine. 

Q,  And  Mr.  Kendall  does  your  piping  1  A,  He  does  what  woiklv 
me  he  can  get. 

Q.  You  had  more  or  less  conversation  with  Mr.  Sawin  at  the  hesrint 
had  n't  you  1    A.   Never  saw  him  before  that  night. 

Q.  Have  you  had  some  conversation  with  him  since  1  A,  Never  fam 
had  a  conversation  with  him  since. 

Q.  But  your  men  have  tried  to  defeat  one  of  the  candidates  f(H*  Ald^ 
man  f    A.  And  they  did  defeat  him,  because  he  was  n't  fit  to  be  then*    1 

7%«  Chairman.  I  don't  see  the  object  of  going  into  this,  Mr.  lb*  | 
Intire. 

Mr.  Muzuy.  We  don't  object.  Mr.  Squire  does  n't  live  in  the  tofffl^ 
His  men  have  been  turned  out  of  meetings  and  had  their  rights  invtdei  \ 

Mr.  McIrUire.     I  don't  wish  to  go  into  that     We  wish  to  show  tUt 
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they  did  go  to  the  meetings,  and  we  can  show  that  money  has  been  spent 
to  defeat  a  man  from  our  ward  who  has  acted  with  the  petitioners. 

Mr,  Muaey,  We  have  not  the  slightest  objection^  All  I  desire  to  say, 
now  that  the  question  has  been  raised,  is,  that  we  do  not  object;  but 
the  Board  will  recognize  the  propriety,  if  any  &lse  aspersions  are  cast 
upon  us,  of  our  making  a  proper  reply. 

Tlu  Chairman.     I  think  the  subject  had  better  stop  here. 

Mr,  Melniire.     I  don't  care  to  follow  it  any  further. 

Q.  (by  Mr,  Mclntire),  On  the  night  of  the  31st  of  July,  when  this  hor- 
rible stench  came  'up  that  has  been  testified  to,  you  say  you  first  tried 
the  experiment  of  using  this  apparatus  in  the  presence  of  Mr.  Magoim 
and  others  besides,  and  that  night  it  did  n't  work  well  f  A.  For  a  few 
minutes  it  did  n't  work  well,  and  then  the  gas  came  out.  Then  in  ten 
minutes  it  was  attached  and  there  was  no  more  chance  for  it  to  come  out. 

Q,  (by  a  member  of  the  Board),  Where  was  it  attached  ^  Jl  Right  on 
the  bridge. 

Q.  (by  Mr,  Mclntire),  Then  you  think  the  gas  did  come  out,  and  that 
was  the  cause  of  the  smell  %  A,  No,  not  a  bit  of  it  The  smell  we  had 
did  n't  last  ten  or  fifteen  minutes,  and  it  began  about  seven  o'clock. 

Q,  You  heard  Mr.  Ijlunroe  testify  that  the  water  was  .hot  1  A,  Yes ; 
th^  did  n't  know  how  to  use  it. 

Q,  Did  the  water  get  hot  again  that  night  t  A,  Yes.  It  got  hot 
•gain  before  they  came  there. 

Q,   And  you  regarded  the  result  of  the  trial  satisfactory  %    A,    1  did. 

Q,  How  do  you  know  that  the  sewer  at  the  House  of  Correction  is  so 
fbull  A,  It  must  be  so,  because  of  the  number  of  water-closets  discharged 
there. 

Q.   You  don't  know  about  it  yourself]    A.   No,  sir. 

Q»  Have  you  seen  any  blackening  of  the  houses  there  near  the  bridge  % 
A.   No,  sir,  I  don't  think  I  have. 

Q,  Then  you  were  not  testifying  of  anything  that  you  had  seen  your- 
self 1    Au.  No,  I  have  not  examined  the  sewer.     I  hewl  people  say  so. 

Q,  What  you  have  testified  to  has  been  upon  what  you  have  heard 
other  people  say  of  the  sewers  %  A,  \  know  where  they  are.  I  have 
noticed  a  smell  from  them,  and,  in  crossing  Dock  Square,  I  have  noticed 
a  imell  that  corresponds  to  these  vilest  stinks. 

Q,  (by  Mr,  Mitzzey),  Do  you  mean  to  say  that  you  are  aware  of  the 
situation  of  the  sewer  that  you  described  in  your  direct  examination,  and 
have  smelt  odors  that  came  from  there  1  A,  These  smells  that  they 
have  been  talking  about,  —  these  ranky,  knock-down  smells,  —  I  don't 
know  anything  about  them. 

Q.  You  are  familiar  with  the  smells  iu  your  basin  f  ^.  I  am  familiar 
with  them,  of  course. 

Q,  (by  a  member  of  the  Board),  You  mean  to  say  you  have  smelt  these 
odors  of  sewers  in  the  streets  of  Boston  1  A.  1  have  heard  a  great  many 
descriptions  of  these  stinks,  and,  in  passing  oyster  saloons  in  Dock  Square, 
I  have  smelt  the  vilest  stinks  I  ever  got. 

Q.  Have  you  a  similar  smell  1  A.  We  have  a  strong  dock  smell,  but 
not  as  bad. 

Q,   I  would  like  to  know  if  Mr.  Squire  has  noticed  this  bad  smell  at 


208 

the  mouth  of  the  sewer t    A,   No,  only  from  general  remark ;  I  haven't 
been  to  these  outside  ones. 

Q.  (by  Mr,  Derby).  You  smell  the  sewers  that  run  into  your  bana  f 
A.    Of  course  we  get  a  smell  from  them. 

Q.  (by  Mr.  Mclntire).  Is  there  more  than  one  sewer  that  empties 
under  your  establishment.  A,  There  is  one  other  that  empties  inside  of 
mine.     It  is  within  my  ground. 

Q.  Do  you  ever  notice  the  mouth  of  that  sewer  1  A.  I  have  noticed 
it  a  good  many  times,  but  I  never  noticed  these  other  smells  that  joa 
have  been  talking  about  We  have  a  strong  dock  smell,  but  not  the 
knock-down  smell  that  they  are  talking  about.  I  think  the  quantity  it 
small  for  the  locality.     There  is  a  good  deal  of  water. 

Q,   Do  you  suffer  with  catarrh  1    A.   No,  sir,  not  a  bit. 

Q,  You  heard  Dr.  Durgin  and  Mr.  Boardman  tell  of  a  smeH  they  got 
in  the  quandrangle.  I  believe  Professor  Munroe  also  testified  in  reg^ 
to  it  What  do  you  think  that  smell  was  ^  A.  1  can't  tell  you.  Dr. 
Durgin  snuffed  around  there  and  I  could  n't  smell  anything. 

Q.  And  you  could  n't  smell  anything  that  they  did  ^  A.  1  look  at  it 
just  this  way  :  I  calculate  that  anybody  being  down  in  the  market — a 
man  who  is  there  every  day  —  would  n't  smell  anything,  and  a  man  jait 
come  in  would. 

Q.  Now,  you  have  long  ventilators  the  whole  length  of  your  building 
have  n't  you  ?  A.  This  is  a  new  apparatus.  We  put  ventilators  then 
that  did  n't  exist  there  before. 

Q.  What  is  there  that  passes  into  the  tall  chimney  ^  A.  Nothing  but 
wood  and  coal,  except  this  gas. 

Q.  What  was  the  object  of  buUding  it  so  tall  1  A.  We  built  it  lO 
because  we  thought  it  might  be  needed. 

Q,  Did  you  expect  to  turn  off  any  steam  there  ?  A.  We  thought  it 
might  be  needed. 

Q.  You  are  building  a  large  enclosed  space  there  in  the  basin;  iM 
is  that  for  ?     A.    It  is  a  reservoir  for  water. 

Q.    Where  do  you  intend  to  get  your  water  from  ]    A,   Ontheotbff 
side  of  the  basin  people  get  any  amount  of  water  by  dfgging-twelve*  I 
fourteen  feet.     Folks  who  live  there  said  we  could  supply  our  works  if  i* 
had  a  reservoir  there.     So  I  drove  piles  and  planked  it  up  eighty  M 
square.     Then  we  shall  clean  out  the  mud  and  dig  down  there. 

Q.  Do  you  think  that  will  be  pure  water  1  A.  Yes;  the  man  said  it 
was  clean,  pure,  and  fresh. 

Q.  Don't  you  intend  to  do  anything  there  but  dig  out  for  wst*' 
A.    I  don't  intend  to  do  anything  else. 

Q.  Do  you  think  the  water  that  runs  in  there  would  be  pure  enoQ^ 
to  use  1  A.  Yes,  sir ;  pure  enough,  if  the  spiles  are  driven  down  k 
enough. 

Q,  Is  there  any  connection  between  that  place  and  your  aeicrlj 
A.    No,  sir. 

Q.   It  is  n't  intended  to  blow  off  with  1    A.    No,  sir. 

Q.  (by  a  member  of  the  Board),  Do  you  think  it  will  be  good  wit*' 
A,   Yes,  sir.     If  it  is  not  what  we  expect,  we  will  fill  it  up. 

Q.  {by  Mr,  Mclntire).  You  say  you  have  tried  to  call  the  attentioii<' 
the  authorities  to  the  cause  of  the  odor  that  has  arisen  1     Whom  halt 
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>ii  ever  applied  to  1  A.  1  sent  a  petition  to  the  city  of  Boston.  The 
tason  I  did  it  was  because  the  newspapers  accused  me  of  making  stinks 
hich  I  did  n't  make.  I  came  to  the  conclusion  that  the  difficulty  was 
ith  the  draughts  up  the  sewers. 

Q.  And  you  notified  the  authorities  that  the  draughts  were  in  good 
mdition  1 

Mr,  Mvaey,     We  have  the  document  here  which  will  show  it. 
A.   That  was  the  object  of  it. 

Q.   What  did  you  do  with  Charlestown  %    A,   1  sent  a  petition,  and 
illed  attention  to  their  own  difficulties  in  Canal  Street.     Knowing  that 
did  n't  make  the  smells,  I  wanted  them  to  look  for  them  at  their  own 
ioors. 

Q.  You  stated  that  there  was  more  than  one  hog  a  day  which  came 
through  dead  \  A,  1  won't  be  certain,  but  I  think  it  would  n't  ayerage 
toore  than  one  a  day. 

Q,  But  they  came  mostly  in  hot  weather  t  A,  Extremely  cold  weather 
11  about  as  bad  as  hot  weather. 

Q.  How  do  you  collect  solid  matter  that  is  in  the  scalding-tank  1 
What  is  your  method  %    A.   1  said  I  did  n't  understand  it 
Q,  Do  you  understand  that  you  collect  all  the  solid  matter  t 
Mr.  Derby.    We  will  put  on  the  foreman  presently,  and  he  will  explain 
ttii 

Witness.  We  have  a  method  of  disposing  of  the  solid  matter.  It  is 
piBBed  off  into  offal  wagons,  and  goes  to  Mr.  Bradley's. 

Q.  (by  Mr.^McIntire),  Is  there  not  a  certain  amount  of  bi^istles  in 
there)  Do  you  take  any  care  to  catch  them  before  they  go  into  the 
lolid  matter  1  A.  The  bristles  there  don't  amount  to  anything.  When 
the  hog  is  scalded,  some  of  them  are  rubbed  off.  They  are  scraped  off. 
Q.  (6y  Mr,  Derby).  There  is  a  specific  process  for  that  1  A.  Yes,  sir. 
Q.  (by  a  member  of  the  Board).  Why  would  n't  it  be  a  safer  thing  to 
have  the  cutting  up  done  at  your  place  f  A,  It  is  better  to  have  them 
ttrried  in  and  cut  up  as  people  want  them  for  market.  We  have  ice- 
boxes for  them  to  be  put  in. 

Q.  Your  impression  is  that  this  smell  of  the  sewer  came  from  the 
Bo^on  side  of  the  river  %  A.  1  have  no  doubt  that  this  stink  of  July 
n  came  from  the  sewer  at  the  House  of  Correction.  I  left  our  works 
sot  more  than  five  minutes  from  half  past  eleven,  and  nothing  could  be 
tweeter  than  they  were  then. 

Q.  {by  Mr.  Muzzey),  You  were  asked  about  the  old  grease  establish- 
BMDts  in  former  days,  whether  they  did  n't  keep  their  rancid  grease  on 
hand  to  boil  it ;  let  me  ask  you  whether  the  odor  comes  from  the  dis- 
ckai^ge  into  the  water  1    A,   No,  sir. 

Q.  (by  Mr.  McIrUire),  What  do  I  understand  you  to  state,  —  that  if 
i  hog  die  on  the  way  from  Chicago,  he  is  taken  out  and  sold )  A.  He  is 
kft  there.  The  cars  are  examined  at  the  first  stopping-place,  and  the 
dead  ones  are  taken  out,  and  so  on  to  the  last  place ;  so  that  no  hog 
neaches  the  works  unless  alive,  unless  he  has  been  killed  on  the  way  from 
Albany  to  Cambridge. 

Q.  iffy  Mr.  Muzzey).  Speaking  of  the  gases  that  you  now  bum  into 
the  furnaces,  I  will  ask  you  whether  Dr.  Jackson  said  that  the  former 
method  was  satis&ctory  in  disposing  of  the  gases  1    A,   He  did. 

14 
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Q.   Do  you  know  whether  Tobin  and  Beal  have  the  same  method  tt 
their  establishmeut  on  £a8t  River  Y    A.    1  know  they  have. 

Mr.  Muzzey.  In  one  of  those  establishments  none  of  those  gases  are 
oonsumed  by  fire. 

Q,  (by  Mr.  Mclntire).  Now,  there  was  a  little  escape  of  gas  on  the 
first  trial  of  your  gas-consuming  apparatus  on  July  31.  I  wish  to  ask 
you  whether  since  then  there  has  been  any  trouble,  and  whether  ihat 
machine  performs  its  service  without  irregularity  1  A,  It  does,  or  seems 
to. 

,  Q,  (by  Mr.  Muzzey).  You  spoke  of  sometimes  having  seven  thouBaod 
hogs  in  your  slaughter-house ;  does  that  happen  except  during  the  oold 
weather]    A.    No,  sir. 

Q.  Does  it  happen  except  when  the  cars  are  delayed  by  snow-storms 
or  there  is  a  block  up  on  the  road  1    A.   No,  sir. 

Q.  (by  Mr.  Mclntire).  What  did  I  understand  you  to  say  about  the 
blood  from  the  intestines  1  Does  that  go  into  the  river)  A,  There  isn't 
any  there. 

Q.  Only  the  washings  and  drippings  ever  run  into  the  river  Y  A.  No, 
sir. 

Q.  {by  Mr.  Muzzey).  Now,  Mr.  Kendall  —  Deacon  Kendall,  as  he  is 
called  —  has  been  spoken  of  as  a  man  likely  to  be  influenced  because  you 
bought  certain  things  of  him.  Is  he  not  a  member  of  the  firm  of  Ken- 
dall &  Roberts  in  Cambridge )    ^4.   He  is. 

Mr,  Muzzey.  That  is  a  sufficient  indorsement  of  him  for  the  puUio 
and  this  Board. 

Mr.  Derby.  I  have  in  my  possession  some  account  in  a  newspaper  of 
the  progress  of  SomerviUe.  I  have  n't  time  to  read  it,  but  wiU  simply 
give  it  to  the  Board. 
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REPORT 

ON  AN  INVESTIGATION  OF  THE  SOURCES  OF  THE  OFFEN-. 
SIVE  ODORS  WHICH  ARE  ASCRIBED  IN  A  PETITION  BY 
JOHN  M.  TYLER  AND  OTHERS,  BEFORE  THE  STATE  BOARD 
OF  HEALTH,  TO  THE  HOG-SLAUGHTERING  ESTABLISHMENT 
OF  JOHN  P.  SQUIRE  &  CO.  OF  EAST  CAMBRIDGE.  BY  PROF. 
E.  N.  HORSFORD. 

Mr,  Mwaey,     When  I  was  first  employed  in  this  case,  and  was  notified 

of  the  time  allowed  for  the  preparation  of  the  case,  I  regretted  yery 

much  that  we  were  deprived  of  the  services  of  Dr.  Jackson^  who  had 

been  employed  in  the  case.     I  inquired  of  my  client  whether  he  knew 

Professor  Horsford,  and  he  said  he  did  not.     I  asked  whether  he  had  ever 

JMen  to  the  establishment,  and  learned  that  he  had  not.     I  then  asked 

my  client  if  he  was  willing  to  trust  his  case  to  the  investigation  of  Professor 

Horsfordy  and  he  replied  that  he  was.     Immediately  upon  the  return  of 

Professor  Horsford  from  Europe,  I  waited  upon  him,  requested  him  to  make 

u  investigation  of  the  case,  and  obtained  from  him  a  promise  to  visit  the 

^blishment.     I  am  happy  to  state  that  this  Board  was  willing  to  grant 

njy  request  to  give  him  time  for  his  investigations,  and  I  am  still  more 

^Ppy  to  call  him  to  give  the  results  of  those  investigations  to  this  Board. 

Professor  Horsford  was  sworn. 

Mr,  Muzzey,  I  desire,  Professor  Horsford,  to  put  to  you  this  general 
^J^estion :  Will  you  state  briefly  the  general  circiunstances  under  which 
you  entered  into  this  investigation  and  what  results  yOu  have  reached  % 

^Tofes9or  Horsford.  As  Mr.  Muzzey  stated  in  his  opening  remarks  in 
'^rd  to  my  testimony/  he  waited  upon  nie  very  soon  after  I  arrived  in 
fown  after  an  absence  of  six  months,  with  a  request  that  I  should  exam- 
*^e  the  case  of  alleged  nuisance  in  East  Cambridge.  I  doubted  very 
^ttcb  whether  I  coidd  commaud  the  time,  in  view  of  the  numerous  en- 
gagements that  devolved  upon  me,  partly  in  consequence  of  my  business 
^  partly  in  consequence  of  the  peculiar  state  of  affairs  in  which  I 
found  myself.  But  I  was  willing  to  go  down  and  see  whether  it  was  a 
practical  subject  to  follow  up.  I  then  said  that  if  I  had  time  I  could 
jnake  myself  familiar  with  the  subject  and  be  qualified  to  give  an  opin- 
ion in  regard  to  it.  He  then  intimated  to  me  that  I  could  probably  have 
until  the  1st  of  December  in  which  to  make  the  investigations.  I  set 
Abont  it  immediately,  and  have  continued  from  that  time  until  this.  I 
may  say  that  I  completed  a  report  upon  the  whole  question  about  a 
ibrtnight  ago.    Mr.  Muzzey  requested  that  I  should  put  it  in  writing  and 


21S 

have  it  printed  for  his  oonvenience,  and,  as  it  was  possible,  I  thought  i^ 
might  be  well  to  put  the  result  of  my  labor  into  permanent  form,  and  ■ 
have  the  whole  manuscript  in  my  hands.  That  I  might  have  the  ligh"^ 
of  anything  that  was  presented  by  the  prosecution,  and  that  I  migfa.^ 
amend  my  judgment  if  it  became  necessary,  I  have  retained  the  mane:: 
script  until  the  present  moment.  I  believe  that  I  have  put  into  a  fe-^- 
words  the  reasons  which  have  led  me  to  the  opinion,  and  I  have  put 
into  fewer  words  than  I  can  present  it  in  any  other  form. 


THE    REPORT. 

The  question  of  connection  between  the  Squire  Hog-Slaughter- 
ing Establishment  at  East  Cambridge  and  the  offensive  vapors 
which  have  been  the  subject  of  complaint  in  Somerville,  Eait 
Cambridge,  Cambridgeport,  Old  Cambridge,  Charlestown,  and 
Boston,  during  the  last  two  years,  resolves  itself  Inainly  into 
three  inquiries,  relating, — 

1.  To  the  smell  of  sulphuretted  hydrogen^  which,  under  certain 
circumstances,  rises  from  decaying  animal  matter,  and  which  is 
capable,  under  certain  atmospheric  conditions,  of  changing  the 
white  color  of  silver  to  brown,  and  of  lead  paint  from  whitenesSi 
or  from  light  shades,  to  a  slate-color. 

2.  To  the  smell  due  to  fat  rendering,  soup-liquor,  and  scalding- 
water. 

3.  To  the  smell  of  living  swine. 

In  regard  to  the  first  of  these,  it  may  be  stated  that  it  is  be- 
lieved by  many  persons  that  sulphuretted  hydrogen,  the  chief 
offensive  gas  arising  from  putrid  animal  matter,  is  necessarily 
exhaled  from  any  slaughter-house,  with  whatever  care  its  processes 
may  be  carried  on. 

The  foundation  for  this  belief  rests  mainly,  doubtless,  in  the 
well-known  offensiveness  of  the  neighborhood  of  old  and  long-used 
slaughter-houses.  This  belief  is  strengthened  in  the  particular  case 
of  Mr.  Squire  by  several  considerations  which  may  be  enumerated. 

1.  There  are  more  houses,  the  paint  of  which  is  discolored,  in 
the  immediate  neighborhood  of  Mr.  Squire's  establishment  than  at 
great  distances  from  it ;  and  sulphuretted  hydrogen  is  known  to 
change  the  light  shades  of  lead  paints  to  a  dark  slate-color. 

2.  The  discoloration  of  houses  and  the  offensiveness  of  the 
atmosphere  have  increased  somewhat  in  the  ratio  of  tlie  increase 
of  the  works. 
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8.  This  increase  of  annoyance  and  of  the  industry  have  been 
coincident  in  point  of  time. 

These  foundations  of  popular  belief  are  entitled  to  full  con- 
sideration. 

Mere  Slaughtering  not  neeessarilg  Offeneive. 

In  the  first  place,  the  mere  slaughtering  of  animals  need  not  be 
attended  with  exhalations  offensive  to  persons  at  any  considerable 
distance.  If  the  opposite  were  true,  an  inoffensive  and  successful 
abattoir  would  be  an  impossibility.  Tlmt  abattoirs  are  successful 
and  inoffensive  we  know  from  the  experience  of  Paris,  of  Mar- 
seilles, of  Pesth,  of  New  York,  and  of  Brighton.  The  cause  of 
offence  lies  not  in  the  slaughtering,  but  in  the  want  of  care  of  the 
fat,  blood,  and  inedible  parts. 

If  the  viscera,  blood,  and  waste  matters  are  permitted  spontane- 
ously to  go  into  putrefactive  fermentation,  sulphuretted  hydrogen, 
either  by  itself  or  in  combination  with  ammonia,  will  escape  into 
the  air.  In  Pesth  all  such  matter  is  washed  from  stone  walls 
and  floors  into  the  Danube.  In  Paris  every  portion  is  most  care- 
fully utilized,  taking  advantage  of  heat,  water,  and  antiseptics  to 
altpgether  prevent  the  fact  of  putrefaAtive  fermentation.  The 
presence  of  smooth  stone  and  cement  surfaces  in  Paris  and  Pestli 
make  thorough  removal  of  the  animal  refuse  and  waste  practi- 
cable. 

But  in  our  old  and  long-used  slaughter-houses,  without  proper 
floors  or  drainage,  the  soil  of  the  underlying  and  surrounding 
grounds  is  saturated  with  animal  matter  in  a  state  of  decay,  and 
so  is  a  source  of  fetid  exhalations. 

The  local  considerations  applying  to  Squire's  works  are,  at  first 
glance,  of  considerable  weight. 

It  is  natural  to  think  that  two  events,  uniformly  coincident  in 
time,  should  be  in  some  way  mutually  dependent.  But  it  is  pos- 
sible to  err. 

Tlie  inference  that  Mr.  Squire's  slaughtering  or  rendering  is  the 
direct  and  only' cause  of  the  blackening  of  the  houses  in  the  neigh- 
borhood demands  that  there  should  be  found  no  other  adequate 
cause,  and  that  we  should  be  able  to  find  somewhere  in  the  estab- 
lishment an  adequate  cause.  It  involves  Uiis  also :  that  if  the  in- 
fluence of  blackening  goes  out  from  Mr.  Squire's  woi'ks,  it  should 
produce  its  effects  of  discoloration  first  on  the  sides  of  painted  ob* 
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jects  nearest  the  works,  and  that  the  effects  should  be  uniform  over 
the  surface.  This  is  obvious  from  the  consideration  that  the  black- 
ening  influence  must  be  carried  by  the  wind.  It  would  of  course 
reach  the  nearer  side  first.  Such  an  effect  as  blackening  the  most 
distant  side  of  a  house,  while  tlie  side  directly  open  to  a  current  of 
air  from  the  slaughter-house  and  nearest  to  it  was  unchanged  in 
color,  is  simply  impossible.  It  is  especially  and  manifestly  impos- 
sible that  a  black  spot  should  be  produced  on  the  distant  side  of  a 
house,  while  all  around  and  especially  the  nearer  and  more  ex- 
posed surfaces  were  unchanged  in  color. 

Photoffraphs  of  Discoloration. 

The  application  of  this  principle  to  the  question  in  hand  is  illus- 
trated in  two  photographs  which  have  been  taken, — one  exhibiting 
a  dwelling-house  and  the  establishment  of  Mr.  Squire  at  a  little 
distance  and  across  an  open  area,  and  another  exhibiting  a  black 
spot  on  the  same  dwelling-house  on  the  side  most  distant  from  the 
works.  [The  map  gives  the  position  of  the  dwelling-house  as  third 
in  the  line  of  the  Boston  and  Albany  Railroad  from  Cambridge 
Street  on  the  left  side  of  the  track.]  Nothing  can  well  be  clearer 
than  that  no  agency  transmitted  through  the  air  from  the  slaughter- 
house of  Mr.  Squire  could  have  produced  this  particular  effect  of 
discoloration. 

Sulphuretted  Hydrogen^  the  nauseouSj  irritating  Gas  that  discolors 

Paint. 

The  cause  of  this  kind  of  discoloration  is  well  known,  as  already 
stated,  to  be  sulphuretted  hydrogen,  which  decomposes  paints 
having  a  basis  of  white  lead ;  zinc  and  ochre  paints  are  not 
affected. 

The  same  agent,  as  is  well  known,  is  the  source  of  one  of  the 
most  offensive  and  irritating  smells  found  about  accumulations  of 
putrid  animal  matter,  as  vaults,  the  mouths  of  sewers,  docks,  etc. 

The  Offensive  Vapors  of  July  81,  1873. 

This  particular  odor,  arising  from  putrefying  animal  matter,  is 
soluble  in  water;  its  escape  from  water  or  from  decaying  sub- 
stances is  facilitated  by  a  falling  barometer,  —  that  is,  by  diminished 
atmospheric  pressure,  —  and  its  production  by  warm  weather.  Its 
intensification  as  an  annoyance  is  aggravated  by  all  these  quali- 
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ties  being  taken  advantage  of,  in  concurrence  with  a  muggy  at- 
miosphere  and  a  very  gentle  breeze,  as  a  dry,  high  wind  would  rapidly 
dilnte  the  gas  beyond  recognition.  Most  of  these  qualities  were 
Javorably  concurrent  to  offensiveness  on  the  evening  of  the  81st  of 
last  July.  There  was,  following  that  particular  evening,  an  almost 
imiversal  outbreak  of  complaint  against  this  particular  smell.  Pop- 
ular suspicion  fastened  on  the  establishment  of  Mr.  Squire  as  the 
Bource  of  the  offensive  odor. 

To  test  the  justice  of  this  suspicion  there  are  obvious  resources. 

TThe  smell  was  sickening  that  night  at  the  Lower  Port,  in  East 

Cambridge,  in  Old  Cambridge,  and  in  Somerville;  but  it  also 

compelled  families  in  Chestnut  Street,  as  well  as  on  the  Back  Bay 

and  in  Charles  Street,  Boston,  to  close  their  windows.    It  was 

offensive  even  at  the  Harvard  College  Observatory.    The  smell 

▼as  universally  characterized  as  the  "dock  smell,"  —  the  smell 

that  one  occasionally  experiences  on  the  West  Boston  Bridge. 

This  was  the  odor  that  reached  the  Observatory.    Now,  it  is  highly 

probable  that  annoyances  of  the  same  nature  could  not  reach  all 

these  different  localities  from  one  isource  in  any  length  of  time. 

Bat  it  is  positively  certain  that  the  offensive  gas  of  sulphuretted 

hydrogen  could  not  have  proceeded  from  one  centre  to  so  many 

different  and  distant  points  on  the  same  occasion  ;  because,  if  the 

air  was  at  rest,  it  would  not  move  at  all,  and  if  it  were  in  motion, 

it  could  not  be  in  motion  in  various  opposing  directions  at  the 

same  time. 

liSt  us  look  at  the  condition  of  the  atmosphere  as  shown  by  the 
meteorological  record  kept  at  the  Observatory.  Tlie  day  had  been 
cloudy,  the  evening  was  muggy,  —  that  is,  the  air  was  saturated 
or  supersaturated  with  moisture.  The  barometer  at  ten  o'clock 
on  the  morning  of  July  31  stood  30^.18 ;  at  four  o'clock  in  the 
rftemoon,  SO^'.ie.  The  next  morning  it  stood  at  80^06,  and  the 
J^xt  afternoon  at  29°.97.  It  was  a  falling  barometer,  and  so 
&Torable  to  the  escape  of  gas  from  decaying  matter  or  from 
water.    The  temperature  all  day  was  above  80°. 

There  was  a  breeze  of  four  miles  an  hour  at  four  o'clock  in  the 
afternoon.  This  breeze  was  from  the  southeast  veering  to  the 
aooth.  [The  next  morning  at  ten  o'clock  it  was  from  the  south.] 
He  tide  was  going  out.  According  to  the  Coast  Survey  Tide- 
Tables  it  was  dead  low  at  the  Navy  Yard  at  about  10.53  P.  M. 
Hie  flats  along  the  Cambridge  shore,  which  are  covered  by  four 
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and  a  half  feet  of  water  at  high  tide,  must  have  been  bare  before 
eight  o'clock.  Between  eight  and  nine  o'clock  in  the  evening 
of  July  31,  the  offensive  smell  at  the  Observatory  was  experienced. 
If  we  take  the  Coast  Survey  map  of  Boston  Harbor,  and  lay  the 
edge  of  a  ruler  on  the  Harvard  College  Observatory  in  the  direction 
of  southeast  and  northwest,  it  will  be  seen  to  pass,  not  through 
Squire's  establishment,  or  even  East  Cambridge  at  all,  but  to  pass 
through  Cambridgeport,  to  the. south  of  Broad  Canal,  and  over  the 
flat  land,  bare  at  low  tide,  above  West  Boston  Bridge,  in  the  di- 
rection of  Boston  Back  Bay.  These  observations  determine  that 
on  the  night  of  July  31  not  only  was  the  offensive  smell  in  East 
Cambridge  not  due  to  Squire's  works,  but  the  offensiveness  of 
the  atmosphere  of  Cambridgeport,  and  even  of  the  whole  city 
of  Cambridge,  on  that  evening,  was  not  at  all  due  to  Squire's 
works,  for  the  simple  reason  Uiat  the  wind  and  its  direction  nuule 
it  impossible.  What  applies  to  Squire's  works  applies  with  nearly 
equal  force  to  all  the  basins  of  Miller's  River.  Somerville  must 
have  suffered  from  the  exhalations  «f  the  river  basins  on  the 
night  of  July  31,  but  no  portion  of  Cambridge,  except,  possibly, 
from  deflected  currents,  that  along  the  immediate  margin  of 
the  basins. 

Coincidences  and  their  Explanatum. 

To  consider  in  the  next  place  the  meaning  of  the  coincidence 
in  the  ratio  of  annoyance  with  that  of  increase  of  the  works  and 
the  coincidence  of  these  in  time,  is  almost  rendered  unnecessary 
by  the  conclusion  already  arrived  at.  Still  it  may  be  desirable 
to  show  their  real  significance. 

Settling  Basins  ;  Normal  Action  of  Flood  Tide. 

It  is  well  known  that  until  the  advent,  in  point  of  time,  of  the 
offensive  smells  in  various  parts  of  Cambridge,  where,  until  com- 
paratively recently,  they  had  not  been  observed,  the  slaughter- 
works  on  Miller's  River  were  in  the  way  of  discharging  their  blood 
and  refuse  directly  into  the  basins,  to  be  removed  twice  a  day  by 
the  visits  of  the  tide.  As  on  the  retreat  of  the  sea  the  basins 
were  emptied,  whatever  had  been  received  into  them  that  was- 
either  soluble  in  sea-water,  or  of  less  specific  gravity  than  sea- 
water,  was,  as  a  general  rule,  carried  out.  There  was,  however, 
a  variable  amount  of  insoluble  material  brought  in  by  the  rising 
tide  and  left  at  each  ebb. 
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This  action  of  the  incoming  tide  is  familiar  to  engineers.  Tlie 
Beport  of  1861  of  the  Boston  Harbor  Commission  —  consisting  of 
General  Totten,  Chief  of  the  United  States  Engineers,  Prof.  Bache, 
chief  of  the  Coast  Survey,  and  Admiral  Davis  —  contains,  at  page 
19,  the  following.  Speaking  of  deposits  in  the  Mystic  River,  it 
Bays:  "  A  considerable  portion  of  those  large  masses  of  mud  lands, 
which  are  found  in  all  such  places,  are  deposited  on  the  top  of  the 
flood  tide,  and  especially  at  those  periods  when  the  agitation  of  the 
water,  under  the  influence  of  violent  winds,  disturbs  the  bottom 
and  sides  of  the  channel.  The  lightest  material  is  carried  upon 
the  shoal  ground  to  the  highest  level  attained  by  the  tide,  where 
the  water  becomes  quiet,  and  the  currents  of  the  ebb  have  but 
little  appreciable  velocity  and  no  determinate  direction.  The  cur- 
rent of  the  ebb  therefore  carries  back  only  a  part  of  the  material. 
Every  successive  tide  for  a  certain  time  increases  in  this  manner 
(however  slowly)  these  banks  of  mud  that  are  to  be  seen  wherever 
the  tide  flows." 

To  this  deposit,  due  to  flood  tide,  consisting  more  or  less  of 
Boston,  East  Boston,  and  Charlestown  sewage,  were  added  varied 
contributions,  from  the  shore,  of  dead  animals  and  refuse  material 
of  the  streets  and  through  the  sewers  from  2,000  dwellings,  all 
contributing  to  swell  the  accumulation  at  the  bottom  of  the  basins. 

On  inquiry  of  various  observant  persons,  resident  in  the  neigh- 
borhood for  many  years,  it  has  been  ascertained  that  eighteen  years 
•go  the  water  of  Miller's  River  was  sufficiently  clear  to  bathe  in ; 
that  eels  and  flounders  visited  it  and  were  captured  from  it.  But 
ftat  since  that  time  the  water  has  gradually  become  turbid  and 
offensive  ;  and  the  blackening  of  paint  on  houses,  and  the  coinci- 
dent visit  to  dwellings  of  sickening  odors,  have  been  more  frequent. 

One  coincident  fact  is  the  appearance  of  Squire's  Slaughtering 
Vorks  on  the  shore  of  the  basin ;  but  another  is  that  about 
twenty  years  ago  the  embankment  of  Bridge  Street,  and  the 
^^•rrowing  of  the  channel  to  some  eighteen  feet,  was  accomplished, 
bf  which  work  the  Squire  Basin  was  converted  into  a  marked 
^ing  area. 

The  filling  up  and  progressive  contraction  of  the  Boston  Back 
»*y,  which  was  previously  a  great  settling  basin,  is  another  coin- 
cident feet.  With  this  contraction,  the  settling  capacity  of  the 
Kmaining  areas,  including  the  flats  and  indentations  of  the  Can^ 
ividge  shore,  has  been  brought  into  larger  service. 


218 


Effect  of  introducing   Water  into  the   Oitiei  upon  the  Amoufd  cf 

Sediment  in  Sewage. 

Previoas  to  the  introduction  of  the  Mjstic  water  into  Charles- 
town, —  that  is,  some  seven  to  eight  years  ago,  —  there  were 
numerous  cesspools  and  privies  which  had  no  communication  with 
the  harbor,  but  were  cleaned  out  from  time  to  time  by  the  ni^t- 
cart  service.  Since  the  introduction  of  the  aqueduct  these  depos- 
its have  been  more  and  more  conducted  to  the  sewers,  and  so  to 
the  harbor.  Wliat  is  true  of  Charlestown  and  Somerville  was 
true  at  an  earlier  day  of  Cambridge  on  the  introduction  and  dis- 
tribution of  the  Fresh  Pond  water  and  the  increased  developmeDt 
of  the  system  of  sewers ;  and,  at  a  still  earlier  day,  of  Boston  and 
East  Boston  on  the  introduction  of  the  Cochituate. 

Bridge  Street  Dam  in  1871. 

But  there  has  been  another  coincidence.  There  seemed  to  be 
in  the  summer  of  1871  a  sudden  augmentation  of  the  offensiTe 
odors  about  the  basins  of  Miller's  River.  It  appears  on  inquiry 
that  this  marked  increase  had  followed  a  well-intended  act  of 
the  City  Government  of  Cambridge.  Ascribing  the  annoyance  to 
the  exposure  of  the  bare  surface  of  the  bottom  of  the  Squire 
Basin  at  low  tide,  and  the  exhalations  from  tlie  mud  so  exposed, 
it  was  thought  that  covering  the  bottom  permanently  with  water 
would  prevent  the  exposure,  and  so  the  exhalations  and  ansoy- 
ance.  Accordingly,  by  an  order  of  the  City  Government,  tJi* 
outlet  of  Squire's  basin  between  the  piers  of  the  bridge  oft  . 
Bridge  Street  was  filled  up  to  a  depth  of  six  feet,  so  as  to  flood  '. 
Squire's  basin. 

This  dam  was  permitted  to  remain  for  several  weeks,  when  tbe 
exhalations  from  the  basins  above  having  been  rendei^d,  as  wil 
believed,  more  instead  of  less  offensive,  upon  the  remonstrance  of  ; 
the  city  of  Somerville  the  dam  under  the  bridge  was  removed. 

The  immediate  effects  of  the  erection  of  this  dam  were  to  de* 
prive  the  Squire's  works,  as  well  as  the  contributions  of  tto 
sewers,  the  vaults,  the  street  refuse,  and  all  the  slaughtering  ani 
rendering  and  soap  works,  above,  of  the  advantages  of  the  efHneDi 
tide  in  removing  the  matters  received  into  the  basins.  The  dani 
converted  what  had  before  served  as  settling  areas  into  eatdir 
basins. 
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In  illnstration  of  this  kind  of  action,  the  Report  of  the  Harhor 
Uommissioners  for  1861,  p.  22,  City  Doc.  No.  12,  remarks, 
*  Wherever  a  dam,  bridge,  or  weir  has  been  built  across  a  river, 
it  has  been  observed  that  the  alluvial  deposits,  whether  of  sand 
or  mud,  brought  up  by  the  flood  accumulate  very  rapidly,  par- 
ticularly in  the  neighborhood  of  the  obstruction,  and  in  this  way 
a  qnick  and  sensible  diminution  of  water  capacity  takes  place." 

It  is  not  to  be  wondered  at  that  the  offensive  exhalations  were 
intensified  after  the  dam  was  removed.  On  the  retreat  of  the 
water  and  the  laying  bare  of  the  bottom  of  the  basins,  they  were 
covered  with  the  accumulations  from  all  the  sources  above  and 
vonnd,  during  the  period  the  dam  had  been  standing.  At  each 
flood  this  deposit  was  stirred  up  by  the  rush  of  incoming  sea-water, 
—  with  each  ebb  the  deposit  was  laid  bare  to  the  sun  and  the  air. 
We  do  not  need  to  dwell  upon  what  must  have  been  the  conse- 
quences of  the  mistaken  act  of  erecting  a  dam  under  Bridge 
Street  Bridge. 

m 

Source  of  the  Dock  Mud  in  Squire^ %  Basin, 

How  much  of  this  increase  of  the  offensive  dock-mud  in  Squire's 
basin  is  due  to  contributions  from  beyond  the  slaughtering  cstab- 
BAnaents  on  the  shores  of  Miller's  River  ? 

To  answer  this  question  somewhat  extensive  observations  were 
nistitated. 

Wherever  the  sulphates  of  sea-water  and  organic  matter  of  any 
kin4  remain  long  in  contact  (with  exclusion  of  the  air),  reduction 
rf  the  sulphates  of  sea-water  to  sulphides  takes  place.  The  sul- 
phates soaking  through  rotten  logs  experience  this  reduction. 
An  acid  —  sour  water  of  any  kind,  even  carbonated  water  like 
■oda-water  is  adequate  —  striking  such  a  product,  sets  the  sulphu- 
Wttcd  hydrogen  free.  .Under  certain  circumstances,  there  is  an 
iocamulation  of  sulphur  in  combination,  which,  coming  to  the  sur- 
&oe  and  set  free,  constitutes  a  white,  somewhat  gelatinous,  body 
which  is  known  to  be  pure  sulphur.  Most  persons  have  seen  it 
•bout  sulphur  springs.  It  may  be  seen  at  Avon  Sulphur  Springs 
in  New  York,  and  at  the  White  Sulphur  Springs  in  Virginia. 
Wherever  this  deposit  is  observable,  there  volatile  sulphur  com- 
pounds have  been  produced.  Taking  this  guide,  it  is  not  necessary 
that  one  shouM  test  every  locality  for  the  volatile  compound.  The 
wliitc  deposit  is  itself  a  sufficient  indication  of  its  presence.     Such 


220 

deposits  are  seen  on  the  stones  at  the  sluice  below  North's  pork- 
slaughtering  establishment.  [Here  is  a  stone  which  was  covered 
with  it,  and,  though  drj  now,  has  still  a  graj  look.]  It  was 
covered  with  water  near  the  close  of  the  ebb  tide.  This  sulphur 
is  seen  as  a  white  deposit  at  various  sewers  about  the  basins, 
under  private  dwelling-houses  and  about  privies,  on  the  line  of 
the  Boston  and  Albany  Railroad  north  of  Cambridge  Street,  along 
the  sides  of  Broad  Canal  about  its  head,  and  in  the  branch  ex- 
tending quite  across  to  Cambridge  Street,  at  the  mouths  of  the 
sewers  emptying  into  it,  at  the  mouths  of  sewers  against  Charles 
Sti-eet  in  Boston,  on  the  displaced  mud  raised  above  the  water  in 
the  Back  Bay,  on  the  shores  of  the  indentations  on  Charlestown 
Neck,  on  the  Mystic,  and  at  low  tide  on  the  South  Boston  flats 
and  the  flats  on  either  side  of  the  West  Boston  Bridge. 

These  white  products  are  due  in  some  localities  more  to  sewage, 
and  in  others  more  to  the  reduction  of  the  sulphates  of  sea-water 
by  other  organic  refuse ;  for  tlie  most  part  in  the  neighborhood  of 
cities  probably  to  the  former  instrumentality.  They  are  proofs 
of  the  capacity  of  the  mud  which  they  coat  to  evolve  sulphuretted 
hydrogen. 

The  following  analyses  of  samples  of  mud  were  made  by  J.  M. 
Merrick,  Esq.,  of  the  firm  of  Merrick  &  Gray,  analytical  and  con- 
sulting chemists,  59  Broad  Street,  Boston.  They  include  deter- 
minations :  1,  of  the  free  sulphuretted  hydrogen  gas  ;  2,  of  the 
gas  disengaged  by  acid,  or  what  may  be  regarded  as  latent  but 
potential  sulphuretted  hydrogen  ;  3,  of  the  ammonia ;  and  4,  the 
relative  proportions  of  water  and  solid  matter  in  the  mud. 

Most  of  the  samples  were  strongly  *oflensive  to  the  smell,  and 
the  odor  arising  from  them  readily  blackened  test-papers. 

Tlic  report  is  printed  in  full,  and  will  be  submitted.  The  sched- 
ule includes  samples  of  mud  from  localities  as  follows  :  — 

No.  1.  Ditch  on  the  right-hand  side  of -Canal  Street,  Charlestown,  near  Mitch- 
ell &  Stearns's  (horse-shoer's  shop). 

No.  2.  Near  mouth  of  drain,  Canal  Street,  between  Prison  Point  and  Tide-Mill. 

No.  S.   Same  as  No.  2,  but  100  feet  farther  out  towards  the  river. 

No.  4.  North  Branch  of  Broad  Canal,  behind  the  Boston  RoUing-Milt^  Cam- 
bridgeport. 

No.  5.  Ditch  on  the  eastern  side  of  Grand  Junction  R.  R.,  opposite  No.  4. 

No.  6.   Another  ditch  farther  cast. 

No.  7.  Edge  of  sewer  behind  the  office  of  the  Boston  RoUing-MilL 

Na  8.   Open  sewer  in  front  of  the  office. 
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So.  9. 
So.  10. 
Ho.  11. 
K0.IS. 
Ha  13. 
Ho.  14. 
H&  \i. 
Ho.  1«. 

Ho.  IT. 
Ho.  18. 
Ho.t>. 
Ho.  SO. 
Ho.  SI. 
Ho.  S3. 
Ho.  U. 
Ho.  SJ. 
HolSS. 
H0.M. 
HaS7. 
Ho.  18. 


Opaa  drain  in  raw  ofbonw  oppoiito  ibe  Bottdn  Rolling-Uill. 

Under  the  wtgon-riied,  iiuide  the  bulkheBd  id  Sqture'a  baain. 

Under  the  bog-pens  of  Squire's  works. 

Buin  ontwde  (h4  bulkhead  agunst  the  bog-pena. 

Hear  entraoce  to  Medford  Street  lewer. 

Hear  mootb  of  Gon  Street  lewer. 

Hear  OQtlet  of  lewer  leading  from  the  home  which  wa>  pholognpbed. 

Marth  between  Allen  ft  Endicott't  boiler.factorj,  Cambridgeport,  and 

tlw  Grand  Jonction  R.  R.  sgainit  Main  Sb-eeL 
Same  a>  16,  but  nwrer  to  the  railroad. 

U         17_       •.  H  » 

Cambridge  Ftata,  near  Weat  Boaton  Bridge. 


Beaton  Back  Bay,  near  month  of  Stony  Brook. 

Sooth  Boaton  FUta,  below  Boston,  Hartford,  ft  Erie  R.  R. 

Broad  Canal  towards  Boston  from  No.  S, 

From  point  near  No.  7, 

Between  No.  S  and  the  Tide-Mill. 

Near  Beacon  Street  lewer,  Boaton. 

Near  Chettnot  Street  aewer,  BoMoo. 
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These  results  of'  Mr.  Merrick,  to  whose  care  and  skill  in 
making  the  analyses  this  whole  question  is  indebted  in  no  small 
degree,  arc  of  significance.  They  show  the  quality  of  the  mud 
at  various  points  where  sewers  discharge  into  the  reaches  of  the 
sea  above  low-water  mark.  At  these  points  and  in  their  neigh* 
borhood  there  are  sources  of  sulphuretted  hydrogen,  which  are 
manifestly  connected  with  sewage  and  with  sea-water. 

The  largest  measure  oi  free  sulphuretted  hydrogen  gas,  that  is, 
gas  that  may  be  exhaled  without  further  chemical  action,  is  found 
according  to  these  determinations  in  the  mud  near  the  mouth  of 
the  Gore  Street  sewer,  in  Squire's  basin.    It  is  290  c.c. 

It  is  a  volume  three  times  and  more  that  of  the  mud  (100 
grammes)  from  which  it  was  expelled  by  boiling. 

The  next  largest  is  from  near  the  mouth  of  the  Medford  Street 
sewer,  in  Squire's  basin.     It  is  204  c.  c. 

From  the  basin  under  the  hog'-pen  building  it  was  38.2  c.  c. 

From  the  basin  opposite  the  pens  and  outside 'the  bulkhead  it 
was  42  c.  c. 

From  under  the  wagon-shed  it  was  43  c.  c. 

All  three  are  inferior  to  the  amount  of  free  gas  in  the  mud  from 
the  basin  on  Canal  Street,  Charlestown,  between  Prison  Point  and 
the  Mill  Pond,  which  gave  60.65  c.c. 

They  exceed  a  little  the  average  product  from  the  samples  of  the 
mud  from  the  Broad  Canal  and  its  branches,  which  are  severally 
80  c.  c,  35.54  c.  c,  40  c.  c. 

But  of  the  latent  though  potential  sulphuretted  hydrogen,  which 
is  the  compound  to  be  disengaged  by  the  access  of  acid  water  from 
any  source,  the  quantity  in  the  mud  of  the  North  Branch  near  its 
junction  with  the  Broad  Canal  is  enormous,  being  no  less  than 
1,760  c.  c,  or  more  than  17  times  the  volume  of  the  mud  from 
which  it  was  derived.  Adding  to  this  the  free  gas,  40  c.  c,  we 
have  in  all,  1,800  c.  c. 

The  spot  from  which  this  mud  was  collected  was  so  situated, 
possibly,  as  to  receive  by  action  of  the  tide  the  deposits  from  several 
sewers  entering  into  Broad  Canal. 

Let  us  compare  the  total  of  free  and  latent  sulphuretted  hydro- 
gen in  some  of  the  more  important  localities. 

No.    4.  The  mad  from  near  the  janction  of  the  North  Branch  with  the  Broad 

Canal  contains  1,800  c.  c. 
No.  14.   That  from  near  the  mouth  of  the  Gore  Street  sewer  in  Squire's  basin 

contains  530  c.c. 
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Na  18.  That  from  near  the  month  of  the  Medford  Street  sewer  in  Squire's  basin 

contains  368  c.  c. 
No.  13.  Iliat  from  Squire's  basin  outside  the  bulkhead  against  the  hog-pens, 

167C.C. 
Ko.  2.  That  near  mouth  of  a  sewer  in  the  basin  on  Canal  Street,  Charlestown, 

152.6dc.c. 
Ko.  26.  That  between  No.  2  and  tbe  Tide-Mill  contain  128.5  c.  c. 
No.  10.  That  from  the  basin  under  wagon-shed  of  Squire's  works,  123.40  c.c. 
Ko.  11.  That  from  the  basin  under  Squire's  hog-pens,  114.60  c.  c. 
Hol  22.  That  from  the  Back  Baj  near  the  mouth  of  Stony  Brook,  496.2  c.  c. 
Ko.  28.  That  from  South  Boston  flato,  426  c.  c. 
Ka  28.  That  from  near  mouth  of  Chestnut  Street  sewer,  Boston,  384  c.  c. 

It  will  be  seen  that  the  total  sulphuretted  hydrogen  —  free  and 
latent — from  the  mud  of  the  North  Branch  near  its  junction  with 
the  Broad  Canal,  exceeds  three  times  that  from  the  mouth  of  the 
Gore  Street  sewer,  —  tlie  worst  point  in  Squire's  basin  ;  is  nearly 
five  timds  that  from  the  mouth  of  the  Medford  Street  sewer,  and 
exceeds  thirteen  times  the  average  of  Squire's  basin. 

The  meaning  of  these  results  it  would  be  difficult  to  mistake. 

A  mud  composed  of  sewage  sediment  and  sea-water  will  develop 
sulphuretted  hydrogen.  Where  the  conditions  are  such  that  the 
lewage  cannot  escape  to  be  diluted  and  spread  over  an  extended 
Rirface,  tlie  accumulation  will  manifest  itself,  under  favoring  cir- 
cumstances, in  accumulations  of  sulphuretted  hydrogen.  When 
m  combination  with  ammonia,  some  of  it  may  escape  in  that  form. 
Bat  all  of  it  will  be  set  free  on  the  appearance  of  acid,  which  is 
cue  of  the  concomitants  of  the  chemical  changes  that  will  return 
vift  warm  weather. 

The  column  of  figures  giving  the  required  amount  of  mud,  in 
ixmnds,  in  tlie  different  localities,  necessary  to  produce  a  cubic 
foot  of  sulphuretted  hydrogen,  has  been  introduced  to  show  the 
idative  capacities  of  the  different  settling  areas,  as  they  are  to- 
%,  to  evolve  offensive  gases  on  contact  with  acid  water. 

Without  further  pursuing  the  line  of  deduction  from  these  ana- 
fytical  results,  it  may  be  fairly  claimed  that  they  establish,  — 

Ist.  That  the  mud  of  Squire's  basin  is  most  offensive  to  smell 
where  nearest  the  mouths  of  sewers. 

2d.  That  the  total  mud  at  the  bottom  of  Squire's  basin  has  been 
Iw^ly  derived  from  the  sewers  heretofore  discharging  directly 
ioto  that  basin  and  into  the  basins  above  from  Somerville  and 
Cambridge. 
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Sd.  That  the  average  mud  of  Sqaire's  basin,  awa/  from 
mouths  of  sewers,  is  not  worse  than  that  of  the  basin  on  Cmd 
Street  in  Gharlestown,  or  that  of  the  North  Branch,  near  its  jono- 
tion  with  the  Broad  Canal,  or  that  of  portions  of  Boston  Bade 
Bay,  South  Boston  Flats,  or  the  foot  of  Chestnut  Street. 

Mr.  Merrick  remarks  of  the  mud  from  the  Back  Baj  near  ibe 
mouth  of  Stony  Brook,  and  that  from  the  South  Boston  Flats,  thit 
they  diffused  through  his  laboratory,  while  drying  down,  odors  mora 
offensive  than  any  obtained  from  any  of  all  the  samples  beside 
which  were  submitted  to  his  analyses. 

Shoaling  of  the  Basin  over  Cambridge  Flats. 

Tlie  increase  of  the  depth  of  mud  in  some  localities  in  the  npptf 
interior  harbor  of  Boston,  in  comparatively  recent  times,  is  wd! 
known.  The  actual  quantity  is  matter  of  official  record.  In  tlM 
maps  submitted  by  Professor  Mitchell  to  the  Harbor  Commission- 
ers in  1867,  there  is  given  the  number  of  cubic  yards  of  shoaling 
and  of  deepening  in  Charles  River,  which  took  place  above  Craigie 
Bridge  and  below  the  Brookline  Bridge,  between  1885  and  1861. 
It  will  be  seen  that  at  only  one  point  in  all  this  area  has  there  beea 
deepening,  and  that  a  point  near  the  effluent  stream  coming  it 
ebb  through  the  Milldam.  Everywhere  else  the  deposit  of  mud 
had  steadily  advanced.  It  amounted  in  these  twenty-six  years  to 
nearly  890,000  cubic  yards.  Now  if  tliis  was  going  on  in  die 
spaces  between  the  Brookline  and  Craigie  Bridges  from  the  action 
of  the  tide,  distributing  the  sewage  from  the  adjacent  shores,— 
in  short,  if  it  was  the  deposit  of  suspended  matters  borne  bj 
the  incoming  tide  and  allowed  to  subside  before  the  ebb,  it  il 
fair  to  conclude  that  the  filling  up  of  Miller's  River  with  dM 
same  kind  of  matter  must  to  some  extent  have  taken  plaoa 
Not  only  is  this  true  in  principle,  but  it  must  be  true  in  greata 
degree  than  in  many  other  localities,  as  must  be  apparent  from  I 
consideration  of  the  funnel-shaped  character  of  the  approach  t( 
the  river  from  below,  rendered  such  by  railway  embankmenti 
and  the  extension  of  wharves,  as  well  as  from  the  character  o 
the  sewage  of  the  immediate  shores  of  Charlestown  and  Boston 

Movement  of  Sediment  at  the  Outlet  to  Squire^ s  Basin. 

• 

Several  determinations  of  the  sediment  in  the  water  at  the'outk 
to  Squire's  basin,  on  the  tail  of  the  ebb,  on  the  young  flood,  i 
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high  tide,  and  at  half  ebb  and  half  flood,  have  been  made  in  the 
interest  of  this  inquiry.  It  will  be  seen  that  water  from  the  sur- 
iaoe,  half  an  hour  after  high  tide,  yields  scarcely  any  sediment. 
The  suspended  matter,  obvious  in  the  water  of  the  young  flood, 
has  settled  out.  It  has  not  wholly  fallen  to  the  bottom,  as  is 
shown  in  the  water  at  half  ebb.  The  efiect  of  the  rush  of  the 
water  near  the  end  of  the  ebb  and  soon  after  the  commencement 
of  the  flood,  in  stirring  up  the  sediment,  is  apparent  in  the  two 
samples  collected. 

[Tubes  three  feet  long  and  five  eighths  of  an  inch  in  diameter, 
closed  at  one  end,  and  so  converted  into  slender,  tall  jars,  served 
to  collect  the  water,  and  display  its  relation  to  the  sediment  it 
contained.] 

These  collections  are  entitled  to  the  weight  only  of  isolated 
observations.  But  they  show  conclusively  the  mobility  of^  the 
deposits  which  are  the  source  of  the  ofiensive  exhalations. 

It  may  not  be  easy  to  ascertain  the  precise  instrumentality  in 
increasing  the  ofiensiveness  of  the  air   in  and  about  Squire's 
'  basin  due  to  the  waste  matters  thrown  in  former  times  into  Mil- 
ler's River  from  the  Squire  Slaughtering  Establishment.     They 
have  undoubtedly  added  to  the  matters  collected  in  the  set- 
iliDg  basin, —  the  filth,  sewage,  and  refuse  of  whatever  kind.    But 
ttie  character  of  Miller's  River,  as  a  succession  of  settling  and  catch- 
(stm  and  an  aggravated  case  of  dock  nuisance,  has  been  brought 
rixmt  by  agencies  external  to  that  of  the  manufacturing  establish* 
^Mts  on  its  shores ;  such  agencies,  for  example,  as  the  extension 
sf  Lechmere  Point  and  the  grounds  of  the  Lowell  Railroad,  the 
^RNid  embankment  of  the  Fitchburg  Road,  the  narrowing  of  the 
[  sotlet  of  Squire's  basin  at  Bridge  Street,  the  construction  of  the 
to  under  the  bridge  in  1871,  —  and,  finally,  the  system  of  instru- 
iKntalities  that  has  caused  the  filling  up  of  the  great  flats  on 
'  sWier  side  of  West  Boston  Bridge. 

PhotograpJis. 

■    The  full  significance  of  the  photographs  already  mentioned  is 
^l|)parent  at  a  glance.     Near  the  discolored  patch  at  the  corner  of 
liie  house  is  the  open  entrance  to  a  sewer  discharging  into  Miller's 
fer. 

Iffince  the  photographs  were  taken,  the  area  has  been  filled  with 
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earth.  There  is  now  observable  a  discoloration  of  the  punt  at 
another  point  immediately  over  a  space  where  the  boards  haTe 
been  removed,  allowing  the  air  under  the  house  to  escape.  These 
discblorations  are  produced  bj  exhalations  from  the  filth  under  the 
house,  in  part,  but  mainly  by  the  dock  smellj  —  the  sulphuretted  hjf- 
drogen  ga%  coming  up  the  sewer  from  the  mud  of  the  basin.  Hie 
analyses  of  Professor  Thompson  presented  in  the  report  of  Mr.  BaU 
to  the  Joint  Commission  on  Miller's  River  show  the  abundance  ol 
these  sulphur  compounds  in  this  mud,  as  Mr.  Merrick's  show  tlM 
amounts  in  this  and  numerous  other  settling  areas  and  basini 
which  receive  the  sewage  of  the  bordering  cities. 

The  Effect  of  a  Maggy  Atmosphere. 

It  may  be  well  to  allude  to  the  effect  of  a  muggy  atmosphere  ia 
intensifying  the  annoyance  produced  by  exhalations  of  sulphurettfld 
hydrogen.  The  gas  is  soluble  in  water.  It  is  caught  and  dissoltej 
in  the  fog  of  such  an  atmosphere,  which  is  water  in  ttie  state  of  fioe 
division,  and  so  not  only  accumulates,  but  is  lodged  and  renudoi 
on  surfaces  against  which  the  fine  pai*ticles  of  water  are  driTes. 
This  will  account  for  the  capricious  action  of  the  gas  in  prodociog 
discoloration  on  irregular  surfaces.  The  particles  of  water  art 
driven  in  greater  quantity  against  some  portions  of  the  painted 
surface  than  against  others. 

Persons  have  sometimes  failed  to  get  evidences  of  sulphurettei 
hydrogen  about  docks  or  catch-basins  even  in  warm,  mnggj 
weather.  They  may  have  placed  their  test-papers  too  far  aboH^ 
the  surface  of  the  mud  or  water,  or  out  of  the  track  of  the  vapQtr| 
if  in  motion,  or  they  may  have  left  them  too  long  in  the  moii^ 
atmosphere,  in  which  case  the  color  sometimes  becomes  obliifl^: 
ated.  It  must  be  remembered  that  when  the  muggy  atmosphefl 
rests  long  immediately  over  the  source  of  the  exhalations,  as  lixuif 
"when  there  is  no  wind,  it  becomes  saturated.  It  is  the  movemflife 
of  this  highly  charged  fog,  in  mass,  —  and  without  dispersion  rfl 
dilution  by  strong  wind,  —  to  be  deposited  on  the  surfaces  of  leat 
paint,  that  produces  the  blackening  effect,  and,  entering  windovt 
and  doors,  produces  the  nausea  that  has  been  felt.  The  action  o( 
the  gas  is  frequently  brief,  and  for  obvious  reasons.  Tlie  winJ 
that  brings  the  gas  to  a  given  point,  if  continued,  and  especially  I 
brisk,  soon  exhausts  the  supply  of  saturated  air.  On  the  night  d| 
the  31st  of  July,  when  the  offensive  vapor  was  marked,  id 


reached  the  Harvard  College  Observatory  with  a  southeast  wind, 
80  gentle  vras  the  breeze  at  the  Government  Signal  Station  at  the 
head  of  Sudbury  Street,  in  Boston,  that  the  instrument  recorded 
a  calm.  This  comparative  repose  provided  for  the  ascent  of  the 
sewage  vapors  through  the  sewers  discharging  into  Charles  River 
bom  tlie  slopes  of  Beacon  Hill.  It  also  provided  for  the  satura- 
tion of  die  muggy  air  over  the  Back  Bay  and  Charles  River  flats 
and  the  Broad  Canal  and  its  tributaries,  which  the  gentle  breeze 
carried  over  the  city  of  Cambridge.  It  is  in  conditions  of  the 
atmosphere  such  as  these  that  dwelling-houses  on  the  west  slope 
of  Beacon  Hill,  on  the  Back  Bay,  and  the  Worcester  Depot  are 
occasionally  filled  with  the  offensive  exhalations  of  sulphuretted 
compoonds  creeping  up  the  sewers. 

The  discoloration  of  paint  by  sulphuretted  hydrogen  is  not  con- 
fined to  the  neighborhood  of  vaults  and  catch-basins.  We  are 
ftnuliar  with  it  as  the  effect  of  the  exhalations  of  bilge-water, 
where  waste  organic  matters  of  the  ship  have  reduced  the  sul- 
phates of  sea-water  in  the  bottom  of  the  hold,  and  so  produced 
tiie  nauseating  sulphuretted  hydrogen.  The  glazed  or  greasy 
hck  of  an  extended  surface  of  a  lead  compound,  like  lead  paint 
ncently  blackened  by  the  action  of  sulphuretted  hydrogen,  so 
often  observed  as  the  effect  of  bilge-water,  is  a  familiar  appearance 
entirely  independent  of  any  agency  of  an  oleaginous  character. 

There  is  a  striking  example  of  this  action  independent  of  docks 

aewers,  and  indeed  of  human  instrumentalities  altogether,  at  a 
.Wnh  in  Harwich,  on  Cape  Cod.  There,  the  occasional  breaking 
!ia  of  the  sea  at  extreme  high  tide,  and  the  slow  drying  up  of  the 

id  so  occasioned  in  dry  seasons,  produces  so  much  of  volatile 
nlphuretted  compounds  at  a  time  of  muggy  weather  as  to  discolor 
,flie  lead  paint  of  the  houses  in  tbe  neighborhood. 

The  effects  of  the  warmer  water  of  summer  in  facilitating  the 
^;jitrefaction  of  animal  matter  in  water,  as  well  as  the  direct  action 
;flf  the  sun  on  the  black  mud  exposed  at  low  tide,  are  obvious. 

3I#  ^eet  of  a  Falling  Barometer  on  the  Evolution  of  Sulphuretted 

Hydrogen  from  Dock  Mud. 

The  effect  of  a  falling  barometer  on  the  evolution  of  sulphuret- 
hydrogen  gas  may,  perhaps,  require  explanation.     Gases  set 
e  by  putrefactive  fermentation  must  pass  from  a  solid  or  a  liquid 
jodition  to  the  form  of  a  vapor.    This  change  is  opposed  by 
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pressure,  and  is  facilitated  by  dimination  of  pressure,  just  as  steam 
is  formed  at  a  lower  temperature  on  high  mountains  than  it  is  in 
valleys.  Of  course  the  increase  of  pressure  will  restrain  particles 
that  at  lower  pressure  would  have  escaped,  and  it  follows  that,  in 
a  falling  barometer  or  a  declining  atmospheric  pressure,  we  shall 
have  set  free  the  gases  due  to  the  time  of  both  the  rising  and  fall- 
ing barometer.  The  muggy  atmosphere  is  at  the  same  time  the 
evidence  of  the  falling  barometer,  and  the  instrument  for  accumu- 
lating and  transporting  the  escaping  offensive  .gas. 

Effect  from  Acid  Water. 

There  are  four  instrumentalities  tending  to  augment  the  exha- 
lation of  sulphuretted  hydrogen  about  the  Squire  Basin  which  are 
entitled  to  consideration.  On  one  of  the  upper  basins  of  Miller's 
River  there  is  a  distillery  (Sortwell  &  Go.'s)  which  discharges  a 
large  amount  of  the  residual  water  of  its  distillation  into  the  basin. 
This  material,  which  was  originally  molasses,  to  which  ferment  for 
the  production  of  alcohol  has  been  added,  becomes  acid.  The 
quantity  of  this  sour  liquid  sometimes  discharged  in  a  single  day 
is  said  to  be  as  high  as  45,000  gallons.  It  is  obvious  that  this 
acid  liquor  would  decompose  more  or  less  other  sulphides  as  well 
as  sulphide  ammonium  in  solution,  —  as,  for  example,  the  sulphidea 
of  calcium  and  sodium  in  the  dock  mud,  —  and  set  free  the  sul- 
phuretted hydrogen  gas. 

A  second  source  is  the  waste  of  Boynton's  slaughter  estab- 
lishment. Boynton  reduces  portions  of  his  waste  by  oil  of  vitriol, 
the  whole  product  of  which,  except  the  solid  residue,  is  thrown 
into  the  river. 

The  third  is  the  waste  waters  of  the  dye-house  in  Somerville, 
which,  whenever  of  an  acid  character,  produce  the  same  efifect 
of  liberating  sulphuretted  hydrogen  and  so  facilitating  its  escape 
and  the  attendant  oSensiveness  of  the  air. 

AH  these  unite  with  the  fourth,  the  products  of  the  sewers,  which 
are  uniformly  acid,  to  set  free  the  offensive  gases  in  the  mud  of 
tlie  basins. 

The  mud  itself  of  the  basins  below  was  tested  and  observed  to 
be  of  an  acid  character. 

How  much  these  agencies  may  have  contributed  hitherto  to  the 
offensiveness  of  the  air  from  the  Miller's  River  basins,  it  will  be 
difficult,  if  not  impossible,  to  ascertain.    It  is  proper  to  mention 
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them  as  instrumentalities  that  must  have  played  a  part  in  disen- 
gaging sulphuretted  hydrogen. 

Fat  Rendering^  etc. 

Of  the  remaining  branches  of  the  inquiry,  that  touching  the 
rendering  of  fat  has  been  supposed  to  be  connected  with,  the  dis- 
coloration of  paint. 

This  is  a  misapprehension,  I  have  conducted  the  air  of  the 
trying-rooms  over  a  moistened  lead  surface  for  a  whole  night 
ftrough,  with,  at  the  utmost,  only  a  faint  trace  of  action.  This 
small  amount  may  have  come  in  through  the  doors  and  windows 
from  the  mud  of  the  basin,  or  it  may  have  come  from  the  shreds 
(^meat  from  which  the  lard  is  melted  away.  The  cooking  of 
meats,  whether  by  frying,  roasting,  broiling,  or  even  boiling,  is 
attended  with  the  occasional  escape  of  traces  of  sulphuretted 
hydrogen.  The  yolk  of  a  boiled  egg  will  stain  a  silver  spoon. 
Other  than  these  traces,  which  are  not  in  such  quantity  as  to  be 
perceived,  so  far  as  I  have  observed,  the  trying  of  the  fat  of  re- 
eently  dressed  hogs  is  attended  only  with  the  escape  of  such  odors 
isattend  the  frying  of  doughnuts  in  a  kitchen.  Indeed,  in  Squire's 
works  there  is  relatively  much  less  odor,  as  the  heat  by  which  the 
ftt  18  melted  away  from  the  scraps  of  meat,  gi*istle,  etc.,  is  the  heat 
only  of  steam-jackets,  while  that  of  tlie  fat  in  preparing  doughnuts 
is  over  an  open  fire  and  is  much  higher. 

Acrolein. 

It  has  been  thought  that  acrolein  was  sometimes  produced  as 
ft  constituent  of  the  vapors  arising  from  the  open  trying-tanks. 
This  is  an  error.  The  temperature  is  not  high  enough.  We  are  all 
ef  us  familiar  with  this  gas,  as  the  smell  of  the  just-blown-out  tallow 
saodle  long  in  the  snuff.  It  is  the  product  of  destructive  distilla- 
tbn,  which  requires  a  temperature  no  boiler  could  bear. 

The  cooling  off  of  the  tried  lard  in  the  best  appointed  abattoir, 
hf  exposure  to  the  atmosphere,  is  attended  with  the  unavoidable 
escape  of  vapors  to  some  extent.  Where  the  scrap  is  fresh  and 
sreet,  the  odors  attending  the  process  of  rendering  cannot  be  pro- 
nounced offensive,  and  they  do  not  at  any  time,  when  conducted 
It  steam  temperatures,  contain  acrolein.  As  Mr.  Squire  has 
■Irsady  procured  additional  closed  tanks  for  the  whole  rendering 
of  fat,  as  the  dead  swine  and  viscera  are  now  treated,  in  which  all 
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the  gases  that  escape  are  burned,  it  has  not  been  deemed  important 
to  give  this  subject  more  especial  attention. 

It  may  be  stated  that  the  devices  he  has  introduced  conduct 
the  escaping  gases  through  many  hundred  feet  of  large  pipe 
surrounded  by  cold  water,  which  condenses  the  steam.  Some 
of  the  offensive  gases  given  out  in  the  process  of  rendering  are 
undoubtedly  condensed  with  the  steam,  but  as  the  condensed  water 
—  a  few  pails  full  per  day,  at  the  most  —  is  always  discharged 
under  sea-water  of  substantially  the  same  temperature,  no  exhala- 
tions can  thereafter  take  place.  The  contemplated  sewer  will,  of 
course,  receive  this  water.  The  remaining  uncondensed  gases  then 
pass  over  lime,  on  the  plan  of  the  lime-purifiers  at  a  gas-works, 
then  through  a  very  light  and  volatile  petroleum  product,  and  then 
into  the  fires  under  the  boiler,  where  they  are  wholly  consumed. 

Source  of  the  acrid^  irritating  Odors  sometimes  perceived  in  the  Neigh- 
borhood^ but  not  found  within  Squire^ s  Works,    - 

There  are  on  and  near  the  shores  of  the  Miller's  Biver  basins, 
in  the  immediate  neighborhood  of  the  slaughter  works,  several 
bone-boiling  and  soap-making  establishments  to  which  offensive 
odors,  sought  for  in  vain  in  Squire's  works,  may  at  certain  times 
be  justly  ascribed.  Among  those  at  no  great  distance  are  O^NeilPs; 
Reardon's,  Spelman's,  Sheveliu's,  and  Barry's ;  as  these  establish- 
ments utilize  bones,  scrap,  waste,  inferior  and  tainted  meat,  and 
soap-grease  from  dwelling-houses,  hotels,  restaurants,  etc.,  they 
necessarily  must  have  animal  matters  in  various  stages  of  decom- 
position. It  is  to  be  expected  that  in  the  process  of  rendering  the 
offensive  volatile  products  already  existing  in  the  crude  material 
will  be  driven  out.  Where  putrefactive  fermentation  has  set  in 
and  offensive  smells  are  already  produced,  the  first  effect  of  heat 
is  to  drive  them  out.  Where  the  mass  of  material  is  largely  putrid, 
the  evolution  of  the  pungent,  offensive,  rendering  smell  must 
continue  longer.  Where  it  is  carried  on  in  the  open  air,  under 
favoring  conditions  of  the  atmosphere,  these  acrid  odors  may  be 
carried  to  Considerable  distances,  —  in  veins,  of  course.  That  a 
high  wind  would  rapidly  dilute  and  disperse  them  is  plain. 

Scalding-  Water  and  the  Soup-Liquor. 

The  water  in  which  the  slaughtered  hogs  are  scalded  is  charged 
with  the  scarfnskin  of  the  swine,  has  a  reddish-brown  tint  from  the 


281 

presence  of  a  small  quantity  of  blood,  and  when  fresh  is  but  faintly 
offeosive  to  the  sense  of  smell.  When  evaporated  to  dryness  it 
fields  a  residue  of  .54  per  cent,  a  large  part  of  which  is  readily 
lolable  in  water. 

The  average  amount  in  the  tank  is,  by  measurement,  1,200  gal- 
l<m8 ;  and,  as  the  passing  through  of  each  carcass  must  be  attended 
with  a  loss  to  be  made  up  by  a  fresh  supply  of  water,  the  total 
dailf  amount  consumed  in  the  scalding-tank  was  estimated  at  1,450 
gallons.  This  would  give  for  the  organic  matter  going  into  the 
basin  from  this  source  not  far  from  80  lbs.  daily.  But  the  soli^ 
portion  of  it — consisting  of  scarf-skin  and  making  less  than  one 
tath  of  one  per  cent,  as  ascertained  by  analysis  —  is  scarcely 
heavier  than  water  and  is  easily  borne  on  the  feeblest  current. 

The  soup-liquor  derived  from  the  digestion  of  fresh  trimmings 
of  meat  in  closed  tanks  has  a  sweet  smell,  not  unlike  that  of  soup 
Bttde  from  fresh  meat.  Three  tanks  are  emptied  daily,  discharg- 
ing, by  measurement  and  computation,  nearly  2,592  gallons.  The 
evaporation  of  the  liquor  leaves  a  residue  like  Liebig's  meat  ex- 
tract, which  is  wholly  soluble  in  water.  The  amount  of  this 
reudoe  is  3.5  per  cent,  which  would  give  907  lbs.  daily  to  be  dis- 
diarged  into  the  basin.  As  it  is  wholly  soluble,  its  addition  to  the 
Ma-water  is  of  no  moment 

The  tank  in  which  the  occasional  dead  hogs  are  treated,  as  well 
u  other  fresh  matter,  yields  a  soup-liquor  of  almost  precisely  the 
Mme  density  as  that  from  fresh  trimmings  above,  and  giving  a 
nridoe  of  less  than  one  hundredth  of  a  per  cent  variation.  Its 
mell,  when  fresh  as  it  is  discharged  into  the  river,  is  sweet. 
When  evaporated  to  dryness  it  redissolves  in  water.  Its  daily 
mount  averages  864  gallons,  and  the  total  organic  matter  it 
eontaius  amounts  to  802.3  lbs. 

The  proportion  of  carcasses  of  dead  hogs  arriving  in  the  cars 
ii  not  large,  and  its  efiect  need  not  be  very  alarming.  One  of 
Ae  most  careful  and  competent  of  the  observers  of  the  Citizens' 
Conmittee  has  estimated  the  residue  of  the  soup-liquor  at  three 
ponnds  for  each  hog.  The  returns  from  Mr.  Squire's  factory 
show  an  average  of  ten  carcasses  of  dead  hogs  arriving  by  cars  per 
week. 

As  the  fresh  soup-liquors  yield  no  deposit j  and  as  the  liquor  from 
the  scalding-vat  largely  redissolves  in  water  after  evaporation  to 
dryness, — showing  that  it  is  composed  in  part  like  the  soup-liquor, 
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—  it  will  be  seen  that  the  amount  of  material  that  can  reach  the 
sea  from  the  rendering  apparatus  and  scalding-tank,  to  be  born^ 
out  by  the  tide,  must  be  small. 

lu  the  testimony  before  the  Board  of  Health  on  December  2,  it 
was  suggested  that  the  soup-liquor  which  is  dischai^ed  into  the 
basin  from  Squire's  works  may  be  spread  as  organic  matter  o?er 
the  fiats  of  the  basins  at  low  tide.    The  witness  found  the  total 
5.4  tons,  or  10,800  lbs.  per  week.    I  have  found  less,  as  shorn 
above,  but  the  quantities  undoubtedly  vary  somewhat  from  day  to 
day,  and  I  have  found  more  in  the  scalding-tanks  than  was  stated 
by  the  witness.    He  gives  it  at  375  lbs.  per  week. 

But  it  is  not  the  quantity  so  much  as  the  quality  of  this  material 
that  is  the  proper  subject  of  inquiry.  This  soup-liquor  is  substan- 
tially a  diluted  solution  of  a  mixture  of  extract  of  meat  and  ghu^ — 
wholly  soluble  when  fresh,  —  or  to  within  a  trifling  amount,  in 
water.  The  same  is  true,  though  with  a  slightly  greater  quantitf 
of  light  flocculent  residue,  of  the  scalding-liquor.  [A  sample  of 
the  soup-liquor  from  the  dead-hog  tank  evaporated  to  dryness  is 
submitted.     It  resembles  glue.] 

Let  us  take  the  two  residues  of  evaporation  with  the  estimated 
total  amounts, —  in  all  11,175  lbs.  It  is  assumed  that  tliis  is  dis- 
charged weekly  into  the  basin.  Tliis  is  diluted  with  the  water 
coming  into  Squire's  basin.  How  much  does  this  amount  to  in& 
week? 

Mr.  Ball,  of  the  Joint  Commission,  estimates  the  mud  spread  en 
an  average  over  the  bottom  of  Squire's  basin  to  a  depth  of  2.T 
feet,  at  1,770,225  cubic  feet.  If  the  mud  were  water  it  would  oc- 
cupy the  same  space.  If  the  water  were  10  feet  deep  (the  maxi- 
mum full  tide  at  the  Boston  Navy  Yard  is  above  12  feet)  over  thi^ 
basin  at  high  water,  there  would  come  in  with  each  tide  6,556,600 
cubic  feet ;  in  24  hours,  13,113,000  cubic  feet ;  in  7  days,  91,791,000 
cubic  feet ;  convert  this  into  pounds  and  we  have  5,718,579,800 
lbs.  This  is  the  quantity  of  water  with  which  11,175  lbs.  of  tho 
almost  wholly  soluble  matter  of  soup-liquor  and  scalding-water  i* 
to  be  diluted.  This  would  give  for  each  pound  of  the  organic 
material  511,728  lbs.  of  sea-water. 

As  twenty  times  its  volume  is  sufficient,  in  the  opinion  of  Dp* 
Letheby,  of  London,  to  absolutely  destroy  sewage,  in  a  distance  o» 
twelve  miles  of  a  running  stream,  it  is  safe  to  conclude  that  tb0 
soup-liquor  and  scalding- water  of  Squire's  works  are  quite  harmleii^ 
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to  the  sense  of  smell  with  a  dilution  of  more  than  half  a  million 
times  its  volume  of  sea-water.  Experiment  has  proved  that  the 
soup-liquors  and  scalding-water  when  three  weeks  old,  if  diluted 
with  one  hundred  parts  of  pure  water,  ceased  to  be  offensive  to 
tlie  smell. 

When  we  consider  the  refuse  that  passes  through  every  sink, 
laundry,  bathing-tub,  and  water-closet  of  the  hospitals,  hotels,  and 
dwellings  of  Boston  and  Cambridge,  that  comes  from  stables,  from 
various  manufactures,  from  ships,  and  from  the  streets,  and  con- 
sider the  millions  of  gallons  of  the  Cochituate  and  Fresh  Pond 
water  contaminated  in  this  way  daily,  and  then  compare  the 
scalding-water  and  soup-liquor  of  Mr.  Squire's  works,  for  the 
most  part  soluble  matter,  discharged  into  and  diluted  with  the 
millions  upon  millions  of  gallons  of  the  sea-water  of  the  harbor  of 
Boston,  it  will  not  be  difficult  to  assign  to  these  instrumentalities 
of  injury  to  the  water  theif  proper  significance. 

But  even  these  liquors  Mr.  Squire  is  treating,  to  remove  from  them 
whatever  they  can  be  made  to  give  up,  so  as  to  leave  the  water  free 
from  all  odor. 

With  the  completion  of  the  changes  of  the  rendering  apparatus 
now  in  progress  from  open  tanks  to  closed  ones,  so  that  the 
already  existing  arrangements  for  burning  the  exhaling  gases 
may  apply  to  all  the  tanks  as  they  now  do  to  a  part,  the  estab- 
lishment will  be  in  all  respects  as  well  conducted  as  —  an^  in 
some  respects  better  conducted  than  —  the  works  in  New  York 
which  I  have  visited,  and  which  have  the  sanction  and  approval 
of  the  New  York  Board  of  Health. 

Different  Views  of  the  Agency  of  Miller* b  River  Basin  in  pro- 
ducing the  Sulphuretted  Hydrogen. 

In  the  inferences  from  the  analyses  of  Professor  Thompson,  sub- 
mitted with  Mr.  Ball's  report  to  the  Joint  Commission  a  year  ago, 
tiiere  seems  to  be  a  possible  misapprehension  of  considerable  mo- 
ment. Professor  Thompson  finds  in  the  mud  of  Squire's  basin,  in 
the  form  of  sulphuretted  hydrogen,  414  pounds  of  sulphur  to  the 
1,000,000  pounds  of  mud,  and  ascribes  this  sulphur  mainly  to  hhod 
serunij  "  of  which  sulphur  forms  from  1.3  to  1.9  per  cent." 

Now  the  total  quantity  of  mud  in  Squire's  basin,  as  already 
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mentioned,  is  estimated  by  Mr.  Ball  to  be  1,170,255  cubic  feet, 
or,  in  round  numbers,  giving  to  the  deposit  a  specific  gravity  of 
1.5,  about  160,000,000  pounds.  This  would  give  66,240  pounds 
of  sulphur  for  the  total  amount  of  mud  in  the  basin. 

As  the  dried  serum  is  less  than  5  per  cent  of  the  blood,  and  as 
the  sulphur  in  the  dried  serum  is  on  the  average  only  1.6  percent, 
we  can  readily  estimate  tlie  total  weight  of  blood,  corresponding 
to  66,240  pounds  of  sulphur.  At  the  rate  of  1.6  per  cent  of  5  per 
cent,  2,000  pounds  of  blood  would  contain  1.6  pounds  of  sulphur, 
and  66,240  pounds  of  sulphur  would  require  82,800,000  pounds 
of  blood,  which  is  a  little  more  than  half  the  total  estimated 
weight — water  included  —  of  the  entire  mud  of  the  basin,  ae- 
cording  to  Mr.  Ball. 

If  we  assume  that  tlic  blood  of  an  entire  year  of  slaughtering 
had  been  retained  in  Squire's  basin,  and  that  for  that  year  300,000 
hogs  had  been  slaughtered,  we  shall  find  that,  with  this  estimate, 
each  hog  must  have  yielded  276  pounds  of  blood. 

The  misapprehension  which  must  have  been  at  the  basis  of  the 
inference,  as  to  the  enormous  quantity  of  blood  in  Squire^s  basin, 
is  obvious. 

As  a  matter  of  fact,  the  blood  discharged  into  the  water  in  times 
gone  by  was,  substantially  all  of  it,  carried  out  by  the  ebb  tide,— 
except  during  the  period  of  the  dam  under  the  Bridge  Street  Bridge  ^ 
in  1871.  During  that  time,  undoubtedly,  whatever  was  thrown 
or  came  into  the  basin  that  was  heavier  than  sea-water,  including 
the  matters  from  all  the  slaughter-houses  on  all  the  basins,  the 
deposits  of  the  dye-house,  the  heavier  sewage  and' refuse  of  every 
kind,  deprived  of  the  current  of  the  retreating  tide,  wfiis  largely 
retained  in  the  great  cess-pool  which  the  erection  of  the  dam 
had  created. 

It  is  one  of  the  curiosities  of  investigations  of  this  kind,  that 
equally  zealous  observers  sometimes  arrive  at  the  most  contra- 
dictory results.  Professor  Thompson  finding  the  enormous  amount 
we  have  seen  above  of  sulphuretted  hydrogen  capable,  in  hiB 
judgment,  of  indefinite  evil  effects,  in  Squire's  basin,  ascribes  it 
to  blood  from  the  slaughter-house.  In  the  fact  of  the  presence  of 
sulphuretted  hydrogen  his  results  coincide  with  the  observation^ 
of  Mr.  Merrick  and  of  Dr.  Jackson,  and  the  testimony  of  the  pho' 
tographs.    I  may  add  that  I  had  no  difiiculty  at  any  time  ii^ 
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warm  weather  that  I  have  visited  the  Squire  basin  at  low  tide 
in  obtaining  the  most  abundant  discoloration  of  lead  papers  on 
exposure  to  the  air.    But  Mr.  Munroe's  efforts  in  this  direction, 
as  given  in  bis  statement  before  the  Mayor  and  Aldermen,  Octo- 
ber 7, 1872,  were  made  in  an  unpropitious  time.    He  found  but 
little  sulphuretted  hydrogen  in  the  atmosphere  of  the  basins  at 
the  time  he  made  his  observations.    He  occasionally  observed  tar- 
nishing of  silver  and  discoloration  of  lead-paint  surfaces  by  the 
atmosphere  and  the  mud,  but  he  was  fully  assured  that  in  no  way 
could  the  discoloration  of  paint,  such  as  had  been  observed  in  a 
single,  night,  have  been  produced  by  exhalations  from  the  Miller's 
Biver  basins.    It  must  have  been  caused  by  the  rendering  process. 
The  danger  of  inhaling,  even  when  greatly  diluted,  the  offensive 
gas  given  off  from  the  average  mud  of  the  basin  is  pointed  out 
by  Professor  Thompson,  —  but  Mr.  Munroe  experienced  neither 
nausea  nor  irritation  when  inhaling  the  air  of  the  basin  in  which 
the  sulphuretted  hydrogen  gas  was  present  "  in  large  quantity," 
he  himself  stirring  the  mud  to  facilitate  its  escape.     Tlie  latter 
gentleman  conceives  that ''  the  Miller's  River  basin  was  proved  not 
to  be  the  cause  of  the  nuisance.'*    Tlie  former  is  convinced  that 
if  the  mud  of  the  basin  were  buried  six  feet  below  sand  and  gravel 
**  it  would  not  prevent  the  escape  of  noxious  gases."     Professor 
Hiompson  thinks  it  would  not  be  safe  for  men  to  work  at  dredging 
the  basin  at  any  time  when  the  '^  temperature  is  much  above  the 
freezing-point,  unless  the  basin  is  kept  constantly  flooded."    This 
period  of  danger  must  include  the  time  (October  5)  when  Mr.  Mun- 
roe made  his  observations  near  the  surface  of  the  disturbed  mud, 
Hnd  found  them  to  produce  no  ill  effect  upon  the  human  organism. 
These  contrasts  in  the  honest  convictions  of  two  careful  gentle- 
xnen,  having,  as  they  felt,  an  important  duty  to  discharge,  may 
Berve  to  show  the  difficulties  that  surround  this  subject. 

With  the  completion  of  the  changes  now  in  progress  by  Mr. 
Squire,  the  vapors  from  .the  rendering  tanks,  which  many  per- 
sons regard  as  the  sources  of  the  agency  that  produces  the  black- 
ening and  nauseating  effects  experienced  about  Miller's  River, 
will  have  no  outlet,  except  through  a  furnace  fire,  and  will,  of 
course,  be  destroyed.  With  the  filling  of  the  basins,  the  sources 
of  the  sulphuretted  hydrogen  about  Miller's  River  will  be  buried 
some  ten  feet  below  the  surface  of  the  ground. 
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Rinsing  of  Dreaed  Hogs. 

The  rinsing  of  the  dressed  hogs  in  Mr.  Squire's  establishment 
carries  an  amount  of  blood  into  the  sea  so  inconsiderable  in 
quantity  that  it  must  be  considered  altogether  unobjectionable. 
The  rinsings  of  the  Brighton  Abattoir  are  of  the  same  character, 
and  they  have  heen  observed  strewn  along  the  shore  against  tiie 
Abattoir,  in  the  shape  of  clots  of  blood,  when  a  favoring  high 
water,  and  the  rinsing  of  the  floor  at  the  winding  up  of  the  day's 
slaughtering,  united  to  make  the  deposit  possible.  The  blood 
and  ofial  of  Mr.  Squire's  establishment  are  now  carried  away  daily 
in  air-tight  tanks,  to  be  converted  elsewhere  into  fertilizer,  in  tiie 
same  manner  as  they  are  from  Mr.  Toby's  hog-slaughtering  works 
in  New  York. 

[I  submit  a  map,  furnished  me  by  the  New  York  Board  of 
Health,  at  my  request,  showing  in  tlie  red  areas  the  sites  of  the 
slaughtering-houses  now  carried  on  in  the  city  of  New  York. 
Those  in  the  neighborhood  of  Fourty-fourth  Street  on  the  East 
River  are  for  cattle.  Those  between  Thirty-ninth  and  Fortieth 
Street  on 'the  North  River  are  for  swine.] 

Smell  of  Live  Hogs. 

In  regard  to  the  last  branch  of  the  inquiry,  —  the  smell  of  (lie 
live  hogs,  —  it  is  proper  to  say  that  careful  examination  prolonged 
through  a  whole  night  in  the  rooms  in  which  the  hogs  are  con- 
fined failed  to  reveal  a  trace  of  sulphuretted  hydrogen,  the  gas 
that  produces  the  discoloration  and  nausea,  as  is  well  known. 
Within  the  building  the  smell  of  the  swine  has  already  been  ren- 
dered almost  without  offence  by  tlie  free  use  of  powdered  charcoal 
on  the  floors  of  the  pens ;  and  experiments  are  making  which  it  is 
hoped  will  result  in  meeting  all  the  reasonable  demands  of  good 
neigborhood  in  regard  to  the  peculiar  odor  of  swine  attaching  to 
the  moving  railway  trains.  This  smell  is  not  made  a  subject  of 
complaint  by  the  New  York  Board  of  Health.    See  Note  A,  p.  36. 

Preparation  of  the  Sausage  Cases, 

This  work,  which  is  necessarily  offensive  in  the  immediate 
apartment  in  which  it  is  carried  on,  is  conducted  in  a  small  closed 
room,  in  Squire^s  establishment,  and  is  so  careiiilly  and  skilfully 
manipulated  that  it  gives  no  offence,  and  would  not  be  known 
imless  the  room  were  actually  visited. 
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The  Smell  (ucribed  to  Squire*8  Works  by  Besidents  on  Chestnut  and 

Mount  Vernon  Streets^  Boston, 

The  smell  of  cooking  putrid  meat  is  described  by  persons  re- 
nding on  the  west  slope  of  Beacon  Hill,  Boston,  on  the  Back  Bay, 
and  m  Charlestown,  as  having  been  perceived  on  the  night  of  tlie 
31st  of  .July.  That  it  could  in  no  way  have  been  connected  with 
Miller's  River  basins  is  demonstrated  by  the  course  of  the  wind, 
which  was  that  night  from  the  southeast.  On  the  nights  of  June 
9th,  10th,  and  11th  there  came  extreme  illness  to  two  persons  re- 
nding near  the  foot  of  Chestnut  Street,  which  was  ascribed  by  the 
fiunily  physician  to  the  nauseating  smells  from  Squire's  works, 
or  at  least  from  that  neighborhood.  On  the  9th  and  10th  the 
wind,  recorded  at  the  Harvard  College  Observatory,  was  from  the 
Mct&eMt,  on  the  11th  it  was  from  the  west.  It  is  clear  thaif  if  the 
oflfonsive  odors  on  the  several  nights  had  a  common  source,  it 
oonld  not  have  been  in  East  Cambridge.  It  must  have  been  from 
ihe  immediate  neighborhood. 

The  following  explanation  of  these  special  annoyances  is  sug- 
gested:— 

The  maximum  *eat  of  July  30,  1873,  was  93° ;  of  July  31, 
B2.6°.  On  August  1  there  was  a  thunder-shower.  On  tlie  9th, 
lib,  and  12th  of  June  there  were  slight  'thunder-showers.  The 
lieatand  the  muggy  weather  of  these  months,  as  is  well  known, 
cause  in  most  families  an  unusual  amount  of  waste  from  the  larder 

Itndtable  —  cooked  and  uncooked  —  to  find  its  way  into  the  drain 
^  the  sewer.  The  water  in  which  meats  are  boiled,  that 
tt>  the  meat  extract^  ready  to  undergo  rapid  putrefactive  fer- 
nientation,  is  poured  into  Uie  drain.  Meats  are  purchased  at  the 
Aops  supposed  to  be  sound  and  found  to  be  unsound.  The  boil- 
ing arrests  the  change,  but  the  putrid  juices  are  poured  into  the 
■ink  and  reach  the  sewer.  It  is  well  known  that  such  weather 
fi^nently  so  impairs  the  excellence  of  meats  that  their  prices 
^  appreciably  reduced. 

This  kind  of  water  is  to  a  certain  extent  a  diluted,  acid,  ofTen- 
^ve  foup-liquor.  Like  that,  if  allowed  to  stand  in  warm  weather 
^thoat  plentiful  dilution  with  water,  it  must  ferment  and  yield 
&e  kind  of  gases  described  as  the  smell  of  cooking  putrid  meat. 

Among  the  principal  offensive  volatile  ingredients  that  are  rec- 
ognized —  in  water  in  which,  during  hot  and  muggy  weather,  meats 
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and  vegetables  have  been  boiled  —  are  traces  of  volatile  fat  acids, 
like  the  smell  of  cheese,  rancid  butter,  and  tainted  meat,  together 
with  the  smells  that  characterize  boiled  cabbage  and  onions,  some 
of  which  contain  sulphur,  and  acetic  acid.  The  liquor  also  con- 
tains lactic  acid. 

Tliese  smells,  when  diluted,  we  complain  of  less,  because  we 
are  more  familiar  with  them.  It  is  when  the  liquid  from  which 
they  proceed  meets  sulphides  of  dock  mud,  or  the  fceces  of  vaults, 
and  sets  sulphuretted  hydrogen  free  to  mingle  with  the  smells  due 
to  kitchen  wastej  that  the  offensiveness  is  intensified. 

When  now  the  mouth  of  tlie  sewer  is  laid  bare  by  the  retreat 
of  the  tide,  the  air  from  without  enters.  Tliis  air  of  the  river- 
bed is  cooler  than  the  air  over  Uie  hot  waters  received  as  they  are 
poured  from  the  boiled  meats  into  tlie  sewer.  But  the  coolness 
of  the  H)uter  air  is  appreciably  greater  (and  these  smells  are  uni- 
formly worst  late  at  night)  as  the  night  advances,  and  the  con- 
trasts with  the  temperature  of  the  air  of  the  sewer  correspondingly 
greater.  The  sewer  air  is  of  course  lighter j  and  will  fiud  its  way 
up  through  any  opening  into  houses,  areas,  and  streets.* 

This  smell  would  be  likely  to  be  mingled,  after  a  time  certainly, 
with  the  dock  smell.  Such  has  been  observed  in  Gharlestown, 
where  persons  have  gone  up  throvgh  the  fog-layer  of  offensive 
odor  near  the  dock,  to  a  clear  and  fresh  atmosphere  above,  to  find 
later  tlie  kitchen-sink  smell  issuing  first  from  sinks  and  traps 
and  followed  soon  after  by  the  effluvium  of  the  dock. 

It  is  easy  to  see  why  members  of  the  Citizens'  Committee  of 
East  Cambridge  have  sometimes  been  annoyed  by  what  is  recog- 
nized as  the  smell  of  boiling  putrid  meat,  —  such  as  was  illustrated 
a  year  ago  by  experiment  before  the  Mayor  and  Aldermen  of  Cam- 
bridge,—  as  they  have  approached  Squire's  works,  although  the 
tvind  was  ivith  them.  The  fact  was,  at  such  time  the  ofiiensive  va- 
pors came  from  the  sewers.  The  mouths  of  the  sewers  had  been 
laid  bare  by  ebb  tide.  The  wind  acted  to  diminish  the  pressure 
over  the  traps  or  sinks  through  which  tlie  smells  isFued. 

It  is  probable  that  the  annoyance  which  appears  so  oppressively 

*  The  traps  of  most  houses  —  which  arc  merelj  sections  of  tube  like  the  letter  S  in 
shape,  turned  on  its  side  thus  go  —  are  known  to  be  frequently  emptied  by  the  siphon 
action  of  tlic  trap,  and  so  provide  a  channel  for  the  gases  of  the  sewers  to  enter  houses. 
All  such  traps  should  have  a  vent  at  the  summit  communicating  bj  a  tube  with  the 
kitchen  chimney,  or  a  flue  by  its  side,  or  carried  to  an  elevated  point  ontiide  the  honae. 
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VOL  the  Worcester  Depot,  at  times  when  the  wind  is  southerly,  will 

find  in  these  considerations  a  ready  explanation. 

The  troubles  on  Newbury  Street  and  other  points  on  the  Back 

Bay  are  obviously  of  the  same  type. 

It  certainly  does  not  require  special  elaboration  to  explain  why 
it  frequently  has  happened  that  offensive  odors — especially  that 
of  the  smell  of  boiling  putrid  meat  —  has  diminished  in  intensity 
as  the  observers  have  neared  Squire's  establishment. 

Under  a  portion  of  the  slaughter-house  there  is  a  mass  of  dock 
mud,  derived  from  the  sewers  formerly  and  now  discharging  there, 
and  more  or  less  from  the  materials  to  which  contributions  were 
made  frdm  the  slaughter-houses  and  sewage  of  Cambridge  and 
Somerville  in  Squire's  and  the  other  basins  in  former  years.  All 
this  mud  Mr.  Squire  proposes  to  remove,  after  the  filling  of  the 
basin  up  to  the  bulkhead  around  the  works  so  as  to  make  it 
possible,  then  thoroughly  disinfect  and  retain  the  open  space 
imder  his  works.  With  the  completion  of  the  changes  now 
going  on  in  the  basin,  the  drain  to  be  introduced  will  carry  the 
inatter  now  going  into  the  basin  to  the  reaches  of  the  sea,  as  it 
IB  done  at  the  Brighton  Abattoir. 

Wkj/  is  the  NuUance  becoming  more  and  more  intense  Tear  by  Yearf 

The  parent  material  and  the  extent  of  surface  for  the  exhala- 
tion of  offensive  gases  are  steadily  increasing. 

Parallel  with  Charles  Street,  there  has  been  in  recent  times  an 
i&crease  in  tlie  length  of  horizontal,  or  nearly  horizontal,  sewers 
w  the  sidef  towards  Charles  River.  This  is  especially  true  of  the 
■ewers  draining  Chestnut  Street  and  Mount  Vernon  Street.  A 
Urge  number  of  private  and  some  public  buildings  have  within 
•  short  time  been  erected  between  West  Boston  Bridge  and  the 
iBIldam.  The  sulphuretted  hydrogen  of  the  mud  by  the  outlet 
tf  the  Chestnut  Street  sewer,  as  given  by  Mr.  Merrick,  takes  rank 
^tfa  that  from  the  mud  from  the  neighborhood  of  Stony  Brook, 
from  South  Boston  Plats,  from  the  Gore  Street  and  Mcdford  Street 
■ewers  emptying  into  Squire's  basin,  though  it  falls  much  below 
ftat  from  the  mud  of  Broad  Canal. 

With  the  increased  extent  of  horizontal  sewers  in  Boston  and 
Cambridge,  the  regions  drained  have  been  covered  with  dwelling- 
booses  provided  with  kitchen  sinks  and  water-closets. 
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With  the  mouths  of  these  sewers  opening  upon  steadily  deepen- 
ing areas  of  festering  mud,  it  is  natural  that,  with  fayoring  condi« 
tions,  offensive  smells  should  occasionally  force  themselves  into 
the  dwellings  and  the  spaces  about  them.  The  unequal  settling  of 
new  made  land,  and  especially  the  greater  settling  of  houses  as 
compared  with  the  open  areas  about  them,  not  infrequently  cracks 
the  drains,  and  provides  openings  for  the  escape  of  gases  from  the 
sewers,  llie  longer  the  slightly  inclined  section  of  the  sewers, 
giving  opportunity  for  larger  accumulations  of  offensive  kitchen 
waste,  and  the  more  offensive  the  dock  mud,  the  greater  is  the 
probability  of  annoyance  when  the  reeking  and  acid  sewage  issues 
to  be  mingled  with  the  mud. 

General  dmcluiums  from  the  Foregoing  Investigatians. 

Ist.  In  taking  a  general  review  of  tlie  case,  one  is  impressed,  in 
the  first  place,  with  the  fact  that  the  processes  at  Squire's  works 
are  continiwus  and  regular^  while  tlie  annoyance  to  the  sense  of 
smell,  both  in  the  neighborhood  and  at  a  distance,  is  vntermiUad 
and  irregular ;  in  the  second  place,  that  the  time  of  annoyance  is 
generally  at  night,  and  more  frequently  late  at  night,  and  when  the 
tide  is  out ;  in  the  third  place,  that  annoyances  at  the  same  time, 
and  of  the  same  kind,  are  sometimes  greater  at  the  more  distant 
points  than  in  the  immediate  neighborhood  of  Squire's  works ;  and, 
finally,  that  at  such  times  the  annoyances  are  quite  as  great  to  the 
windward  as  to  the  leeward  of  the  Miller's  River  basins. 

2d.  Miller's  River  has  been  a  source  of  greater  annoyance,  in  the 
way  of  offensive  smells,  than  any  other  point  about  Boston,  for  the 
reason  that  it  consists  of  a  series  of  long,  narrow,  settling  basins, 
open  to  the  wind  on  all  sides  and  surrounded  by  dwellings,  while  in 
most  other  localities  the  dock  deposit  is  usually  open  on  but  one 
side,  and  the  neighboring  dwellings  get  the  effects  only  when  the 
wind  is  coming  from  one  quarter. 

3d.  The  impression  that  one  receives  in  going  through  Squire's 
works  is  that  of  the  thoughtful  care  and  cleanliness  with  which 
the  processes  are  conducted. 

4th.  In  former  times,  when  the  blood  and  refuse  of  Squire's 
and  the  other  slaughtering  works  were  tlirown  into  the  basins, 
they  contributed  in  some  degree  to  the  total  filth  derived  from 
various  sources,  —  mainly  the  sewers  emptying  into  Miller's  River. 

5th.  The  soup-liquor,  or  meat  extract,  has  no  offensive  smell. 
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It  is  derived  from  the  digestion,  in  steam-tight  tanks,  of  the  trim- 
mings of  pork,  and  from  the  occasional  carcasses  of  hogs  arriving 
dead.  It  is  separable,  after  the  process  is  completed,  from  the  fat 
tbove,  and  the  bones,  gristle,  and  heavy  matter  below.  It  yields, 
only  after  standing  a  long  time,  a  trifling  flocculent  deposit,  and 
may  be  said  to  be  substantially  soluble  in  the  sea-water  into  which 
it  is  discharged  while  fresh.  It  is  entirely  removable  with  the  ebb 
tide. 

6th.  The  hot  water,  which  is  used  over  and  over  again  in  scald- 
ing a  thousand  hogs  or  more,  becomes  at  the  close  of  the  day's 
work  a  reddish-brown  dirty  liquid,  which  is  but  little  offensive  to 
the  sense  of  smell.  The  heat  has  coagulated  the  traces  of  blood. 
The  remaining  material  in  suspension  and  in  solution  is  chiefly 
Bcarf-skin,  and  light  particles  of  dirt  which  have  beeti  gathered 
and  held  by  the  prodifbts  of  perspiration.  It  is  largely  soluble  in 
aea-water,  and  contains  only  light,  flocculent  matter  that  would 
immediately  and  without  ofience  be  borne  away  on  the  ebb  tide. 
The  total  amount  of  organic  matter  reaching  the  basin  from 
Squire's  Slaughtering  Works  is  diluted  with  sea-water  in  the  ratio 
of  one  of  organic  matter  to  above  500,000  of  sea- water. 

7th.  The  gases  evolved  in  the  reduction  of  the  trimmings  and 
carcasses  of  dead  hogs  are  not  permitted  to  enter  the  air.  What 
are  not  condensed  by  passing  through  tubes  surrounded  by  cold 
^niter,  or  absorbed  by  passing  over  surfaces  of  slacked  lime,  are 
dtimately  burned  under  the  boilers. 

8th.  The  vapor  attending  the  rendering  of  fresh  fat  in  open 
ianks  is  to  most  persons  not  ofiensive.  In  Paris  it  is  conducted 
in  open  copper  kettles.  The  heat  employed  in  Squire's  works  is 
^rived  from  steam  of  60  lbs.  pressure,  or  about  SOO''  Fah.,  and  is 
too  low  to  produce  acrolein  or  other  ofiensive  products.  The  open 
*iaks  of  Squire's  works  are  soon  to  be  wholly,  as  they  are  already 
partially,  replaced  by  closed  tanks,  which  will  conduct  all  the  gases 
Placed,  of  whatever  kind,  into  the  furnace  fire. 

9th.  For  the  past  year,  the  blood  and  waste,  formerly  thrown 
^to  Squire's  basin,  have  been  removed  in  air-tight  carts,  to  be 
inverted  elsewhere  into  fertilizer. 

loth.  The  ofiensive  smell  that  has  discolored  buildings  and  pro- 
duced nausea  occasionally  in  East  Cambridge  and  Somerville  comes 
^P  at  times  from  the  basins  on  Miller's  River  when  the  atmos- 
phere is  £avorable,  that  is,  when  it  is  warm,  quiet,  and  muggy,  — 
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just  as  it  does  from  other  deposits  of  dock  mud,  as,  for  example,  in 
the  basins  above  Canal  Street  in  Gharlestown ;  from  the  deposits 
in  Broad  Canal  and  its  branches;  from  the  Cambridge  flats  on 
either  side  of  West  Boston  Bridge ;  from  the  areas  near  the 
mouths  of  sewers  at  the  foot  of  Beacon  Hill ;  from  others  on  the 
Back  Bay ;  and  generally  wherever,  around  the  skirts  of  Boston 
Harbor,  sewage  and  organic  filth,  mingled  with  sea-water  to  con- 
stitute a  mud,  are  exposed  to  a  warm  atmosphere.  , 

11th.  The  nauseating  and  irritating  odors  that  are  described  as 
apparently  coming  from  the  cooking  of  putrid  meat  have  their 
origin  in  part  at  the  bone  and  soap-boiling  and  rancid  fat-render- 
ing  establishments,  —  not  the   pork-slaughtering  works,  —  near 
Miller's  River  basins,  and  in  part  at  openings  of  the  sewers,  into 
which   has  been    thrown  from   kitchens  the  cooking-water   in 
which  meats  and  vegetables,  more  or  less  taihted  by  the  hot,  muggj' 
weather  of  the   season,  have  been   boiled.      These,  coming  up 
mingled  with  the  dock  smell,  have  been  observed  to  the  windward 
of  Squire's  Slaughtering  Works,  which  has  led  some  persons  to 
think  that  the  odors  from  these  works  would  force  their  way 
against  the  wind.    They  have  been  observed  in  Chestnut  and 
Moimt  Vernon  and  Charles  Streets,  on  the  Back  Bay,  and  in 
Charlcstown,  and  ascribed  to  Squire's  works,  when  the  wind  was 
demonstrably  from  the  east  and  southeast. 

12th.  The  smell  of  the  living  swine  after  they  reach  the  pens 
strewn  with  charcoal  is  scarcely  offensive  at  any  considerable  dis- 
tance. 

13th.  The  discoloring  and  nauseating  smells  of  public  complaint 
do  not  come  from  the  processes  pursued  in  Squire's  works. 

14th.  Squire's  Slaughtering  Works  are  conducted  with  as  much 

care  and  cleanliness  as  are  the  Hog-Slaughtering  Works  of  New 

York,  which  are  declared  by  the  Board  of  Health  of  that  city  to  be 

no  nuisance. 

Solicitude  for  the  Future. 

The  situation  of  the  cities  about  the  mouth  of  the  Charles  and 
Mystic  Rivers  is  somewhat  peculiar.  It  has  obviously  been  the 
persistent  plan  of  nature,  by  wearing  away  the  gravel  islands  at 
the  entrance  to  Boston  Harbor,  to  fill  up  the  anchorage  ground, 
and  virtually  carry  the  mouth  of  Charles  River  farther  out  to  sea. 
The  sea-walls  erected  and  erecting  by  the  general  government 
have  partially  arrested  the  execution  of  tliis  plan.  But  the  task 
has  been  taken  up  by  what  may  be  called  the  "  current  of  events," 
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of  which  we  are  the  directors.     We  leave  the  sewage  near  the 
mouths  of  the  sewers,  or  availing  ourselves  of  the  collision  be- 
tween the  effluent  and    returning  tides,  which  provides  for  the 
arrest  of  whatever  of  solid  refuse  is  thrown  into  the  river  and  borne 
oat  on  the  ebb  to  be  brought  back  with  the  flood  and  spread 
over  and  left  upon  the  settling  areas ;  we  are  doing,  by  the  in- 
evitable consequences  of  increasing  population,  an  injury  akin  to 
that  against  which   we   are,   through   the  general  government, 
slarivmg  to  protect  ourselves.     In  some  respects  the  injury  we  do 
is  more  difficult  to  repair.     While  the  shifting  sand  and  gravel 
only  threaten  the  convenience  of  commerce,  the  ill-controlled  and 
accumulating  sewage  menaces  the  health  of  the  cities. 

This  is  the  kind  of  danger  which,  as  is  well  known,  rendered 
necessary  the  construction  of  the  great  trunk  sewer  inside  the 
Thames  embankment  for  the  reception  and  removal  of  the  sew- 
age of  London.  It  has  led  Paris  to  forbid  the  pollution  of  the 
Seine.  It  has  moved  the  city  of  Glasgow  on  the  Clyde  to  con- 
template enormous  expenditures  to  rid  the  river  of  the  filth 
derived  from  that  city.  It  now  occupies  the  earnest  attention  of 
»me  of  the  best  minds  of  the  city  of  New  York. 

The  annoyances  of  whatever  nature  from  the  establishments 
on  Miller's  River  having  ceased,  the  basins  having  been  filled  up 
•nd  adequate  sewers  having  been  provided,  it  may  be  proper  to  re- 
nark,  that,  although  the  immediate  neighborhood  will  have  relief, 
the  great  question  of  annoyance  from  the  sewage  of  Boston, 
(Wlestown,  and  Cambridge,  distributed  over  the  settling  areas  of 
the  inner  harbor  and  laid  bare  at  low  tide,  —  which  annoyance 
hi8  at  times  characterized,  and  indeed  may  be .  said  to  have 
poDnted  and  poisoned,  the  atmosphere  of  the  municipalities  on 
the  shores  of  Boston  Harbor,  — will  remain  to  challenge  the  care 
^d  solicitude  of  the  guardians  of  public  health. 

Adjourned  to  Tuesday,  December  9. 

Kon  A.  —  The  following  experiment  was  performed  after  the  hearing  was  closed  * 
<A  ear-load  of  swine,  on  the  arrival  of  a  train,  v^as  run  upon  a  side  track,  and,  after  the 
^^ther  cart  were  discharged  and  removed,  a  solution  —  one  percent  strong  —  of  a  con- 
^tent  form  of  carholic  acid  was  spriTikled  over  the  swine  and  the  interior  of  the  car. 
The  pecoliar  odor  of  swine  was  immediately  and  completely  destroyed,  and  two  and  a 
Wjf  boars  later  it  was  possible  to  perceive  the  swine-odor  at  only  one  point  in  going 
toood  the  car.  This  experiment  assures  the  possibility  of  so  treating  a  train  loaded 
^rith  living  hogs  as  to  render  its  transit  along  the  railway,  and  its  discharge  at  the 
^laee  of  its  destination,  practically  inoffensive. 
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SEVENTH  DAY.     ' 

Deoembttr  9,  1873. 

Cross-examination  of  Professor  Eben  N.  Horsford. 

Q.  (by  Mr.  Mclrvtire).  Are  you  awaro  of  the  locality  of  the  outlet  of 
this  sewer  which  has  discolored  the  building  of  which  you  speak  %  A.  It 
oomes  iuto  the  basin,  but  I  do  not  know  at  what  point. 

Mr,  Mclntire,    That  I  suppose  we  shall  have  to  show. 

Mr,  Derby,  I  understand  from  Mr.  Squire,  and  I  think  I  have  been 
told  the  same  thing  before,  that  it  replaces  an  old  sewer  that  remains 
there  and  comes  in  at  the  head  of  the  basin. 

Q,  (by  Mr,  Mclntire).  You  say  it  is  the  gases  that  come  up  from  the 
basin  that  have  blackened  them  %    A.    1  have  no  doubt  of  it. 

Q.  The  heated  gas  passes  up  into  the  sewer  in  the  manner  you  indi- 
cate ;  perhaps  the  tide  closes  the  lower  end  of  it,  and  the  water  inside 
being  colder  than  the  gas  causes  it  to  rise  and  issue  from  the  openings  oF* 
the  sewer  above.  A.  The  water  is  probably  below  the  mouth  of  this 
sewer  at  ordinary  times,  and  the  rising  of  the  gases  from  the  basin  through 
the  sewer  c-auses  the  discoloration  I  have  spoken  of. 

Q.  Did  you  notice  those  other  houses  on  the  northerly  and  easterly 
side,  nearer  the  establishment,  —  those  that  are  between  this  house  and  the 
establishment]  A.  My  impression  is  that  most  of  them  are  painted 
with  Spanish  brown,  and  that  color  i&not  affected  by  the  gas. 

Q.  Don't  you  find  that  the  north  and  east  sides  of  the  houses  next  to 
Mr.  Squire's  are  discolored  %  A.  \  have  not  noticed  it  In  the  neigh- 
borhood of  Sixth  Street  they  are  discolored  more  on  the  side  toward  the 
basin  than  on  the  other  side.  On  Fifth  Street  there  are  houses  not  discolored 
on  the  side  towards  the  works,  but  very  deeply  on  the  side  towards  the  basin. 

Q.  As  far  as  your  investigation  of  the  state  of  affairs  on  the  31st  of 
July  went,  you  ascertained  that  the  wind  came  from  the  direction  of 
Broad  Canal  and  Back  Bay,  —  from  the  southeast  Have  you  examined 
the  houses  on  Spring,  Charles,  Lime,  Otis,  and  Thomdike  Streets,  on  the 
southerly  side  of  East  Cambridge,  —  houses  facing  to  the  south  and  the 
east,  —  to  see  whether  there  is  any  discoloration  there  %  A.  I  have  noticed 
some  discoloration,  but  nothing  like  that  in  the  neighborhood  of  the  basin. 

Q.  But  if  I  understand  you,  Professor,  your  idea  of  the  vapors  and 
gases  of  the  3 1st  of  July  is  that  they  came  from  the  neighlx)rhood  of 
Broad  Canal  and  Back  Bay,  or  from  that  direction.  The  wind  being  from 
the  southeast  would  sweep  the  whole  area  of  flats  that  extend  from  Canal 
Street  Bridge  up  for  a  mile  and  a  half.  Well,  now  would  n't  you  think  it 
rather  singular  that  these  buildings  right  on  Cambridge  Street,  at  the 
corner  of  Fifth  Street,  and  along  Cambridge  Street,  the  buildings  on  the 
southerly  side,  and  along  from  Fiftli  to  Fourth,  and  along  Fifth,  from 
Otis  across  Cambridge  to  the  establishment  were  the  most  discolored  1 
Would  n't  you  think  it  a  little  singular  if  these  vapors  arose  from  Broad 
Canal  and  passed  over  entirely  those  buildings  on  Charles,  Otis,  and 
Thomdike  Streets  without  coloring  them  at  all  and  came  up  to  Cam- 
bridge Street  and  colored  those  near  the  establishment  1    jL   Whether  it 
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ould  color  the  houses  or  not  would  depend  upon  the  kind  of  paint  with 
hich  they  were  coated.    Lead  paints  only  are  discolored. 

Q.  If  you  found  all  these  houses  from  this  one  nearest  the  canal  along 
\G  Street  fitcing  to  the  south  till  you  came  to  Cambridge  Street  entirely 
*ee  from  discoloration,  would  you  then  attribute  the  gases  which  arose 
Q  the  31st  of  July  to  Broad  Canal  ]  If  you  did  n*t  find  any  color  until 
ou  got  up  to  within  three  or  five  hundred  feet  of  Mr.  Squire's  estab- 
iahment,  would  you  say  the  gases  arose  from  Broad  Canal  1  A.  My 
)pinioQ  would  not  be  governed  by  that  circumstance  in  the  face  of  an 
easterly  wind.     I  could  not  say  without  knowing  more. 

Q.  Well,  the  wind,  as  I  understand  you,  was  from  the  south  or  south- 
easterly direction.  Now,  if  it  came  from  Broad  Canal,  it  would  blow 
right  across  the  marshes  and  strike  upon  the  southerly  side  of  these 
houses.  If  these  houses  were  free  from  any  discoloration,  should  you 
lay  then  that  the  vapors  arose  from  Broad  Canal  1  A.  That  produced 
the  discoloration  ] 

Q.  Yes,  sir  1  A.  If  there  were  houses  directly  in  the  vicinity  of  Broad 
Caoal  and  not  affected  that  night,  I  should  think  it  required  additional 
rfody  to  find  out  precisely  what  the  fact  was.  They  may  not  have  been 
painted  with  lead  paint 

Q,  There  are  no  houses  on  Broad  Canal.  But  you  go  across  the  marsh 
directly,  perhaps  a  quarter  of  a  mile,  before  you  meet  with  houses.  Then 
there  are  parallel  streets  up  to  Cambridge  Street.  Now,  on  Cambridge 
Street,  we  find  the  most  discolored  houses  are  on  Fifth  Street ;  on  this 
night,  the  night  of  the  31st  of  July,  we  find  that  the  most  intense  dis- 
c<^tions  are  on  Fifth  Street,  from  the  establishment  of  Mr.  Squire  to 
Otis  Street ;  that  takes  it  up  to  the  buildings  ou  Cambridge  and  Fourth 
Streets,  —  the  houses  on  the  northerly  side.  I  ask  you,  if,  in  the  face 
of  the  fact,  that  the  houses  along  the  line  of  Charles  Street  that  are  the 
nearest  houses  to  Broad'  Canal,  not  being  discolored,  would  you  then 
■ttribute  the  gases  which  produced  the  discolorations  to  Broad  Canal  1 
^  My  answer  would  be,  that,  the  houses  not  being  far  from  the  comer 
^  Gore  and  Sixth  Streets,  the  discolorations  might  have  been  the  effect 
of  the  easterly  wind  deflected  from  the  basin. 

Mr,  Mclntire,    Professor,  I  don't  think  that  is  hardly  an  answer. 

Profeuor  Horsford,  If  I  understand  the  point  you  wish  to  develop,  it  is 
whether  I  can  account  for  these  buildings  being  discolored  with  a  south- 
east wind. 

Mr,  Mclntire,  That  is  not  the  point.  What  I  wish  to  get  at  is,  how 
yoa  will  explain  the  fact  of  the  discoloration  of  these  buildings  which 
ve  within  a  few  hundred  feet  of  the  establishment,  while  those  nearest 
Broad  Canal,  from  which  you  think  these  vapors  emanate,  are  not  dis- 
colored at  all  1  The  nearer  you  get  to  it,  the  less,  discolored  they  are. 
i.  Allow  me  to  state  that  I  consider  the  question  of  the  wind  as  settled. 
f  I  understand  your  question,  you  are  seeking  to  find  out  what  direction 
he  wind  was  from  the  spots  on  the  sides  of  the  houses.  Now,  those 
oards  yonder  settle  the  matter  as  to  where  the  wind  was. 
Mr.  Mclntire.  Well,  if  you  will  answer  ray  question,  we  will  pass  on 
\  the  boards.  If  the  wind  is  settled  as  coming  from  the  southeast,  and 
you,  as  you  say  you  have,  made  up  your  mind  that  these  gases  must 
ive  come  from  Broad  Canal  or  that  vicinity  — 
Frofeuor  Hor»ford,   Which  I  have  not. 
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J/r.  Mclntire.  The  winds  coming  from  the  direction  of  Back  Bay  and 
Broad  Canal  could  not  come  from  Mr.  Squire's  works.  Now,  how  do  you 
account  for  the  fact  that  all  these  buildings  nearest  Broad  Canal  were  not 
discolored?  A.  Below  Mr.  Squire's  block,  I  think  near  the  junction 
of  Sixth  and  Gore  Streets,  there  is  an  open  place,  and  with  a  moderate 
easterly  wind  I  can  see  that  the  vapor  of  the  basin  might  easily  have  been 
deflected  through  there  and  produced  these  effects. 

Q.  Then  your  idea  is  that  all  these  discolorations  must  have  come  from 
the  basin  1     A,    Not  entirely,  but  chiefly. 

Q,  Well,  now  we  will  say  something  about  these  boards.  These  boards 
were  taken,  as  I  understand  it,  from  a  fence  at  the  widening  of  Bridge 
Street,  right  there  upon  Craigie's  Bridge  1 

The  Chairman.  1  would  like  to  know  precisely  where  these  boards 
oame  from. 

Mr,  Mclntire,  They  came  from  Bridge  Street,  near  Craigie's  Bridge, 
just  where  they  propose  to  have  the  outlet  of  this  big  sewer.  {To  wit- 
ness.) Well,  if  these  boards  were  discolored  on  the  night  of  the  31st  of 
July,  and  if  these  gases  which  discolored  these  boards,  which  you  think 
are  a  part  of  tha  same  which  discolored  the  buildings  up  towards  Sixth 
Street,  would  n't  you  naturally  expect  to  find  the  buildings  between  these 
streets  and  Craigie's  Bridge,  and  along  up  Cambridge' Street  on  the  souths 
erly  side,  more  or  less  discolored  until  you  got  up  as  far  as  the  discolora- 
tions went  1  -4.1  am  not  clear  that  that  would  be  a  fair  deduction. 
Every  additional  street  and  every  additional  house  breaks  up  the  wind 
and  scatters  the  current  of  gas,  and  its  effects  are  less  noticed. 

Q.  But,  as  I  understand  it,  you  assume  that  these  boards  were  dis- 
colored in  a  single  night  1     A.    Substantially. 

Q.  Well,  now,  if  there  was  hydrogen  and  sulphur  enough  in  the  air  to 
color  those  boards  to  that  extent,  would  you  not  expect  to  find  that  the 
houses  for  some  distance  from  there,  with  a  free*  sweep  of  the  wind,  would 
be  discolored]    A.  Where  they  were  exposed  as  these  boards  were,  I  should. 

Q.  Where  you  interpose  a  street,  and  let  the  gases  pass  directly  up  a 
street,  it  is  not  broken.  Would  n't  you  naturally  look  for  discolorations 
on  the  sides  of  the  houses  on  such  a  street  1     A.    1  think  so. 

Q.  If  you  did  n't  find  that  the  houses  were  discolored  along  the  sides  of 
such  a  street,  how  would  you  account  for  it  1  A.  With  regard  to  that,  I 
should  base  my  opinion  upon  the  data  that  I  could  collect.  I  do  not  think 
you  give  me  data  enough  for  the  consideration  of  that  question.  It  would 
depend  upon  the  force  and  direction  of  the  wind.  I  can  conceive  that  upon 
•  the  margin  of  the  dock  an  effect  might  be  produced  that  would  not  be  noticed 
farther  up  the  street.  The  high  board  fence,  the  sea-wall  below,  and  the 
buildings  there,  would  tend  to  deflect  a  southeasterly  or  easterly  breeze. 

Q.  Do  you  think  that  these  gases  and  vapors  travel  for  a  longer  dis- 
tance over  water  than  over  land  in  a  moist  atmosphere  1  A.  If  the  land 
is  covered  with  houses,  so  as  to  break  up  the  current,  it  will  be  more  dis- 
sipated. If  it  is  a  dead  level,  I  know  no  reason  why  it  should  not  pass 
over  land  as  well  as  over  water. 

Q.  Do  you  think  it  would  travel  over  open  places  1  -4.  I  know  of  no 
reason  why  it  should  not. 

Q.  If  I  understand  you,  you  say  that  the  mud  in  the  Squire  Basin  is 
not  so  foul  as  the  mud  at  the  mouth  of  a  great  many  sewers  that  you 
examined  in  different  localities,  —  Broad  Canal,  Stony  Brook,  and  other 
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places.  A.  The  mud  outside  of  the  bulkhead  is  spoken  of.  The  roud  at 
tbo  outlet  of  the  Gore  Street  sewer,  which  is  iu  the  Squire  Basiu,  is 
worse  than  the  average  mud  of  the  basin.  It  is  under  a  portion  of  the 
building  that  I  was  not  able  to  reach.  The  mud  at  the  mouth  of  the 
Medford  Street  sewer,  also  in  the  Squire  Basin,  was  worse  than  any  portion 
outside  or  under  the  building. 

Q.  But  jou  did  n*t  find  it  so  intense  1  A,  Asm  some  other  sewers  ; 
no,  sir. 

Q.  Did  you  examine  that  matter  to  see  if  there  was  any  animal  mat- 
ter in  it  1  A.  No,  sir.  I  have  no  doubt  that  there  is  animal  matter  dis- 
charged at  the  mouths  of  sewers. 

Q.  I  am  not  speaking  of  the  mouths  of  the  sewers  1  A,  1  mean  in 
the  mud  there. 

Q.  You  did  n*t  examine  1  ^.  I  suppose  you  mean  with  a  micro- 
■cope.  The  presence  of  this  sulphuretted  hydrogen  is  perhaps  sufficient 
proof  of  its  presence. 

Q.  Would  n't  you  find  something  besides  sulphuretted  hydrogen  f 
A»  Yes;  if  you  look  at  the  table  you  will  see  that  the  amount  of  ammonia 
given  is  enormous.     There  are  two  columns  devoted  to  that  statement. 

Q,  Well,  this  large  amount  of  sulphuretted  hydrogen  and  laige  amount 
of  ammonia  in  the  water  would  be  apt  to  get  into  the  atmosphere,  more 
•or  less,  as  I  understand  you,  in  muggy  weather  1  A,  Yes,  sir ;  a  certain 
tmount  of  ammonia. 

Q.  Did  you  try  any  tests  upon  the  kettles  in  Mr.  Squire's  establish- 
ment 1  A.  I  did.  I  exhibited  them  here  yesterday.  The  tests  show 
only  minute  quantities  of  sulphuretted  hydrogen. 

Q.  You. did  n't  get  such  results  there  as  Dr.  Sharpies  or  Mr.  Munroel 
^  I  got  a  little  reaction  for  sulphuretted  hydrogen,  but  I  do  not  think 
it  was  clear  that  it  came  from  the  vapor  or  gas  of  the  tank,  because  the 
sapors  of  the  dock  were  coming  in  at  the  doors  and  windows.  It  is  true 
tbat  sulphuretted  hydrogen  escapes  in  the  melting  of  the  fat  from  the 
loeat,  just  as  it  does  in  the  kitchen  when  the  cooking  of  meat  is  going  on. 

Q.  You  take  the  gas  from  the  trying  of  the  fat  from  the  open  kettles  and 
close  tanks ;  take  the  smell  of  the  hog,  the  smoking  of  the  bacon  and  the 
*team  of  the  scalding-tank,  and  the  scent  from  the  hog  when  he  is  opened, 
*s  I  understand  there  is  quite  an  appreciable  odor  then  ;  when  all  these 
p^  go  into  a  muggy  atmosphere,  would  you  expect  to  find  the  odors 
^  that  establishment  as  strong  as  you  would  expect  to  find  them  out- 
*>de,  where  they  become  mingled  and  are  kept  down  by  the  atmosphere  1 
I  Would  you  expect  to  find  the  odors  as  strong  in  the  establishment  itself 
•*  outside,  when  they  had  come  together  1  A,  I  should  expect  to  find 
i  4em  strongest  where  nearest  their  source.  I  should  expect  if  they  min- 
^  together  in  the  factory  they  would  be  strongest  there. 

Q.  How  mingle  together  in  the  factory )  The  odors  pass  up  to  the 
*op  of  the  building  and  go  out.  There  is  the  smell  of  the  animals  when 
^J  ve  opened,  that  takes  a  similar  course.  Might  they  not  combine  and 
^  perceived  at  a  distance  1  A.  It  is  a  physical  impossibility  for  the  odors 
■liut  up  in  the  hollow  enclosure  of  the  works  to  produce  extreme  results 
^  a  distance.    There  is  a  physical  impossibility  of  the  odors  getting  there. 

Q»  You  don't  think  it  is  possible  for  these  gases  to  arise  and  become 

■itore  intense  in  the  upper  atmosphere  than  they  were  where  they  started 

I    ^  1    A.  Even  if  they  oould  get  down,  I  don't  think  I  can  say  that  the 
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smells  can  be  any  more  intense  at  a  distance  from  the  works  than  near 
them.     The  dilution  with  air  would  tend  to  destroy  them. 

Q,  Would  not  you  say  that  all  these  smells  together  would  be  more  in- 
tense than  any  single  one  by  itself]  A.  I  think  by  a  mingling  the  free 
ammonia  might  neutralize  the  sulphuretted  hydrogen  and  the  acid  smelL 

Q.  Then  there  would  be  a  certain  mingling  of  the  smells  %  A,  1  said 
that  if  they  were  mingled  they  might  be  neutralized.  I  think  the  ammonia 
would  neutralize  the  offensive  acid  smell. 

Q.  What  would  become  of  them  if  they  arose  together!  A.  They 
would  ultimately  oxidize  in  the  air  and  disappear  from  the  sense  of  smell. 
There  are  circumstances  under  whidi,  with  currents,  they  might  come 
down  ;  but  they  go  up  at  a  higher  temperature  than  the  surrounding  air, 
and  why  they  should  come  down  after  that  I  am  unable  to  see,  unless  by 
some  special  disturbance  of  the  atmosphere,  which  the  very  circumstances 
of  the  case  preclude. 

Q.  Take  the  smell  of  the  open  kettles  that  passes  up  through  the  ven- 
tilators into  the  outer  atmosphere.  Do  you  understand  that  this  render- 
ing odor  don't  come  down  %  A.  I  suppose  it  is  possible  for  a  current 
of  air  to  bring  it  down.  I  have  noticed  the  smoke  from  the  chimney 
of  the  glass  works  float  off  horizontally  for  a  Idtig  distance.  I  do  not 
remember  that  I  have  ever  seen  it  come  down  to  the  ground.  The 
vapors  of  Mr.  Squire's  establishment  are  not  visible.  The  rendering- 
smell  and  all  these  odors  and  vapors  have  a  tendency  to  go  up,  notwith- 
standing the  muggy  atmosphere  which  may  prevail.  They  are  warmer  than 
the  surrounding  atmosphere  and  would  therefore  rise.  A  muggy  atmos- 
phere would  not  often  roach  up  so  high  as  the  top  of  Mr.  Squire's  chimney. 

Q,  Perhaps  it  reaches  as  high  as  the  ventilators  1   A.  Possibly  it  might 

Q,  Then,  if  I  understand  you,  you  say  that  this  rendering  vapor,  idler 
passing  through  the  ventilators  of  the  building,  by  its  warmth  rises  in 
the  atmosphere,  notwithstanding  it  is  muggy,  and  that  it  would  be  more 
intense  right  there  than  it  would  be  at  any  distance.  The  farther  off  it 
gets  the  less  intense  it  is.  Do  you  think  that  would  be  the  same  in  re- 
gard to  these  rendering  kettles  of  Barry  and  others?  A,  I  think  so. 
The  only  way  in  which  an  intense  smell  can  be  maintained  is  by  a  veiy 
gentle  current  running  along  in  a  vein.  I  have  myself  knowil  a  vety  slen- 
der vein  extend  to  a  great  distance,  especially  when  the  wind  is  moving  very 
gently  ;  but  that  it  should  be  more  intense  at  a  distance  remains  to  be  seen. 

Q.  You  would  not  believe,  then,  the  remark  of  Mr.  Derby,  that  the 
stncll  of  those  kettles  of  Barry  and  Reardon  could  have  reached  to 
Charlestown  ^  A.  1  have  not  yet  seen  anything  that  has  led  me  to  believe 
that  they  did.  Possibly  they  might.  That  they  have  come  along  the 
street  into  East  Cambridge  I  think  probable,  but  that  they  have  reached 
Mt.  Vernon  Street,  in  Boston,  I  have  seen  nothing  to  convince  me. 

Q.  You  have  exhibited  some  tul>es  here  with  the  water  in  the  different 
states  of  the  tides  in  the  basins.  Did  you  collect  these  samples  yourself) 
A,    With  the  exception  of  one  of  them. 

Q.  Well,  the  water  in  the  basin  does  not  look  quite  so  clear  as  that  1 
A,  When  it  is  settled  it  becomes  clear.  The  mud  settled  out  shows  the 
amount  of  mud  the  water  contains. 

Q.  You  tell  about  the  acid  liquor  that  was  discharged  from  the  distil- 
lery. Have  you  examined  that  liquor  to  see  what  amount  of  acid  there 
was]  A:  No  further  than  to  test  it  with  test-papers.  I  found  it  was 
acid,  that  was  all. 
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Q,   It  was  extremely  diluted,  was  it  not  1    A.  Yes,  air. 

Q.  What  does  Mr.  BoyDton  use  his  sulphuric  acid  fori  A,  Mr. 
Boynton,  thinking  to  prevent  the  decay  of  scraps  of  animal  matter  on 
his  premises,  I  understand,  treats  them  with  sulphuric  acid,  regarding  it 
as  the  best  thing  he  can  do  to  make  that  product  harmless.  I  have  no 
doubt  that  the  effect,  so  far  as  he  is  concerned,  is  good.  Its  effect  upon  cer- 
tain undecomposed  sulphur  compounds  is  to  set  free  sulphuretted  hydrogen. 

Q,  I  understand  you  that  when  this  acid  is  put  into  the  basin  it 
sets  free  sulphuretted  hydrogen,  sometimes  more  in  bulk  than  the  mud 
itself.  Well,  now,  I  would  like  to  ask  you  who^her  you  would  think 
there  would  be  any  advantage  in  running  these  acids  through  a  sewer 
which  would  discharge  upon  the  flats  where  these  discolorations  were 
made,  —  whether  there  would  be  any  difference  in  discharging  them 
through  a  sewer,  or  into  the  Squire  Basin,  in  the  result,  in  its*effect  upon 
the  animal  matter  there,  and  upon  the  condition  of  the  people  1  A,  Are 
you  assuming  that  the  liquor  is  acid  as  it  goes  out  ? 

Q,  I  am  assuming  that  you  are  to  put  all  the  45,000  gallons  from 
Sortwell's,  all  of  Boynton  s,  and  the  acids  from  the  Blcachery  and  the  sul- 
phides into  a  common  sewer,  and,  running  them  down  to  the  point  where 
these  boards  were  taken,  whether  that  place  would  be  free  from  smells, 
or  whether  it  would  not  affect  the  mud  there  in  the  same  degree  or  in  a 
greater  degree  than  it  does  now  in  the  Squire^Basin  'i  A.  1  have  no 
doubt  the  effect  would  be  in  proportion  to  the  amount  of  mud  and  acid 
brought  together. 

Q.  Then  you,  as  a  chemist,  would  not  advise  a  sewer  of  that  kind  to 
be  emptied  into  that  place  1  A,  The  question  of  sewage  I  should  con- 
sider a  question  by  itself. 

Q.  Supposing  these  acids  which  are  poured  into  the  basin  should  be 
poured  into  the  sewers,  would  you  advise  that  the  sewers  be  emptied  at 
the  place  where  these  boards  come  from,  at  Craigie's  Bridge  1  A.  It 
would  be  better  to  have  it  discharged  there  than  where  it  is  now,  because 
the  amount  of  mud  would  be  less  there,  and  there  would,  of  course,  be 
less  gas  evolved.  * 

Q,  But  you  would  not  have  a  sewer  discharged  above  the  level  of  the 
Water  there  or  anywhere  else  1  A,  That  is  a  new  problem,  and  it  is  im- 
possible to  answer  your  question  in  a  single  word. 

Q.  (by  Mr,  Derby).  Would  you  carry  it  into  the  channell  A.  If 
there  was  mud  there  it  would  be  objectionable.  If  there  were  but  little 
mud  the  effect  would  be  trifling.  If  the  amount  was  large  the  effect 
Knight  be  correspondingly  great. 

Q,  (by  Mr.  Mclntire).  Supposing  this  was  emptied  into  the  water 
itself,  the  tide  being  high,  would  it  produce  any  effect  upon  the  flats 
^bove  and  below  at  the  rising  and  going  out  of  the  tide  1  A.  Not  appre- 
ciable, I  should  think  ;  it  would  be  too  dihiied  on  reaching  tide-water. 

Q.  Do  you  detect  any  scent  yourself  from  the  live  hogs  1  A.  Simply 
the  live-hog  smell,  as  it  is  called  1     I  did. 

Q.  That  is  not  agreeable,  is  it  1  A,  No,  it  is  not  agreeable,  but  it  is 
not  nauseating.  In  the  pens  where  the  charcoal  was  spread  it  was  ex- 
tremely reduced.  I  may  say,  with  regard  to  that,  that  I  have  undertaken 
to  show  that  it  can  be  greatly  mitigated.  I  have  sent  to  England  for  a 
preparation  of  carbolic  acid,  which  I  hope  may  be  successfully  used  for 
that  purpose. 
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Q.  I  uuderstood  you,  in  describing  the  effect  of  warm  ntmospben 
upon  the  vapors  of  the  sewei^s,  that  the  water  at  the  mouth  of  the  sewe 
being  colder  than  the  vapors  inside,  thej  would  give  off  gases  whici 
would  rise  through  the  sinks  and  traps  and  affect  individuals,  and  tha 
that  might  have  been  the  cause  of  these  gases  and  discolorations  on  pai 
ticular  occasions.  Was  I  correct  in  mj  idea  1  A,  The  smell  of  the  cooh 
ing  of  putrid  meat  I  tried  to  explain.  It  perhaps  needs  to  be  a  little  elalM 
rated^  It  is  evident  enough  that  if  you  pour  a  large  amount  of  boiliD 
water  into  a  sewer  the  temperature  of  the  air  over  the  water  will  be  abo\ 
that  of  the  general  atmosphere ;  that  is  obvious.  Now,  at  night,  whe; 
the  sun  has  gone  down,  radiation  causes  the  whole  surface  of  the  earth  t 
cool  off.  The  covered  sewer  does  not  cool  so  rapidly,  because  it  is  encased 
The  cooler  air  is  the  denser  air.  The  cooler  air  outside  would  press  upon 
the  warmei*  air  of  the  sewer,  and  the  effect  would  be  to  drive  that  warmer 
air  out  wherever  there  was  a  crack,  —  that  is,  supposing  the  mouth  of  tbo 
sewer  to  be  open.  Now,  the  opening  of  the  mouth  of  the  sewer  will  do 
another  thing.  If  the  hot  waters  and  acid  extracts  of  one  kind  and  another 
have  been  poured  into  the  sewers  during  the  preceding  twelve  hours  in 
unusual  quantity,  when  the  tide  goes  out  of  the  basin  nil  these  acid 
liquors  that  have  passed  from  the  sinks  into  the  sewers  would  go  down,  and 
if  there  were  dock  mud  at  the  mouth  of  the  sewers  the  acid  liquors  would 
be  precipitated  upon  this  dock  mud  and  set  free  sulphuretted  hydrogen  j 
that  is  inevitable.  Now,  upon  the  gases  at  the  upper  part  of  the  sewei 
there  is  increased  pressure ;  if  the  wind  is  blowing  up  the  sewer  11 
further  increases  the  pressure.  Under  certain  circumstances  the  wind 
over  the  traps  and  houses  would  lessen  the  pressure  and  facilitate  the 
escape  of  gases  from  the  sewer ;  and  when  blowing  in  the  direction  from  the 
mouth  of  the  sewer  this  would  force  these  gases  out.  I  alluded  in  what 
I  said  yestei-day  to  the  gases  at  the  Worcester  Depot.  I  have  inquired 
of  those  who  live  in  the  neighborhood,  and  I  find  that  in  the  cellars  therOi 
the  gases  come  up  from  the  sewers  in  the  immediate  vicinity  of  the  depot  j 
and  those  who  have  had  occasion  to  be  in  the  depot  during  the  siunmei 
and  autumn  state  that  there  has  been  a  most  intolerable  stench  in  that 
locality.  I  ascribe  it  to  the  atmosphere  gently  pressing  in  at  the  mouth  <i 
the  open  sewers.  It  is  probable  that  imperfect  traps  and  sinks  have  £icihr 
tatcd  the  escape  of  the  gases. 

Q.  Do  you  think  that  is  the  reason  of  the  most  offensive  smells  ex- 
perienced on  Mt.  Vernon  and  Chestnut  Streets  1  -4.  I  should  say  that 
when  this  gas  is  produced  by  the  outflow  of  the  sewage  at  the  sewer^ 
mouth,  and  a  favoring  wind  is  blowing,  it  would  carry  some  of  the  gas  op 
from  the  mouth  of  the  sewer,  over  the  sea-wall  and  along  into  the  str^ 
and  avenues  above  the  sewers  as  well  as  below. 

Q,  Well,  then,  as  I  understand  you,  you  think  that  it  does  n't  improve 
certainly  the  scents  which  arise  from  the  sewers  to  pour  in  hot  water  o^ 
any  hot  substance  1  A.  So  far  as  increasing  the  temperature  of  the  VX 
is  concerned,  it  would  not. 

Q.    It  gives  rise  to  more  gases  1     A.   Yes,  sir,  and  makes  them  lighter* 

Q.  Well,  then,  I  understand  that  most  of  these  liquors  that  are  poui*» 
off  from  these  establishments  are  hot  liquors  1 

Mr.  Derby,    Is  that  so  ? 

Q,  {by  Mr,  Mclntxrt),  The  water  from  the  scalding-tank  is,  and  tb« 
soup-liquor  is  more  or  less  heated  1  A.  When  I  have  collected  the  aoflp' 
liquor  it  has  been  pretty  cool.    It  must  stand  some  time  to  settle  dear. 
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Q,  Well,  then,  these  hot  waters  running  into  the  sewers  would  make 
them  smell  very  much  worse  than  if  these  waters  were  cool,  would  they 
not  1    A.   Yes,  sir  ;  I  think  so. 

Q,  Do  you  think  it  would  have  any  effect  upon  the  sewers  itself,  — 
the  cement,  or  whatever  it  was  made  of,  suppose  it  to  be  brick.  A,  I 
think  not,  sir. 

Q.  Well,  then,  a  sewer  carrying  away  these  substances  in  the  state 
that  they  are  poured  out,  would  not  naturally  be  as  inoffensive  a  sewer 
as  that  which  carries  out  the  washings  and  scourings  of  families] 
As   It  would  be  less  offensive.    This  soup-liquor  is  substantially  sweet. 

Q.  If  this  sweet  liquor  remained  long  in  the  sewer  it  would  begin  to 
become  acid  1    A,   Yes,  sir.     But  it  would  flow  away  at  once,  of  course. 

Q,  Well,  I  will  go  on  to  the  scalding-tank.  A.  The  scalding-tank  liquor 
will  tend  to  neutralize  any  acid  that  is  in  the  sewer ;  that  would  be  its  effect. 

Q.  The  acid  from  Mr.  SortwelFs  and  the  Bleachery,  being  added,  would 
increase  the  ofiensiveness  of  the  sewer,  would  it  not)  A,  As  acid 
liquors  they  might.  The  liquid  from  Sortwell's  is  cold,  that  from  the 
dye-house  would  become  cold,  even  if  it  started  hot.  The  effect  of  both 
in  a  sewer  would  be  trifling. 

Q,  Did  you  ever  get  the  odor  of  the  close  tank  1  I  mean  the  pure, 
miadulterated  odor,  before  it  was  run  into  the  apparatus  ]  A,  I  have 
not  got  it  directly  from  the  tank. 

Q.  You  have  never  tested  it  then  1  A.  No.  I  have  no  doubt  that 
there  is  considerable  sulphuretted  hydrogen  evolved  from  it. 

Q.  Do  you  know  anything  about  that  apparatus  for  consuming  the 
gas  %  A.  I  have  seen  the  outside  of  it,  and  seen  its  operation.  I  be- 
lieve I  understand  how  it  works. 

Q.  Well,  whether  you  understand  the  theory.  Can  you  tell  us  where 
the  gases  pass  off  from  the  water  1  A,  1  understand  there  is  a  still,  and 
then  a  pipe  passes  out  from  the  still  in  which  the  steam  is  condeused,  and 
from  which  the  uncondensed  gases  have  arisen ;  and  there  is  a  place  where 
the  condensed  water  passes  off  through  a  trap  to  the  basin.  The  gas 
ii  diiicharged  upon  shelves  covered  with  lime. 

Q.  Does  the  gas  pass  up  tlirough  this  lime  chest  and  over  the  lime  into 
gasoline,  and  from  there  through  the  furnace  1  A,  It  does.  I  do  not  recol- 
lect the  detailed  construction  of  the  condenser.  The  gases  that  are  con- 
densed in  the  still  or  coil  of  course  acquire  the  temperature  of  the  sur- 
iminding  water. 

Q.  Are  you  aware  that  there  is  a  notion  among  some  chemists  that, 
when  employed  as  experts,  they  are  acting  in  the  same  capacity  as  a 
lawyer  occupies  toward  his  client  1    A.    It  may  have  been' said. 

Q.  Do  you  hold  that  opinion  1    A.   No,  sir. 

Q,  Never  have  expressed  it?  A.  No,  sir.  I  have  said  that  I  thought 
the  relations  of  experts  in  the  courts  of  law  admit  of  great  improvement ; 
that  the  relation  needs  modification,  in  my  judgment. 

Q.  In  what  manner  1  A.  Weil,  sir,  I  should  say  that  the  system 
which  prevails  in  Germany  would  be  a  great  improvement  upon  our  sys- 
tem, where  the  expert  stands  in  relation  to  the  judge,  and  not  to  the 
counsel  on  either  side.  If  you  speak  with  regard  to  what  I  have  had  to 
do  for  Mr.  Squire,  I  would  like  — 

Mr,  Melntir^,    I  would  like  to  know  whether  you  hold  that  opinion. 

Froftmor  HorMford,    I  understand  what  your  inquiry  is.     I  think  it  is 
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but  fair  to  sav  that  in  going  into  this  matter  with  regard  to  Mr.  Squi 
I  was  a  little  doubtful  whether  I  could  be  convinced  that  the  establish^ 
mcut  was  inoffensive.     It  seemed  to  be  so  large,  and  there  were  bo  man 3 
dtliiculties  in  making  the  investigation,  and  I  had  so  little  time,  that     J 
could  hardly  venture  to  undertake  it    When  I  first  went  there,  however*, 
I  was  impressed  with  the  cleanliness  of  the  establishment  and  of  the 
business,  and  I  was  surprised  at  the  inconsistency  of  the  charges  made 
against  it     The  idea  that  any  offence  could  be  observed  at  such  distant 
points  as  was  maintained  seemed  to  me  to  be  exceedingly  problematicaL 
The  case  interested  me  as  a  scientific  problem.     I  had  no  definite  iroprsft- 
sions,  as  a  general  thing,  from  anything  that  I  had  read.      Perhaps  I 
should  except  that  I  did  see  in  the  papers  that  reached  me  while  abniid, 
that  there  had  been  a  great  deal  of  trouble  with  Miller's  River. 

Mr,  Mclntirf.  I  understood  that  several  years  ago,  in  a  convention  of 
chemists  in  Boston,  you  yourself  expressed  this  idea,  that  the  relation  of 
the  expert  to  the  party  for  whom  he  works  is  the  same  as  that  of  lawyer 
to  client ;  something  of  that,  —  that  he  should  write  in  his  interest 

Proff*8or  Horsford,  I  think  that  is  the  general  popular  impressioD 
about  it.  That  I  think  is  wrong.  I  think  the  chemist  ought  to  be  in 
relation  to  the  judge,  rather  than  to  the  client.  I  did  express  my  opin- 
ion as  to  the  fact  that  exists.  Then  too,  I  think  I  expressed  an  opinioo 
as  to  some  proposed  legislation  about  it,  that  impressed  me  as  being 
injudicious  ;  that  is  all.  I  would  like  to  answer  more  fully  a  question  iu 
regard  to  a  matter  about  which  I  think  there  is  a  little  obscurity.  There 
seems  to  bo  a  conviction  that  the  offensive  gases  may  escape  from  tho 
close  tanks  after  the  new  arrangement  of  Mr.  Squire  is  applied.  I 
think  that  is  the  conviction  of  my  bn)ther  Sharpies  and  Professor  MuD- 
roc.  Now,  of  course,  in  the  introduction  of  an  apparatus  into  an  estab- 
lishment, both  the  operatives  and  the  apparatus  have  got  to  get  used  to 
each  other.  There  will  be  accidents  at  the  outset.  The  condensation  of 
the  steam  in  this  coil  by  surrounding  the  coil  with  cold  water  reduce*  j 
that  steam  to  a  temperature  corresponding  with  the  water  outside. 
When  that  steam  is  so  condensed  it  will  hold  a  certain  amount  of  the  gtf 
that  will  condense  with  it,  in  proportion  to  the  temperature  of  the  coo- 
donscd  water.  The  colder  the  water  the  more  gas  it  will  hold.  Now  i 
this  water  went  out  saturated,  the  gases  might  be  driven  out  of  it  bf 
wanner  water.  But  if  it  went  out  cold  iwUy  other  water  not  warm* 
than  itself,  there  is  no  reason  why  these  gases  should  go  out,  esp^ 
cially  if  thoy  go  into  a  larger  volume  of  water,  because  there  is  tl* 
additional  water  present  to  receive  and  hold  them.  I  do  not  see  why,  wh* 
this  apparatus  is  fairly  in  operation  as  Mr.  Squire  has  planned  it,  it  wiB  , 
not  do  away  with  the  odor  from  the  tanks.  I  think  there  can  1« 
no  objection  to  his  establishment  on  that  ground  ;  I  do  not  see  ho* 
the  apparatus  can  bo  inefficient.  I  will  say  that  the  rendering  of  fat  '^ 
Paris  is  in  open  copper  kettles.  The  exaction  which  is  made  here  thi^ 
the  rendering  shall  be  done  in  close  vessels  is  a  thing  that  is  not  requirw 
in  that  city. 

Q.  [by  a  member  of  the  Board).  Is  that  on  a  large  scale  1  A,  No,  tf* 
It  is  carried  on  in  a  great  many  places.  There  are  quite  a  number  o» 
abattoirs  there,  seven  or  eight  of  them  large  ones. 

Q,  Do  they  try  their  lard  in  these  establishments  1  -4.  I  think  it  ii 
removed  to  separate  places,  but  the  trying  is  done  in  Paris. 


258 

Q,  Do  you  know  the  temperature  at  which  they  render  1  A.  That  is 
matter  which  must  be  the  same  there  as  it  is  here.  Above  a  certain 
xnperature  undesirable  chemical  changes  would  take  place.  I  do  not 
link  it  exceeds  three  hundred  degrees.  I  may  sdy  I  speak  with  regard 
>  Paris  from  reports  rather  than  from  examination. 

Q.  {by  a  meniher  of  the  Board).   You  have  heard  testimony  that  this 

mdering-smell  has  been  experienced  in  Cambridge  seven  thousand  feet 

om  the  establishment,  and  that  at  that  distance  it  has  produced  nause*. 

'hat  is  in  evidence  here.     There  is  no  evidence  as  to  the  effect  it  has 

Toduced  at  the  Monument  and  along  High  Street.     We  have,  however, 

tvidence  as  to  the  effect  it  has  produced  on  Mt.  Vernon  and  Chestnut 

Streets,  something  like  ten  thousand  feet  away.     Now,  to  what  Mo  you 

KBcribe  the  origin  of  these  smells]     Or  do  you  think  that  this  smell 

which  is  so  offensive  and  produces  nausea  is  generated  by  the  vapors 

irising  from  the  basin  ?    A,  The  smells  that  have  been  observed  in  Old 

Gtmbridge,  I  am  inclined  to  think,  are  due  mainly  to  its  own  sinks  and 

drains.      They  are  the  consequence  of  diminished  pressure,  a  muggy 

fttmosphere,  low  tide,  and  the  direction  of  the  wind  at  the  mouths  of  the 

lewen.     I  cannot  help  thinking  that  it  is   the  chief  explanation   for 

those  in  Boston.     The  connections  with  the  sewers  have  been  cracked 

in  some  places  on  the  new  land  by  the  settling  of  the  houses,  thus 

providing  openings  for  the  escape  of  the  sewer  odors.      Besides  these, 

there  are  smells  from  the  Back  Bay  and  the  Charles  at  low  tide.     In 

Charlestown   I  think  they  have  a  similar  explanation.     Indeed,  I  find 

it  beyond  my  power  to  conceive  that  the  proper  rendering  odor  should 

be  noticed   at   any  considerable   distance.     I   can  conceive   that  from 

Beirdon's,  Barry's,  and  O'Neil's,  the  smell  arising  from  rendering  rancid 

&t  and  soap  grease  should  be  observed  at  a  considerable  distauce  when 

it  goes  in  a  vein.     But  that  any  kind  of  smell  goes  from  Mr.  Squire's  en- 

med  establishment  to  Boston  and  affects  the  people  on  Mt.  Vernon  and 

Chestnut  and  Newbury  Streets,  requires  more  investigation  than  I  have 

giten  the  matter,  to  enable  me  to  say  that  I  think  it  is  possible.     On  the 

lights  specially  complained  of,  the  wind  was  advei*8e. 

Q.  The  question  that  I  asked  you  was  in  reference  to  this  rendering 
■Dell,  —  the  smell  which  is  described  as  the  odor  of  boiling  fat  or  putrid 
i&eat,  and  goes  as  far  as  seven  thousand  feet  in  one  direction  and  more  than 
fleven  thousand  feet  in  another  direction.  My  question  is  whether  these 
peculiar  smells  which  the  witnesses  have  testified  to  are  distinct  from  the 
■nell  that  arises  from  the  vapor  of  the  basin  %  A,  1  think  they  are. 
The  rendering  smell  of  fresh  lard  is  distinct  from  that  of  boiling  putrid  fat 
V  meat,  and  both  are  distinct  from  the  odor  of  the  basin.  My  inquiries 
kve  made  me  distrust  the  convictions  of  many  persons  who  ascribe  to 
Squire's  works  odors  that  obviously  came  from  the  sinks  or  drains  in  their 
ovn  neighborhood.  I  have  no  doubt  about  the  misapprehension  in 
Charlestown.  I  have  conversed  with  physicians  in  Charlestown  who 
have  given  me  this  information  :  they  have  gone  up  the  hill  through 
the  fog  hank  in  the  neighborhood  of  the  wharves,  into  the  clear  air  above, 
ind  smelled  first  the  sink  smell  issuing  from  openings  in  the  sinks  or 
lewers,  and  afterwards  the  dock  smell. 

Q,  I  would  like  to  have  a  little  explanation  of  what  you  said  yesterday 
ihout  the  state  of  the  barometer  in  cases  where  exhalations  from  the 
)asinSy  from  the  docks,  and  from  the  sewer-mouths  affected  the  people  in 
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tho  different  neighborhoods.  A,  The  barometer  being  low,  and  the  ufi 
muggy,  the  exhalations  would  rise  more  directly  than  when  the  air  wac 
denser  and  clear.  The  gases  which  were  smelled  were  orig^ally  in  a  solk^ 
or  liquid  condition.  lb  order  to  get  into  the  gaseous  condition  they  mu^ 
overcome  the  pressure  of  the  atmosphere.  If  you  take  that  off  they  wmu 
escape  more  readily,  just  as  the  taking  off  the  atmosphere  will  enable  yc^i 
to  boil  water  at  a  lower  temperature.  Suppose  that  the  barometer  is  tt\ 
BHch  a  point  that  it  just  holds  down  a  quantity  of  gas  which  is  jiist 
ready  to  overcome  the  pressure  of  the  atmosphere.  The  moment  tbe 
barometer  begins  to  go  down,  the  restraint  is  removed  and  the  gas  escapea 
A  muggy  atmosphere  is  usually  accompanied  by  a  falling  barometer. 

Q,  ^Vhether,  if  the  heated  gases  should  rise  in  the  atmosphere,  tbe 
barometer  being  low,  it  would  not  again  settle  down  when  they  became 
cool  'i  A.  I  think  they  would  be  diffused  on  rising,  and  descend  again 
only  with  great  difficulty. 

Q.  Can  it  in  any  way  account  for  the  rendering  smells  which  are  com- 
plained of  around  this  neigh l)orhood  ]  ^.  I  do  not  think  it  can,  sir.  I 
think  the  fact  of  a  constant  breeze,  from  any  quarter,  such  as  that  from 
the  east  and  southeast  on  the  night  of  July  31,  would  be  fatal  to  such  a 
theory.  I  think  if  you  distribute  a  given  quantity  of  the  gas,  as  much) 
for  example,  as  might  arise  from  all  the  establishments  on  Miller^s  Rirer,  j 
together,  over  an  area  of  two  or  three  miles  in  diameter,  afler  it  has  | 
once  ascended,  it  could  not  get  back  to  the  bottom  of  the  atmosphere^ 
except  in  such  a  diluted  state  that  its  effects  would  not  be  perceived. 

Q,  Does  the  nmggy  atmosphere,  hugging  the  earth,  have  any  effect  oo  ! 
the  falling  vapors  in  such  cases  1  Would  that  not  dissolve  them  and 
make  them  more  intense  than  before  1  A,  Would  it  increase  the  offan-  : 
sivencss  of  the  atmosphere,  the  little  that  did  come  down  1  Assuming 
that  it  could  come  down,  I  think  the  solution  of  the  gas  in  the  fc^  might 
make  it  more  offensive.  I  cannot  conceive  that  it  could  come  down,  if 
you  will  allow  mo  to  say  it. 

Q,  Whether,  in  your  opinion,  there  is  any  mode  of  propagating  odon 
otherwise  than  by  the  transmission  of  material  particles  ]  .^.  I  do  not 
know  of  any  other,  sir. 

Q.  Wliether  there  can  be  any  propagation  of  odors  except  in  the  direfr 
tion  that  the  wind  blows  1  A  I  do  not  know  of  any,  sir.  There  is  such* 
thing  as  a  diffusion  of  gases  in  a  narrow,  closed  chamber,  but  as  for  any  odor 
outside  Squire's  works  moving  against  the  wind,  it  is  a  new  doctrine  to  ma 

The  Chairman,  Can  cliemistry  thoroughly  analyze  all  odors]  Ctt 
you  tell  us,  and  give  tho  name  to  it,  —  what  is  the  cause  of  itt 
A,    Chemistry  has  not  determined  all  possible  odors. 

Q.  I  noticed  in  your  three  bottles,  yesterday,  a  peculiar  smell,  to  n^ 
nose.  T  would  ask  you  whether  there  could  not  be  a  compound  of  the* 
odors  arising,  which  would  cause  these  troubles  which  wo  are  all  affected 
by  ]    A.   I  do  not  think  it  possible.     The  distances  are  too  great, 

Q.  But  if  the  odors  from  the  several  causes  are  intermingled  thef 
will  rather  neutralize  than  intensify  the  odor  1  A,  Tho  ammonia  of  the 
hog-smell  would  tend  to  neutralize  any  acid  vapors. 

Q.  (by  Mr,  Mclntire),  Whether  there  is  not  a  difference  of  tempeur 
ture  between  the  water  of  the  basin  and  that  which  runs  from  the  still  t 
A.  I  suppose  there  may  be  a  little  difference,  but  I  do  not  think  it  suffi- 
cient to  make  any  difference  with  the  water  issuing  from  its  small  outlet 
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Q,  I  think  you  decided  that  the  soup  is  entirely  dissolved  in  the 
water  and  all  taken  off?  A,  Pretty  nearly,  sir.  I  have  something  here 
which  will,  I  think,  illustrate  it ;  it  is,  the  soup-liquor  evaporated 
down.  I  find  that  the  amount  which  remains  undissolved  after  treatment 
with  water  is  very  small. 

Q.  Do  you  know  that  Mr.  Sharpies  has  given  particular  attention  to 
this  matter  of  soup  ]     A.    1  have  heard  his  testimony. 

Q.  I  should  say,  then,  that  your  testimony  don't  agree  with  hisi 
He  said  that  he  could  not  get  this  soup  out  of  the  water ;  he  did  n't  know 
of  any  process  by  which  it  could  be  got  out.  I  think  he  testified  that 
if  it  could  be  separated  by  evaporation  it  would  make  inferior  glue. 
A.  He  said  if  you  could  only  combine  it  with  something  producing  a  solid, 
you  might  separate  it.  But  all  its  compounds  are  soluble  in  water ;  there- 
fore, when  you  take  it  with  its  large  dilution  and  empty  it  into  the  basin 
to  be  diluted  by  the  enormous  quantity  of  water  there,  to  me  it  is  impos- 
sible to  see  how  it  can  be  deposited  on  the  bottom  of  the  basin. 

Q.  I  only  want  to  call  your  attention  to  the  fact  that  you  and  Mr. 
Sharpies  don't  agree  as  to  organic  matter  going  to  the  bottom  of  the 
basin  1  A  I  do  not'  see  how  a  body  that  is  soluble  in  water,  upon  dilu- 
tion with  a  larger  quantity  of  water  should  lose  its  solubility. 

Q.  I  have  been  informed  that  you  are  interested  in  a  bone-boiling  es- 
tablishment 1    A,    1  am. 

Q.   Do  you  use  close  tanks  or  open  kettles  1     A.   We  use  close  tanks. 

Q.  (by  Mr,  Derby),  You  spoke  of  some  vapors  that  might  possibly 
ariae  from  the  works  of  Mr.  Squire.  Let  me  ask  you,  with  regard  to 
those  vapors,  if,  when  reaching  the  upper  atmosphere,  they  do  not  be- 
come oxidized  ]     A,   They  are  destroyed  by  the  air  which  purifies  itself. 

Q.  So  that  they  would  not  be  in  a  condition  to  recur  to  the  earth  1 
A.  I  cannot  conceive  of  a  gathering  together,  to  any  extent,  of  the  vapors 
that  have  been  carried  up  into  the  higher  atmosphere,  and  their  subse- 
quent descent  through  the  air. 

Q.  Well,  then,  do  I  understand  you  to  say  that  there  are  no  vapors 
that  you  have  detected  as  coming  fVom  the  establishment  of  Mr.  Squire 
which  could  occasion  these  results  which  have  been  spoken  of  by  people  as 
oocurring  during  the  night  ]  A,  The  change  of  the  color  of  the  houses 
18  to  be  ascribed  to  the  odors  from  the  basin.  The  rendering  odor,  in  my 
judgment,  is  not  a  serious  thing,  and  its  existence  at  all,  with  the  use  of 
doee  tanks,  is,  I  think,  hardly  probable.  I  will  say  that  in  my  visits  there, 
which  have  been  very  frequent,  certainly,  within  the  last  two  months,  I 
fSnd  perhaps  less  odor  than  might  be  presumed  to  be  present  in  the  sum- 
mer season.  But  I  have  not  found  any  odors  belonging  to  the  processes  of 
Mr.  Squire's  establishment  that  could  be  perceived  at  any  considerable 
distance  from  the  works.  I  will  say  that  at  the  unloading  of  the  cars  I 
have  smelled  the  hog-smell  farther  than  anything  else.  But,  as  legiti- 
mately due  to  the  processes  in  the  establishment,  1  have  found  no  serious 
or  offensive  odor  of  which  complaint  is  made.  I  think  the  smells  of 
which  complaint  is  made  have  settled  down  now  upon  the  odors  of  the 
cooking  of  putrid  meat,  the  rendering  of  putrid  fat,  as  in  treating  soap- 
grease,  which  are  not  pursued  at  Squire's  works,  and  the  smell  of  the  basin. 

Q,  Permit  me  to  ask  you  if  ammonia  is  not  carried  into  the  sewers  by 
the  fats  and  meats  which  come  from  the  kitchens  and  the  sinks  1  A.  Not 
by  itself,  I  think,  sir.     I  think  the  characteristic  odor  of  sinks  is  acid. 
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The  solid  ezorementitious  matter  would  become  of  an  ammoniated  ehti 
acter,  undoubtedly.  I  should  say  that  the  prevailing  characteristic  c 
the  matter  that  would  come  from  the  kitchen  would  be  acid. 

Q.   With  regard  to  these  soups  going  into  the  stream,  whether  the 
were  cold  or  hot,  would  it  be  a  difficult  matter  to  reduce  them  in  tec 
perature  1  would  not  a  block  of  ice  thrown  in  at  once  affect  it  1    A. 
could  be  cooled  without  difficulty  and  without  much  expense. 

Q.  Your  attention  was  drawn,  sir,  to  the  sewer  to  open  at  Craigi< 
Bridge  1  I  understand  you  that  at  the  extremity  where  it  would  be  ca 
ried  in  you  believed  there  was  not  so  much  mud ;  is  it  not  so,  sir 
A.    I  believe  it  is. 

Q,  Your  idea  would  be  that  it  would  be  better  to  carry  the  drain  to 
deep  water,  and  not  deposit  the  matter  upon  the  flats )     A.  Yes,  sir. 

Q.  You  have  said  that  these  gases  will  ascend  and  be  oxidiiedl 
Would  they  oxidize  as  fast  in  a  light  atmosphere,  the  barometer  being 
low,  as  they  would  if  the  atmosphere  were  heavy  1  ^.  I  do  not  think 
they  would. 

Mr.  Derby.     I  have  no  more  questions,  sir. 

Testimony  op  Mr.  Charles  E.  Avert. 

Q.  (by  Mr.  Derby).  Where  do  you  reside!  A.  I  reside  at  19  Chester 
Park,  Boston. 

Q.  Have  you  made  the  study  of  chemistry  a  specialty  more  or  less  Y  A. 
Yes,  sir  ;  I  have  studied  chemistry  nearly  all  my  lifetime,  I  may  say,  and  be- 
sides that,  I  have  undergone  a  course  of  education  on  that  pai*ticular  subject 

Q.   Have  you  been  a  practical  chemist  more  or  less  1    A.  Entirely  » 

Q,  Have  you  been  called  upon  to  examine  these  works!  A,  I'vu 
called  upon  by  Mr.  Squire  about  five  weeks  ago,  to  inquire  intothii 
matter,  and  to  make  a  thorough  investigation. 

Q,  Did  you  have  an  occasion  to  make  a  syggestion  as  to  the  use  rf 
charcoal  before  you  made  this  investigation  1  A.  It  was  adopted  at  mj 
suggestion.  I  -drew  the  matter  of  disinfecting  his  works  to  Mr.  Squire^ 
attention,  and  suggested  the  use  of  charcoal,  and  he  adopted  it 

Q.  Will  you  now  have  the  kindness  to  submit  your  report  and  its  i»* 
suits  ^  A.  I  have  made  the  examination,  the  result  of  which  I  will  sob' 
mit  in  writing. 

The  Chairman.  Whether  you  could  not  present  the  results  withoel 
taking  so  much  time  as  to  read  a  report !  It  is  hardly  worth  while  i* 
have  a  repetition  of  facts. 

Mr.  Derby.  I  have  read  a  portion  of  his  report,  and  I  think  it  conM 
be  read  in  one  half  the  time  that  it  would  take  to  bring  out  the  facts  If 
an  examination  of  the  witness. 

Mr.  Avery  then  read  as  follows :  — 

The  hogs  are  bedded  on  charcoal ;  the  passages  of  the  hog-house  stretB 
with  it.  This  is  perfectly  effectual.  I  have  taken  it  from  under  a  herii 
and  found  it  still  had  the  odor  of  fresh  charcoal.  I  have  followed  the* 
up  the  incluies,  driving  them  before  me,  yet  the  odor  of  swine  was  slight 
I  have  covered  a  pile  of  animal  matter,  in  intense  decomposition,  withcM 
inch  of  charcoal  powder.  Casual  visitors  were  asked  the  nature  of  thi 
i-eap,  and  on  close  inspection  presumed  it  to  be  all  charcoal.    This  powQ 
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r  destroying  odors  lasts  indefinitely.  It  is  self-renewing.  If  witnesses 
»tify  that  the  hog  odor  out  of  doors  is  as  bad  as  when  no  disinfectant 
as  used,  it  proves  that  the  odor  complained  of  does  not  originate  in  the 
og-house. 

The  hogs  are  driyeuy  a  few  at  a  time,  into  a  pen,  strung  up  by  the 
eels,  by  a  clip  resembling  a  pile-driver,  killed,  and  passed  into  the  scald- 
ig-tank.  • 

The  blood  is  carried  away  in  carts.  These  are  not  disagreeable  in  smell, 
lie  faintest  trace  of  putrid  blood  would  be  discernible. 

The  scalding-water  was  tested  with  a  neutral  solution  of  permanganate 
I  potassium,  dilute  and  concentrated.  Jf  the  water  were  at  all  rank  it 
rould  be  instantly  browned  and  precipitated.  The  test  proved  the  water 
inoffensive. 

The  lard-pans  were  sweet,  the  odor  slight.  I  found  a  trifle  of  sulphide 
of  hydrogen  came  off,  —  not  enough  to  smell  it.  All  fresh  meat  cooking 
gives  this  gas  and  sulphide  of  ammonium.  (See  Watt's  Chemical  Dic- 
tionary, articles  "  Flesh  **  and  "  Fibrin.") 

These  kettles  cannot  give  rise  to  any  considerable  odor,  for  this  reason  : 
^  wmid  spoil  the  lard  to  have  putrid  gases  generated  in  quaiUity  in  its 
^/lidtt.  Fats  greedily  absorb  odors.  Milk,  cream,  and  butter  are  ex- 
unples.  Hence  the  cleanliness  required  about  dairies,  the  care  of  the 
lionsewife  to  scald  out  the  refrigerator.  I  refer  to  Piesse,  "  Art  of  Per- 
fumery" :  — 

^  *The  fat  body  has  a  strong  affinity  or  attraction  for  the  odoroos  body  or  essen- 
tU  oil  of  the  flowers,  and  it  therefore  absorbs  it  by  contact  and  becomes*  itself 
perfumed."    (p.  36.^ 

^  ^In  the  perfumer^B  laboratory,  the  me'thod  of  obtaining  the  odor  is  by  absorp- 
^  or,  as  the  French  term  it,  enfleurage^  —  that  is,  by  spreading  a  mixture  of 
pse  lard  and  beef  suet  on  a  glass  tray,  and  sprinkling  the  freshly  gathered 
■overs  all  over  it,  leaving  them  to  stand  a  day  or  so,  and  repeating  the  operation ; 
^  P]pMe  absorbs  the  odor."    (p.  90.) 

**  The  pneumatic  process  consists  of  forcing  a  current  of  air  into  a  vessel  filled 
^  fi^esh  flowers,  and  then  passed  into  a  second  vessel  containing  grease ;  it 
tt«e  yields  up  its  smelL"    (p.  169.) 

The  lard,  then,  is  one  of  the  most  delicate  means  we  can  employ  to 
^oDect  odors.  Were  a  foul  odor  like  that  complained  of  evolved  in  the 
Pm  the  lard  would  be  worthless.  Piesse  (page  54)  says :  "  This  fat 
Qttng  melted  by  a  steam  heat  or  bath,  the  kind  of  flowers  required  for  the 
<^  wanted  are  carefully  picked  and  put  into  the  liquid  fat,  and  allowed 
^remain  there  from  twelve  to  forty-eight  hours;  the  liquid  fat  has  par- 
^Jcolar  affinity  or  attraction  for  the  otto."  If  an  odor  of  such  offensive- 
*>6iB,  in  quantity  enough  to  disturb  three  cities,  were  generated  in  either 
tke  closed  or  open  tanks,  what  would  be  the  odor  of  the  lard  and  oil  1  I 
diaeharged  the  steam  from  the  closed  tanks  into  the  air  of  the  room  two 
minates  each  ;  I  heard  a  dead  hog  was  in  one.  The  steam  had  been  on 
to  hour  or  so,  and  the  stench,  if  there  be  any,  should  then  be  greatest. 
rboogh  I  put  my  face  in  the  steam  jet,  I  could  perceive  nothing  offensive. 
ff  four  minutes  will  not  scent  a  room,  four  years  will  not  a  city.  I  had 
wfore  supposed  that  mischievous  workmen  might  let  loose  foul  gases,  but 
tecame  convinced  of  my  error. 

The  soup  is  strained ;  the  solution  that  goes  into  the  tide  is  overboiled 
luB,  or  jelly.    When  the  tanks  are  discharged  a  smell  like  a  hotel  kitchen 
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is  noticed,  —  not  so  strong  as  in  many,  —  an  odor  of  broth.  I  cannot  m 
how  the  discharge  of  broth  from  a  factory  should  pollute  the  basin  mm 
than  the  discharge  of  like  broth  and  jelly  after  they  have  been  through 
the  Iwwels  of  the  people  of  Cambridge. 

The  gases  blown  off  are  treated  in  a  condenser  to  extract  the  water, 
with  lime,  then  carburized  with  gasoline  and  burnt  under  the  boilers. 
Simple  discliai^  as  a  jet  over  the  boiler  fireA  would  be  sufficient. 

I  have  charged  meat  and  offal  horribly  putrid  on  the  hearth  of  a  re- 
yerberatory  furnace  ;  a  lively  fire  was  on  the  grate ;  standing  at  the 
chimney  top,  my  face  in  the  escaping  gases  to  leeward,  I  could  not  tell  if 
the  furnace  was  empty  or  charged  with  a  putrid  mass.  No  odor  except 
that  of  burnt  matches  from  the  sulphurous  anhydride  given  off  by  the 
coal  was  discernible. 

Besides,  boiling  destroys  putridity.  (Angus  Smith,  "Disinfectants," 
p.  56.)  *'  If  it  is  a  dry  heat  it  arrests  putrefaction  at  all  temperatorea 
Even  if  moisture  be  present  the  disinfecting  action  is  powerful,  perhaps 
all-powerful  if  the  temperature  of  140**  Fahrenheit  be  continued  long." 
The  oil  when  warm  and  freshly  let  out  is  but  slightly  odorous.  Three  of 
us  held  a  discussion  as  to  what  a  hogshead  filled  with  it  contained.  It 
stood  in  a  dark  comer.  The  odor  given  off  by  fats,  especially  rancid  fitts^ 
at  140^,  appears  to  be  valeric  acid  and  velerate  of  ammonium.  (See 
article  "  Soap,*'  Richardson  «k  Watt's  Chemical  Technology.) 

A  very  delicate  test  for  the  sulphides  of  hydrogen,  etc.,  is  found  in 
the  factory  itself.  These  bodies  combine  with  the  red  blood  globules,  or 
rather  the  hemaetoidin  thereof,  in  such  a  manner  as  to  prevent  their 
change  from  arterial  blood  to  venous,  and  vice  versa.  They  are  use- 
less as  blood.  If  the  factory  hand^  were  in  the  focus  of  producticm  of 
great  quantities  of  these  gases,  they  would  be  pallid,  thin,  and  miseraUo- 
They  are,  as  a  fact,  ruddy  and  heedthy.  Angus  Smith  says :  "  Sulphido 
of  hydrogen  may  kill  like  a  cannon  shot"  If  it  blackens  a  quarter  of  ^ 
mile  away,  where  would  be  the  workmen,  shut  up  in  the  room  where  i* 
is  generated  1 

The  operations  of  the  factories  are  continuous  day  by  day;     The  odoi* 
of  East  Cambridge  are  highly  capricious  and  intermittent.     The  proseco- 
tion  has  shown  no  reason  for  this ;  has  omitted  or  rather  failed  to  sho^ 
the  emission  of  odors,  quantitatively  considered.     It  has  been  said  tbA^ 
these  factories  gave  out  gases  odorless  where  formed,  but  intensely  po*" 
erful  by  contact  with  air.     Sulphide  of  hydrogen  is  not  of  this  nature; 
oxidation  destroys  it.    To  test  this  theory  of  odorless  stenches  I  prodaorf 
the  active  principle  of  fresh  air  —  ozone  —  in  the  room  over  the  kettk* 
and  tanks  and  opening  into  it.     No  offensive  odors  rose  from  below,  or^ 
should  have  perceived  them.     No  new  smell  was  developed  by  the  oioo^ 
save  its  own. 

Smoke  and  the  gases  of  combustion  destroy  foul  odors  and  preTflD^ 
putridity  unless  the  quantity  of  putrid  stench  overpowers  them.  Tb? 
will  not  develop  worse  by  combination.  Carlwnic  oxide,  sulphnroni 
anhydride,  and  creosote  are  the  most  powerful  of  volatile  disinfectants 
Mr.  Squire's  smoke  preserves  his  ham. 

Smells  of  East  Cambridge. 

It  appears  from  the  testimony  that  the  factory  smells  of  sour  swiH,  of 
the  sulphides  of  hydrogen  and  ammonium,  of  mercaptan,  of  live  hog,  d 
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rendering,  of  boiling  putrid  meat,  of  frying.     It  smelled  thus  on  the  3 let 
of  July.     This  was  the  odor  complained  of,  —  the  usual  stench. 

The  source  of  a  smell  cannot  be  inferred  from  its  odor  only.  Dilute 
odors  do  not  resemble  that  of  the  same  body  in  a  concentrated  form. 
Piesse  (page  171)  says :  "  It  is  difficult  to  ascertain  the  reason  why  the 
same  substance,  modified  only  by  the  quantity  of  matter  presented  to  the 
nose,  should  produce  an  opposite  effect  on  the  olfactory  nerve ;  but  such 
is  the  case  with  nearly  all  odorous  bodies.  The  ottos  of  flowers  in  a  con- 
centrated form  smell  positively  nasty."  They  are  modified  by  combination 
with  other  odors.  They  affect  the  nerve  of  smell  as  a  single  impression, 
as  light  affects  the  nerve  of  vision.  We  do  not  see  the  colors  of  the 
mnbow  in  white  light.  Piesse  (page  108)  says:  "Two  distinct  odors 
Me  procurable  from  orange-blossoms.  This  quality  of  fragrance  is  not 
peculiar  to  the  orange-flower,  but  applies  to  many  others,  especially  rose, 
—  probably  to  all  flowers." 

Who  ever  perceived  two  odors  to  the  bridal  wreath  or  rose  before  the 
chemist  separated  them  1  Piesse  (page  59)  says  :  **  Bouquets  are  mixtures 
of  the  extract  so  compounded  in  quantity  that  no  one  odor  can  be  dis- 
cerned as  predominating  over  another  "  ;  and  (page  219) :  "-There  are  cer- 
tain odors  which,  on  being  mixed  in  due  proportion,  produce  a  new 
aroma,  perfectly  distinct  and  peculiar  to  itself." 

The  testimony  of  the  prosecution  is  then  devoid  of  that  precision  it 
would  be  supposed  to  have  by  those  not  knowing  these  facts.  Vide 
Piesse,  page  46  :  "  To  the  unlearned  liose  all  odors  are  alike."  It  cannot 
aid  the  investigator. 

The  StUphur  Gas, 

This  would  render  the  investigation  difficult  were  it  not  for  one  thing, 
precise,  definite,  scientific,  —  a  thing  having  no  bias.  The  paint  and 
•ilver  of  East  Cambridge  were  blackened  by  a  sulphur  gas.  We  will 
usome  it  to  be  the  gas  which  holds  the  most  sulphur  for  its  weight, 
*hich  has  the  greatest  diffusive  power  of  any  foul  gas,  —  sulphuretted 
hydrogen.  Subsequent  facts  bear  us  out  in  so  doing.  Sulphuretted 
hydrogen  gives  a  test  when  present  one  part  in  100,000.  I  can  smell  it 
vhen  one  part  in  40,000  is  present.  It  kills  small  animals  when  present 
WW  part  in  1,000.  I  will  assume  one  part  in  10,000.  Four  square  miles 
Were  affected  by  gases  of  which  this  was  a  leading  one.  The  stratum  of 
fcal  air  was  at  least  100  feet  deep.  Here  are  11,150,000,000  feet  of  air. 
One  part  in  10,000  gives  1,115,000  cubic  feet  of  sulphuretted  hydrogen 
i^Bquired  to  give  the  stench. 

Now,  this  amount  could  n*t  possibly  come  from  Squire's  factory.  The 
Iwga  killed  in  East  Cambridge  per  day  are,  say,  2,500.  These  weigh  about 
^  pounds  each.  We  will  suppose  them  to  have  no  fat,  which  holds  little 
■olphur,  no  bones ;  that  they  are  all  readily  putrescible  matter.  Three 
fcurths  of  all  meat  is  water.  We  have  then  remaining  abo\it  156,000 
pounds  of  pure  fibrin,  the  matter  of  flesh.  This  holds  more  sulphur  than 
albumen,  about  one  and  a  half  per  cent.  Therefore,  we  have  2,300  pounds 
of  sulphur  in  the  fibrin,  which  would  form  25,000  feet  of  sulphuretted 
hydrogen  gas.  Since  putrefaction  is  sensibly  constant  in  the  amount  of 
gas  evolved  for  short  periods,  this  would  be  five  seventeenths  of  a  cubic 
foot  per  second.  I  have  made  here  no  allowance  for  the  destruction  of 
gM  bj  ooddfttion  after  it  got  into  the  air,  nor  for  the  free  sulphur  and 
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fixed  sulphides  formed.  If  all  the  meat  received  in  the  factories  in  one 
day  went  into  gas  by  putrefaction  during  that  day,  it  could  not  produce 
the  effects  observed,  not  even  were  it  all  dischai^ed  at  once.  On  Mr. 
Squire*s  premises  of  twenty  acres,  allowing  a  stratum  of  air  thirty  feet 
deep  to  be  mixed  with  it,  that  would  be  one  tenth  of  one  per  cent 

Where  the  Sidphur  Gob  comes  from. 

These  gases  come  from  the  reduction  of  the  sulphates  in  the  mud  a&d 
sea-water  to  sulphides  by  contact  with  fermenting  and  putrefying  matter. 
The  oxygen  of  the  sulphates  oxidizes  the  carbon  of  the  body,  which  re- 
duces it  to  carbonic-acid  gas ;  and  this,  combining  with  the  base  of  the 
sulphate  in  presence  of  water,  releases  the  sulphide  of  hydrogen. 

I  took  mud  from  the  sewers  and  basin,  filtered  off  the  water  in  it  It 
gave  an  instantaneous  test  for  sulphides.  I  then  added  dilute  acid,— 
hydrochloric.  Bubbles  of  gas  were  given  off,  which  proved  to  be  sulphu- 
retted hydrogen.     Free  sulphur  was  set  free,  —  milky  sulphur. 

I  have  had  this  sample  of  mud  analyzed,  to  find  quantity  of  sul- 
phur present  in  various  states  of  combination.  There  is  about  IJ  per 
cent.  There  is  about  10.2  per  cent  of  organic  matter  present  to  assist 
in  the  reduction  of  the  sulphates.  Here  is  an  adequate  source  of  sulphur. 
Twenty  acres  would  hold  about  1,750,000  pounds  of  sulphur,  which  could 
make,  say,  19,000,000  feet  of  sulphuretted  hydrogen  ;  and  this  is  subject 
to  renewal  by  fresh  mud  by  the  sulphates  in  the  sea-water. 

The  Intermittency  and  Intensity, 

Finely  divided  and  porous  bodies,  like  mud,  clay,  charcoal,  etc.,  store 
up  gases  and  condense  them.  The  mud  of  Miller's  Kiver  and  the  soil 
about  there  store  these  gases.  If  there  comes  a  fall  of  pressure  of  air, 
or  an  increase  of  heat,  these  are  given  off.  A  rising  tide  assists  by  dis- 
placing the  gas  mechanically  held  in  the  mud  and  soil.  So  these  flats 
give  off  their  odors  capriciously  and  with  extraordinary  intensity. 

Ferment  and  Putrid  Gases. 

Yeast  is  always  going  down  Miller's  River  from  houses  and  the  distillery* 
if  I  mistake  not.  The  flats  lie  open  to  the  air,  which,  as  every  lady  kno«»* 
who  puts  up  preserves,  of  itself  starts  fermentation  from  the  seeds  it  carries* 
This,  on  exposure  to  the  air  and  heat,  runs  into  putrefaction.  I  knew  tb« 
mud  must  ferment.  James  D.  Dana  ("  System  of  Mineralogy,"  p.  725)» 
the  first  authority  in  that  science  perhaps,  says  :  "  The  conditions  favor- 
able to  the  formation  of  naphtha  are  the  foUowing  :  1.  The  diffusion  d 
organic  material  through  a  fine  mud  or  clay.  2.  The  material  in  a  veij 
finely  divided  state.     3.    The  material  excluded  from  the  atmosphere. 

"  There  is  reason  to  believe  that  no  more  heat  was  required  than  wba* 
was  afforded  by  the  natural  temperature  of  the  region  and  the  process  of 
fermentatio?i," 

I  knew  ferment  oils  were  volatile  and  powerfully  odorous.  So  I  put » 
trifle  of  yeast  in  a  bottle  of  mud  from  the  Sqliire  Basin. 

I  took  it  down  to  Professor  Babcock's  office  to  open  it.  It  blackened  » 
test  paper.  He  took  out  thirty  to  forty  grains  on  a  spatula  and  put  it  in 
another  bottle  for  analysis.  It  remained  exposed  perhaps  four  minut* 
The  odor  was  diffused  through  a  large  suite  of  rooms,  all  of  them  contain- 
ing, maybe,  25,000  cubic  feet  of  air.     The  symptoms  produced  in  06 
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were  faintness,  dizziness,  oppression  of  the  chest,  and  constriction  of  the 
throat.  I  had  to  lean  a<minst  a  bench  to  sustain  myself.  Professor  Bab- 
cock  asked  me  in  surprise  if  I  felt  it  as  much  as  that,  and  without  my 
speaking  alluded  to  the  odd  feeling  about  the  throat ;  since  then  the  mud 
has  putre6ed  and  this  has  lost  its  force. 

The  mud  fermenting  from  yeast  in  presence  of  air,  it  would  naturally 
form  acetic  acid.  The  mud  was  acid  by  test  and  smelled  of  acetic  acid. 
Hence  probably  the  odor  of  sour  swill  of  Dr.  Shaw. 

Sulphuric  acid  comes  from  the  bloachery  being  non-volatile,  dilute  solu- 
tions concentrate  themselves  on  exposure  to  air  and  sun.  Weak  acid  will 
destroy  clothing.  There  is  lactic  acid  in  household  refuse.  Acetic  acid 
is  generat-ed  by  the  mud,  also  carbonic  acid ;  acids  come  in  from  the  dis- 
tillery, from  sour,  peaty  soils,  and  tan-yards.  The  action  of  these  acids  on 
the  putrid  mud  gives  the  smell  of  rendering  or  boiling  putrid  meat, 

Angus  Smith  (page  94)  says  :  ''Acids  and  acid  metallic  salts  such  as 
chlorides  of  zinc  and  iron  send  out  a  very  disagreeable  fatty  acid,  which 
seems  to  be  the  same  that  comes  over  with  ammonia  when  putrid  matter 
18  distilled.  For  this  reason  chemicals  such  as  these  ought  never  to  be 
poured  on  strong  or  slightly  diluted  putrid  matter." 

I  have  hitherto  shown  that  grease  readily  absorbs  odors  to  give  them 
off  on  a  pure  air.  Various  witnesses  testify  that  the  odors  were  strongest 
at  Miller^s  River  :  "  After  it  entered  a  room  it  was  difficult  to  get  it  out ; 
that  the  smell  hung  to  clothing  with  extraordinary  tenacity." 

Had  Mr.  Squire's  factory  been  absolutely  new  and  clean,  fresh  from  the 
carpenter's  hand,  but  smeared  with  grease  and  lard,  all  absolutely  pure 
and  sweet,  it  would,  situated  as  it  was  in  the  focus  of  the  stench,  have 
undei^one  enfleurage  and  retained  the  scent  next  morning.  The  only 
surprising  thing,  to  those  who  know  the  attraction  of  lard  for  an  odor,  is 
that  the  smell  has  gone  away  yet 

A  very  large  manufactory  of  perfumery  exposes  a  surface  of  18,000 
feet  of  absorptive  fat  during  two  or  three  months  of  the  year  (Piesse, 
p.  67).  There  are  only  a  few  houses  as  large  as  this.  Mr.^  Squire's  fac- 
tory exposes  a  much  greater  greasy  surface  than  this.  The  smell  about 
the  &ctory  after  a  night  of  stenches  proves  nothing. 

j^ote  the  Parallel. 

About  the  year  1854  strong  smells  began  to  disturb  the  Houses  of 
Parliament  and  bench  of  judges  ;  the  evil  grew  worse  the  next  year  and 
the  next.     At  first  the  trouble  was  laid  to  an  old  graveyard  ;  then  to  the 
bone-factories,   which  were  suppressed.     The  smell  grew  worse  and  the 
tewers  were  accused.     They  were  flushed,  purged,  and  purified  by  chemi- 
cals ;  they  were  trapped  at  the  outlet  and  ventilated  through  sieves  filled 
with    charcoal,  —  a  precaution  still  used.     The  evil  grew  intolerable  in 
1856.     Committees  were  appointed  to  report  to  the  House  of  Commons 
On   the  cause  of  the  nuisance.     Able  chemists  were  employed  for  two 
years  to  investigate  the  matter.     The  odor  was  nightly  intermittent,  — 
one  report  says,  "  The  entire  surface  of  the  river  became  pestilential  in 

than  twenty  minutes." 

The  copper  coal-scuttles  of  the  citi^ns,  scoured  bright  one  day,  were 

Vilack  the  next.     They  were  thrown  out  of  use,  —  placed  in  the  lunibor- 

Toom.     Silver  was  black  as  the  kettle ;  paint  was  discolored,  and  lead 

test-paper  blackened  far  from  the  river.    The  members  of  Parliament  and 
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judges  were  nauseated,  seized  with  vertigo,  faintness,  irritatioii  of  the 
throat,  and  oppression  of  the  chest  Thej  were  forced  to  discontinue 
their  sittings.  The  chemists  employed  were  August  Hoffman  and  Edward 
Frankland,  the  highest  names  iu  Germany  and  England  ;  Henry  Lethebj, 
perhaps  the  best  expert  or  specialist  on  these  matters  of  sewage,  William 
Odling,  Spencer,  and  Witt,  all  chemists  of  high  repute.  They  reported 
that  the  smell  came,  not  from  fresh  sewage,  which  was  comparatively  clear; 
not  from  Thames  water,  which  was  but  little  fouled  ;  but  from  dock  or 
river  mvd.  The  smell  was  not  a  dock  smell,  but  one  peculiar,  intense, 
and  terrible. 

The  gas  was  not  all  hydric  sulphide  or  ammonium  sulphide,  but  came 
from  a  compound  of  iron,  carbon,  and  sulphur,  and  was  probably  its 
vapor. 

The  evolution  of  the  smells  seemed  to  be  determined  by  a  rise  in  the 
temperature  of  the  water  above  60^  Fahrenheit,  a  change  in  barometric 
pressure,  by  incoming  tide,  and  other  causes  not  so  clearly  made  out 

Competent  engineers  reported  as  follows  regarding  the  sewers  and  sew- 
age.    In  fine  weather  the  solid  matter  sinks  to  the  bottom  of  the  sewerB» 
especially  where  the  fall  is  slight,  and  tJure  remains.     The  effluent  mat- 
ter then  is  not  very  unpleasant.     Rain  follows,  and  the  sewer  contents 
are  flushed  into  the  river.     Once  there,  the  solid  excreta  sink  along  the 
shores,  in  the  eddies  and  back  currents.     Even  in  brisk  currents  thej 
sink  one  foot  in  a  minute.     The  sewcr-water  is  fresh,  and  is  lighter  than 
salt     Sewage-products  peculiar  to  the  drains  of  lower  London  were  car- 
ried by  the  incoming  tides  up  stream,  to  form  shoals.     The  sewage  of 
Boston  may  and  must  enter  Miller's  River,  whilst  iu  that  sluggish  baun 
little  or  none  can  ever  get  out.     The  English  reports  say  "  the  filth  has 
accumulated   for   centuries."     Finally,  the   Thames  was  dredged;  the 
shores  embanked  and  lined  with  quays  to  form  a  great  park  or  driveway ; 
all  the  sowers  of  London  were  intercepted  by  main  sewers  following  the 
river's  bank,  leading  into  vast  reservoirs  far  down  stream,  at  Barking- 
Here  the  sewage  was  disinfected,  and  at  low  tide  led  in  pipes  way  under 
the  sea,  and  there  dischai^cd. 

The  sewers  alone  cost  $  15,000,000,  but  the  trouble  was  gone  forever. 
From  testimony  here  presented,  these  odors  begin  to  appear  in  the  second 
week  in  Jime,  and  end  quite  late  in  the  season ;  that  fhey  come  frofl* 
Miller's  River  or  its  vicinity  ;  that  those  basins  are  shallow. 

At  54°  putrefaction  in  air  ceases  (Angus  Smith,  p.  55).  When  the 
air  rises  to  54°  or  above  it  begins.  When  the  temperature  exceeds  60*1 
according  to  the  investigations,  it  begins  under  water  and  in  mud-bank* 

Any  putrid  scrap,  then,  will  get  in  bad  condition  as  soon  as  the  tefli- 
perature  gets  up  to  56°,  anyhow.  If  these  odors  are  produced  by  any 
body  in  contact  with  air  or  surrounded  by  it,  they  must  begin  when  the 
temperature  gets  up  to  56°,  and  end  when  it  falls  below  it.  If  they  conio 
from  mud-banks,  they  will  begin  when  the  temperature  of  the  water  gets 
up  to  60° -61°  Fahrenheit,  and  end  when  it  fall  slower.  I  submit  the 
mean  heat  for  the  weeks  ending  on  certain  days  for  1872-73,  as  ob- 
tained from  the  observer  of  the  United  States,  and  the  reports  of  Pr<>- 
fessor  Weir  Mitchell  on  the  monthly  temperatures  of  the  tidal  lower 
Mystic  Pond  and  the  non-tidal  upper  Mystic  Pond. 

It  appears  from  the  exhibit  that  shallow  waters  are  warmer  than  deep; 
that  the  tidal  pond  in  summer  is  as  warm  or  warmer  than  the  fresh-water 
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pond.  That  if  the  material  giving  the  putrid  odors  is  in  contact  with 
air,  the  strong  odors  should  begin  in  April,  and  end  about  November  1. 
That  if  the  material  giving  the  odors  is  in  contact  with  shallow  tidal 
water  in  our  harbor  it  will  begin  in  June  to  emit  them,  and  end  in  Octo- 
ber. Reminiscences  of  the  odor  may  occur  at  any  time  under  a  very  low 
barometer,  but  are  less  likely  in  the  spring,  as  the  reservoir  is  then  nearly 
empty. 

You  have  been  already  told  that  on  the  31st  of  July,  1873,  at  the  time 
of  the  smell  there  was  a  low  barometer,  —  the  odor  occurred  from  ten  to 
four  at  night,  —  the  time  when  the  daily  fall  takes  place.     There  was  an 
in-flowing  tide  displacing  the  gases  mechanically  held  in  the  soil  and 
mud.     The  smells  are  nocturnal  to  a  considerable  extent.     The  water 
is  cooler  in  the  day  than  the  air ;  the  latter,  charged  with  vapors  from 
the  still  warmer  soil,  passes  over  the  water,  is  cooled,  —  cannot  hold  so 
much  vapor.     We  say  it  is  "  moist  from  off  the  water."     It  takes  up  lit- 
tle vapor  in  its  passage.     In  the  night,  as  Professor  Mitchell's  observa- 
tions show,  the  water  is  warmer  than  the  air,  often  warmer  than  the 
water  in  the  day-time.     The  cool  air  has  dropped  its  moisture,  as  dew  on 
tbe  grass  and  leaves,  or  as  mist  or  rain.     Passing  over  the  warm  water  it 
becomes  itself  warmer,  can  hold  more  vapor,  and  greedily  sucks  up  the 
foul  water  of  the  flats  and  their  noxious  vapors.     The  vapor  of  the  water 
aids  the  escape  of  the  imprisoned  gases ;  it  carries  them  with  it.     The 
observed  nuisance  corresponds  in  every  respect  with  the  stench  from  pu- 
trid sewage-mud,  as  developed  by  experiment  and  observation,  and  it  is  a 
physical  impossibility  that  it  should  come  from  the  factory. 

Mr,  Derby,  I  shall  confine  my  examination  to  the  written  report  un- 
less Mr.  Avery  wishes  to  make  some  further  statement. 

Mr,  Avery,  I  would  state  with  regard  to  sewer  gases  at  the  South 
End,  that  when  the  wind  blows  from  the  east  we  people  at  the  easterly 
end  are  troubled  with  sewer  gases  coming  up  into  our  dwellings.  My 
friends  on  the  westerly  side  are  not  troubled  then.  When  the  wind  is  west 
tbej  make  the  same  complaint.  I  will  show  the  action  of  the  so-called 
(ewer  traps  by  a  model  which  I  will  bring  you.  It  is  professed  that  the 
trip  will  keep  a  level  of  water,  so  that  the  gases  will  not  get  by  it  into 
the  house.  In  fact,  however,  the  water  siphons  over  it  by  a  peculiar 
action,  and  nearly  all  runs  away,  leaving  a  free  passage  for  the  gases. 

CroM-Examinaiion, 

Q.  (by  Mr,  McTrUire),  I  understand  you  to  say,  Mr.  Avery,  that  you 
^ed  off  the  cocks  from  the  close  tanks  and  put  your  head  in  the  steam 
^  did  not  perceive  any  bad  odor  1  ^.  I  smelt  nothing,  except  a  slight 
edor,  such  as  one  would  perceive  at  the  dinner-table. 

Q.  Do  you  know  how  long  these  dead  hogs  had  been  in  the  tank  1 
•A.  I  visited  his  establishment  very  soon  after  the  steam  was  let  on,  be- 
esQse  everybody  knows  that  the  most  odious  gases  from  putrid  meat  are 
eTolved  very  soon  after  heat  is  applie<i. 

Q.  I  do  not  think  you  understood  the  testimony  of  Dr.  Sharpies.  He 
testified  that  his  mercaptan  smell  came  from  these  same  hogs.  He  opened 
the  same  tank  that  you  opened  and  smelt  it  there.  A,  Well,  it  is  smelt 
in  different  senses.  The.  natural  merfiaptan  smell  is  like  a  strong  smell 
of  garlic  or  onions. 

Q,  I  understand  you  also  to  say  that  these  odors  are  changed  when 
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they  are  diluted  largely  1     A.  It  changes  the  odor  itselfl     In  some 

it  makes  so  large  a  difference  that  the  original  offensive  odor  is  changa^i 

to  a  very  pleasant  one. 

Q.  Might  they  not  he  so  changed  that  they  would  he  quite  disagree- 
ahle  1  Would  not  the  converse  of  your  proposition  be  true  1  A.  The 
converse  case  is  never  known  except  in  direct  chemical  combination. 

Q,  I  also  understood  you  that  if  different  odors  were  mingled  together, 
if  there  has  l)een  a  mixture  of  odors,  that  the  predominant  odor  would 
still  predominate  1  A.  It  destroys  the  others  and  modifies  that^  or  yoa 
may  say  that  it  masks  it. 

Q,   So  might  not  the  rendering  odor  mingle  with  others,  and  produoB 
a  disagreeable  odor,  whereas,  if  you  smelt  the  rendering  odor  by  itseH  it 
would  perhaps  be  agreeable  to  the  nose  1     A,  The  mixture  would  not  be-   • 
come  any  more  disagreeable  than  the  original  odor. 

Q.  It  is  not  probable  that  the  rendering  odor  could  be  mingled  with 
other  odors  and  increase  its  disagreeability  1  Well,  suppose  you  have  t 
rendering  odor  very  strong,  and  in  the  same  room  we  should  let  looee  I 
some  sulphuretted  hydrogen  1  Would  it  be  as  agreeable  as  the  smeD  ; 
of  the  rendering  odor  alone  1  A.  There  would  be  in  that  case,  if  theae 
two  odors  met,  a  new  body  formed,  which  is  much  less  volatile  than  either 
of  the  others.  It  would  be  a  viscid  oil,  which  is  evaporable.  There  would 
be  a  new  odor  unlike  either  of  its  constituents. 

Q.  You  state  as  an  abstnict  fact  that  a  commingling  of  odors  produces 
an  entirely  new  odor  ]  And  if  I  understand  you,  you  say  that  the  new 
odor  will  be  more  agreeable  to  the  smell  1  -4.  I  did  not  say  that  I 
said  that  the  new  odor  would  probably  be  more  disagreeable  than  its  con- 
stituents. Although  a  supposablc  case  might  make  the  odor  more  agree- 
able. 

Q.  In  this  case  you  say  that  if  you  mixed  several  odors  you  would 
form  a  now  odor  ;  that  is,  a  simple  odor,  and  not  a  mixed  one  1  That 
is  one  position ;  the  other  position  is,  that  if  you  get  scA^eral  distinct  odon 
mingled,  one  being  more  intense  than  the  other,  you  would  retain  the  im-  . 
pression  of  that  odor  alone  ]  A.  It  is  that  odor  modified  ;  you  get  the 
impression  of  a  single  odor  just  as  you  would  get  the  impression  of  a  single 
light  by  a  combination  of  lights. 

Q,  (by  Mr.  Newhall).  If  I  understand  you,  you  said  that  two  dis- 
agreeable odors  united  might  produce  an  agreeable  odor  1  Is  not  the 
converse  of  that  true,  that  two  agreeable  odors  united  might  produce  a 
disagreeable  odor  1     ^.  It  might  be  so,  but  it  is  unlikely. 

Q.  Well,  why  should  n't  it  be  so  1  A,  Because  where  two  bodies  join, 
as  a  general  thing,  they  form  a  body  that  is  less  volatile,  that  is  more 
condensed  than  the  original  primary  bodies,  and  since  it  is  more  con- 
densed it  is  less  volatile  and  less  likely  to  be  noticed.  If  you  go  on  you 
will  reach,  finally,  a  solid  combination. 

Q,  {by  Dr.  Derby).  The  question  is  with  regard  to  agreeableness.  Do 
you  mean  to  say  that  an  odor  depends  on  its  volatility  1  ^.  I  do  not 
mean  to  say  that. 

Q,  (by  a  member  of  the  Board).  Whether  or  not  two  odors  may  not 
commingle  and  form  a  disagreeable  odor  1  A.  It  is  not  a  chemical  fact 
It  is  merely  a  supposition  that  any  chemist  or  anybody  else  might  make. 
I  do  not  know  of  any  such  case. 

Q.  But  you  do  say  that  two  disagreeable  odors  may  unite  and  form  an 
agreeable  odor.     I  think  you  bo  stated  'i    A,   1  say  that  may  be  the  case, 
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but  that  is  equally  a  supposition.  I  stated  that  ivhen  you  did  combine 
tliem,  you  formed  something  less  volatile,  and  therefore  something  less 
lilLely  to  smell  disagreeably. 

Q.   You  merely  sta^  that  volatility  is  an  attendant  element  to  odor  1 
A,    Yes,  sir. 

Q,  Would  it  be  the  case  that  the  odor  from  the  rendering  of  Inrd 
would  take  up  other  odors  and  diffuse  them  1  ^.  I  do  not  understand 
that  the  odors  from  lard  are  lard  itself.  I  spoke  of  the  lard  absorbing 
odors ;  lard  itself  does  so. 

.  Q.  Is  it  true  that  the  odors  from  boiling  lard  will  not  take  up  other 
odors  1  A.  When  the  vapor  passes  off  it  usually  carries  with  it  a  cer- 
tain proportion  of  any  volatile  thing  that  may  be  along  with  it. 

Q.  Do  the  odors  of  boiling  fat  or  lard  smell  of  the  substance  itself  1 
A.  They  contain  valeric  acid,  valeric  ammonia,  mercaptan,  and  glycerine. 
Q.  I  understood  yoiu:  inference  to  be  that  this  house  could  not  be 
the  source  of  these  gases  ;  because,  if  it  were  so,  the  meat  itself  would 
absorb  them  and  be  unfit  for  the  market )  Suppose  that  in  the  room  in 
which  the  rendering  is  carried  on  there  is  an  escape,  to  some  extent,  of 
gMos,  so  that  the  room  becomes  greasy.  Then  at  certain  conditions  of 
the  atmosphere  that  grease  would  take  up  the  odors  and  confine  them  ; 
tbat  at  certain  other  conditions  of  the  atmosphere,  that  grease  would 
give  off  gases  which  would  be  diffused  about  the  room.  Then  the  room 
would  smell  very  badly,  would  it  not  1  A.  It  would  smell  strongly  to 
penoQs  not  acquainted  with  it. 

Q.  Suppose  that  the  lard  should  absorb,  in  the  course  of  manufactur- 
ing; some  of  the  gases  that  might  be  circulating  in  the  atmosphere  1  A. 
'm  lard,  after  it  is  rendered,  is  put  into  casks,  so  that  it  is  not  in  a  posi- 
tion to  return  anything  that  it  has  absorbed. 

Q.  It  would  be  likely  to  absorb  something  that  would  injure  it,  and  it 
^oold  be  carried  away  with  the  lard  when  it  left  the  establishment.    Sup- 

Ca  large  amount  of  lard  to  be  manufactured  during  one  of  those  very 
.  periods  for  the  evolution  of  those  gases  which  are  supposed  to  come 
fcoi  the  dock.  If  that  were  barrelled  up  holding  such  an  amount  of  this 
^Anaive  gas,  would  u't  it  be  likely  when  it  was  cold  to  have  a  very  offen- 
vire  odor  1  A.  If  it  were  merely  the  lard  that  had  been  in  contact  with 
the  air,  in  the  kettles,  the  surface  exposed  is  only  a  few  square  feet,  and 
the  absorption  would  be  so  slight  that  it  would  not  amount  to  anything. 
If  you  were  to  scrape  up  the  grease  off  the  floor,  which  would  expose  so 
P^  a  surface  to  the  stench,  as  compared  with  the  lard  in  the  kettles,  it 
^Id  be  badly  charged  with  the  odor. 

Q.  (6y  Dr.  Derby),   You  were  speaking  confidently  in  regard  to  the 

tirioos  odors,  including  the  smell  of  the  dock,  the  smell  of  the  hog,  and 

^  smell  of  the  rendering.     I  ask  you,  as  a  chemist,  whether  you  are 

^  to  distinguish  chemically  between  these  different  odors ;   or,  to  put 

^  another  form,  whether  you  can  chemically  distinguish  between  the 

^  of  a  rose  and  the  odor  of  a  hog,  dead  or  alive  1    A,  It  would  be 

UiposBiblo  so  to  dcff  because  the  amount  of  some  odors  is  so  very  small 

tte  you  cannot  catch  hold  of  it.     Then,  too,  the  formulary  or  combina- 

tJoo'  is  such   that   some  materials  may  be  combined  with  but    small 

obanges  in  their  molecular  construction,  and  form  very  different  odors. 

For  instance,  the  oil  of  lemon  and  the  oil  of  rose  smell  very  differently, 

bat  have  almost  the  same  chemical  formulary. 


266 

Q,  Can  you  express  in  chemical  formula  the  difference  between  the 
smell  of  a  rose  and  the  smell  of  a  hog  ?  A,  If  \  could  collect  TOst  quan- 
tities of  the  odors  of  the  rose,  I  should  be  able  to  test  it ;  but  no  one,  so 
far,  has  made  such  an  investigation.  * 

Q.  Do  not  chemists  admit  that  they  are  unable  to  distinguish  between 
such  odors  1  ^.  I  detect  the  hog  odor  by  the  sulpliQr  odor,  while  the 
odor  of  the  rose  is  composed  of  carlK)u,  hydrogen,  and  oxygen.  I  think 
that  I  could  readily  distinguish  between  the  two.  I  could  test  the  &ct 
of  sulphur  being  present  in  one  and  not  in  the  other. 

Q.  Can  you  express  by  chemical  formula  the  difference  between  the 
smell  of  a  rose  and  the  smell  of  a  hog  1  A,  We  cannot  express  chemi- 
cally with  any  certainty  any  of  these  delicate  odors.  They  puzzle  the 
ablest  chemists  to-day.  I  might  be  able  to  distinguish  them  chemicallj, 
by  being  able  to  detect  something  in  one  that  I  could  not  in  the  other, 
but  it  seems  to  me  no  one  can  tell  what  it  is. 

Q,  {by  the  Commission).  I  suppose  you  could  show  that  the  element 
which  forms  the  dock  smell  was  chiefly  sulphuretted  hydrogen  %  A  I 
know  that  sulphuretted  hydrogen  is  the  principal  agent  in  these  gani^ 
and  in  the  London  gases.  It  is  one  of  the  principal  gases  in  quantitj, 
though  not  in  odor,  while  the  excessively  small  quantities  of  these  other 
gases  will  produce  tremendous  effects. 

Q,  {by  Mr.  Mclntire).  I  understand  you  to  say  that  this  gas  from  the 
rendering  tank  don't  rise  1  A.  They  probably  rise,  but  as  they  have  no 
odor  to  speak  of,  you  would  not  smell  them. 

Q.  Well,  you  spoke  of  going  up  stairs  with  your  ozone,  and  being  utt* 
able  to  distinguish  any  there.  I  only  want  to  know  whether  you  meiD 
to  have  us  so  understand  it.  The  chemists  on  our  side  testified  that  tbii 
odor  did  rise.  I  only  wanted  to  know  whether  you  differ  with  thcml 
A.   I  do. 

Q.  You  have  carried  out  certain  calculations  about  the  gas  that  wouH 
arise  from  the  mud.  How  much  mud  do  you  calculate  it  would  tak^ 
such  as  there  is  in  Miller's  River  basin,  to  fill  the  area  that  you  calculated' 
to  the  extent  that  it  would  nauseate "{  A.  1  took  twentv  aeries  for  the 
calculation,  and  presumed  there  would  be  two  feet  of  mud  upon  the  atf* 
face,  and  I  calculated  seventy  pounds  per  cubic  foot  of  mud.  I  showed 
that  the  sulphur  of  those  twenty  acres  of  mud  would  make  nineteen  nil" 
lion  feet  of  gas,  —  enough  to  produce  that  smell  about  eighteen  times 
over. 

Q.  What  was  the  percentage  at  which  you  detected  it  1  A,  1  detected 
it  at  one  part  in  40,000. 

Q.  You  say  that  that  number  of  acres  of  mud  at  that  estimated  dcptb 
would  fill  the  atmosphere  eighteen  times  over  with  one  part  in  10,000. 
Well,  when  this  gas  passes  out  of  the  mud,  you  cannot  get  it  out  of  it 
again  1    A.  No,  sir  ;  but  it  is  pcri)etually  renewed. 

Q.  You  don't  mean  to  say  that  the  acids  that  come  in  at  one  portioi 
of  the  dock  or  basin  are  spread  completely  over  the  whole  basin,  and  thil 
the  gases  arise  from  the  whole  surface  1  A.  At  the  Ame  time  that  the 
action  is  going  on,  the  action  of  the  sulphuric  acid  upon  the  mud,  thert 
is  carbonic-acid  gas  resulting  from  the  reaction  of  the  basin  whenever 
the  sulphates  is  reduced  to  sulphur.  Suppose  that  on  the  night  jott 
speak  of,  the  31st  of  July,  these  acids  affected  the  whole  of  the  basin*  I 
think  that  to  a  certain  extent  these  would  flow  into  the  atknosphere  aol 
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filL  I  think  that  probably  gave  rise  to  some  of  the  putrid  odor.  I  think 
the  mud  had  been  stirred  up,  and  the  sulphuretted  hydrogen  set  free,  and 
it  was  then  given  off  all  at  once. 

Q,  How  long  do  you  think  it  would  take  to  give  off  all  this  gas  1 
A,  It  might  take  a  longer  or  a  shorter  period.  It  would  depend  on  the 
atmosphere,  on  the  intensity  to  which  it  was  charged,  and  a  thousand 
other  things. 

Q,  You  heard  Professor  Horsford  testify  that  these  gases  would  be 
CMTied  by  the  wind  in  a  certain  direction  from  which  the  wind  blew. 
Do  you  think  you  were  perfectly  fair  in  that  computation,  when  you 
took  an  area  of  four  miles  that  would  be  saturated  by  these  gases  1 
A,  The  testimony  was  that  when  the  wind  blew,  the  gases  affected 
buildings  or  people  a  mile  and  a  quarter  away.  Furthermore,  I  under- 
stood fi-om  various  testimony  that  these  smells  were  smelled  at  the 
same  time  on  Charles  Street,  on  Back  Bay,  at  the  Observatory  in  Cam- 
bridge, and  very  strongly  in  the  hous^  at  Miller's  River.  I  based  my 
calculation  upon  those  statements.  I  was  not  calculating  on  Professor 
Horsford's  testimony. 

Q.  Al)out  the  oil,  are  you  familiar  with  the  process  of  rendering  oil  at 
the  establishment  1  ^.  I  examined  it.  I  think  I  am  familia^  with  the 
particular  process  in  this  case.  The  lard  is  put  into  bags  or  cloths  and 
piled  in  tiers  from  the  floor  up  to  the  ceiling,  eight  or  nine  feet  high. 
Then  it  is  pressed  and  the  oil  runs  out  into  pans,  from  which  it  runs  into 
hogsheads.  I  examined  one  hogshead  of  it  in  the  dark,  and  I  was  unable 
to  say  what  it  was. 

Q.  Did  you  smell  anything  from  it  1  A,  1  smelled  a  slight  smell,  but 
I  did  n't  know  what  it  was. 

(?.  Well,  now  some  of  this  oil  is  very  sweet.  I  don't  know  but  that 
it  is  sold  for  sweet  oil.  Take  such  a  stench  as  there  was  on  the  night  of 
the  31st  of  July  to  have  pervaded  the  whole  atmosphere  and  the  factory 
itself^  would  not  that  oil  in  these  pans  as  it  runs  off  take  up  these 
imells  1    ^.    It  would  not  take  it  up  very  fast. 

Q.  What  would  be  the  thickness  of  the  oil  which  is  on  the  bottom  of 
;he8e  pans  'i     A.   I  could  not  testify,  for  I  don't  know. 

Q.  Well  there  is  a  broad  surface,  —  almost  the  whole  of  it  is  surface. 
¥ould  not  that  oil  take  up  these  gases,  and  if  run  into  the  tank  or  hogs- 
lead  would  it  not  be  almost  completely  filled  with  the  foul  odor,  so  that 
fc  would  be  almost  unmarketable  1  A.  How  long  would  it  be  exposed  to 
'he  air  1 

3/r.  Mclntire,  As  I  understand  it,  the  method  of  pressing  out  the  oil 
8  a  very  slow  method.  The  oil  simply  drips  out,  and  is  caught  in  these 
Dans.  It  is  collected  in  these  large  open  pans  and  runs  off  very  slowly 
ndeed.  Now  it  must  be  exposed  ;  a  large  quart  of  oil  would  be  exposed 
%>r  half  an  hour  at  least,  we  will  say  for  an  hour,  to  that  excessive 
Ktench. 

Mr,  Derby,    Which  excessive  stench  1 

Mr,  Mclntxre,     That  which  was  smelled  upon  the  outside. 

Q.  {by  Mr,  Mclntire).  1  ask  you  whether  the  oil  would  not  take  up 
=ho6e  odors,  and  would  not  be  almost  unmarketable  on  account  of  it  1 
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A.  It  would  become  unmarketable  if  sufficient  surface  was  exposed.  K 
the  depth  was  one  inch,  one  one-hundredth  of  it  would  be  surface  and 
absorb ;  but  if  you  mixed  it  with  the  rest,  the  odor  would  not  amount  to 
anything. 

Q.  Did  you  read  thoroughly  that  report  in  regard  to  the  smell  which 
pervaded  the  Parliament  building  ^  A.  I  examined  all  the  books  I  could 
get,  and  I  took  extracts  from  such  as  the  "  London  Spectator/'  "Times," 
"  Saturday  Review,**  and  the  monthly  magazines.  I  made  it  a  study  for 
a  week.  The  smell  was  attributed  first  to  a  graveyard,  and  that  was 
removed.  Then  it  was  supposed  to  be  a  sewer,  and  finally  they  came  to 
the  conclusion  that  it  come  from  the  mud  of  the  river.  It  was  next  8U]h 
posed  to  be  a  rendering-smell  or  a  bone-factor}'. 

Q.  In  regard  to  the  sewage  ;  you  told  us  about  its  filling  up  the  river. 
Your  idea  is  that  a  large  amount  flows  into  Miller's  River  1  A  I  am  in- 
formed that  nearly,  all  the  dead  dogs  and  cats  of  Boston  float  up  therBi 
I  saw  some  of  them  going  up  m3aself 

Q.  It  would  be  the  same  thing  in  Charles  River  1  A.  Undoubtedly 
it  would.     I  know  it  is,  because  I  am  familiar  with  Charles  River. 

Q.  Well,  should  you  think  that  it  would  be  a  proper  place  to  bulM 
a  sewer  4pwn  Bridge  Street  and  drop  it  right  under  the  bridge  there,  ui 
pour  out  all  the  sewage  of  these  manufactories,  —  forty-five  thousand  gal- 
lons of  acid  matter  going  into  it  from  one  establishment  in  a  day,  —  \xA 
on  account  of  the  sewage  filling  up  the  place  and  on  account  of  the  efieek 
which  the  acid  would  have  upon  the  flats  1  Do  you  think  it  would  bl 
proper  to  allow  this  establishment  to  enter  into  such  a  sewer  1  ^.  If  it 
were  discharged  into  deep  water,  I  should  say  it  would.'  If  it  wert 
discharged  into  shallow  water,  I  should  say  it  would  create  a  greit 
difficulty. 

Q,  You  state  that  the  sewage  floats  up  the  river  and  fills  up  the  shil" 
low  places.  You  don't  mean  to  say  otherwise  than  that  you  would  tab 
the  sewer  down  the  river  to  the  mouth  of  it  1  ^.  It  ought  to  be  carriBi 
out  as  far  into  the  Atlantic  Ocean  as  you  can  get  it ;  therefore,  the  nearar 
you  get  it  to  the  mouth  of  the  river  or  the  deep  running  water,  the  bet 
ter  it  is  decidedly. 

Q,  In  regard  to  the  traps  you  speak  of.  You  say  that  these  trap^ 
though  well  enough  in  theory,  are  poor  in  effect  1  Therefore,  would  nt 
you  say  it  would  be  a  bad  plan  to  pour  such  matters  as  come  from  tbe« 
establishments  into  the  sewer  1  A.  I  should  think  that  whoever  suffered 
from  these  things,  it  would  be  their  own  fault.  Every  place  should  haH 
a  ventilator  and  a  cesspool 

Q.  So  that  it  would  be  dangerous  to  have  the  factories  of  this  kind 
running  into  such  a  sewer  without  such  a  ventilator  and  cesspool,  woaM 
it  not  ]  ^.  It  would  be  no  more  dangerous  to  have  the  faictories  nn 
into  it  than  to  have  the  sewage  drained  in  there,  because  these  iot 
phates  do  not  become  sulphides  until  fermentation  takes  place. 

Q.  Wait  a  moment.  Professor  Hoi-sford  said  that  under  certain  cn^ 
cumstances  the  fermentation  takes  place  when  it  is  in  the  drain,  whet 
the  mouth  is  covered  with  water  and  the  gases  are  driven  up  through  thi 
traps  and  cesspools.  Now,  if  such  is  the  case,  the  fermentation  wooU 
of  course  be  increased  a  great  deal  with  the  increase  of  the  sewage^ 
would  it  noti  A,  I  merely  say  that  the  greater  amount  of  suli^i^ 
retted  hydrogen  is  to  be  found  in  the  fermentation  of  the  fiats  aol 
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lot  directly  in  the  sewer.     The  sewer  gas  will  blacken,  but  it  is  in  small 
loantitj. 

(A  bottle  of  mercaptan  exhibited,) 

Q.  What  is  in  this  bottle  1  A,  I  should  think  it  was  mercaptan.  I 
rould  be  very  much  surprised  from  its  effects  upon  me,  if  it  were  not. 

Mr,  Mclntire.  Mr.  Sharpies  says  he  has  smelled  the  same  odor  at  the 
dose  tanks. 

The  Chairman.    I  don't  think  this  is  relevant  to  this  case. 

Mr.  Mclntire.  I  think  it  is  relevant  with  regard  to  the  sewers,  — 
whether  these  liquids  shall  be  poured  into  the  sewer. 

Re-direct  Examination, 

Mr.  Derby.  I  will  ask  one  question  with  regard  to  the  sewer.  I  would 
nk  you,  Mr.  Avery,  whether  there  is  anything  in  the  soup  or  in  the 
•nlding-tub  which  is  so  obnoxious  that  it  would  be  impossible  to  carry  it 
ftrough  the  sewer  to  deep  water  1  A.  I  will  answer  that  question  in 
thifl  way.  I  cannot  see,  for  the  life  of  me,  why  a  little  pure  gelatine 
:  riioald  be  worse  when  run  into  the  sewer  than  the  same  gelatine  after  it 
hid  passed  through  the  bowels  of  any  person  in  Cambridge.  It  seems 
to  me  It  is  worse  after  it  has  passed  through  that  operation  than  when 
'  Wrely  pure  gelatine. 

Q.  You  see  no  difficulty  in  carrying  it  through  the  sewer  1    ^.    I  see 
'  10  serious  difficulty  in  carrying  it  through  the  sewer,  though  I  should 
infer  a  smaller  sewer  than  I  understand  they  ^xe  building  there. 
9.  Is  the  pressure  of  the  oil  in  a  limited  space  1    A,   Yes,  sir. 
Q,  Whether  you  can  say  that  enough  of  any  odor  would  be  absorbed 
Ij  the  oil  so  that  there  would  be  a  possibility  of  its  emanating  from  the 
ifl  while  it  is  in  the  factory,  so  as  to  produce  a  vapor  which  will  be  no- 
ted  outside  1    A.   The  commercial  oil  has  a  slight  odor ;  but  still,  in 
\  tte  dark  I  could  not  tell  a  hogshead  of  oil  from  anything  else. 
'-    Q,  How  often  have  you  examined  the  Squire  establishment]     A,   I 
[  liTe  not  examined  the  factory  except  in  October  and  November,  so  I  can- 
:  lot  lay  what  might  have  been  the  state  of  affairs  there  in  the  hotter 
riMuiths. 

Tbstimont  of  Charles  A.  Goodrich. 

Q.  {by  Mr,  Derby),   You  are  foreman,  I  think,  in  the  works  of  Mr. 
Sqinire,  having  general  charge  there  1     A,   Yes,  sir. 
*  Q.   Have  you  been  requested  at  any  time  to  take  a  carriage  and  go 
'ttODnd  over  Cambridge  and  ascertain  where  the  deleterious  smells  origi- 
ttKled  t    A   I  have,  sir. 

Q.  When  were  you  so  requested  1    A,   About  the  26th  of  June  I  first 
nmember. 

Q,  Can't  you  refer  to  your  book  and  see  the  date  of  your  first  entry  1 
A.  I  went  once  on  the  1 7th ;  that  was  vohmtary,  however. 

Q.  That  was  previous  to  the  systematic  visits  you  made  1  A,  Yes, 
nr.    The  24th  is  the  first  entry. 

Q,  Who  went  with  you  when  you  made  these  examinations  1 
A.  Sometimes  I  went  alone,  and  sometimes  Mr.  Graves,  Pike,  or  Lowell 
vent  with  me. 
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Q,  What  was  your  duty  and  where  did  you  go  on  these  exploratioDsl 
A,   My  duty  was  to  ascertain  where  those  smells  came  from. 

Q.  How  far  did  your  investigations  extend  1  -  A.  Through  Cambridge, 
—  East  Cambridge  and  Cambridgeport,  —  portions  of  Soro^rille,  Charka- 
town,  and  Boston. 

Q.  How  far  in  Boston  did  you  come  1  A,  Along  the  Milldam,  up  to 
Parker  Street,  and  through  Charles  Street. 

Q,  Before  you  come  to  these  places,  begin  at  Charlestown  and  stabe 
what  places  there  you  had  occasion  to  inspect)  A.  In  Charlestowo^ 
mostly  on  Canal  Street. 

Q,  Is  that  the  street  that  runs  along  by  the  water,  sir  t  A,  Alocmg; 
by  what  is  called  the  Mill  Pond,  I  think. 

Q.  Was  there  filling  going  on  there  1  A.  Yes,  there  has  been,  ktst 
summer,  some. 

Q,  Was  there  any  place  along  there  where  refuse  from  the  city  wmi 
carried  out  1  A,  Yes,  sir,  a  great  deal  of  refuse  matter  of  various  kiadt 
has  been  deposited  there. 

Q,  Daily  or  frequently  1  A,  Yes,  almost  daily ;  decayed  froit  and 
vegetables  of  various  kinds. 

Q,  Have  you  noticed  decaying  oranges  or  anything  of  that  kindf 
A.   Yes,  sir. 

Q,  Are  there  not  many  teamsters,  who  do  business  in  Boston,  who  go 
out  at  night  and  stable  their  horses  on  the  Charlestown  side  )  A»  Ye^ 
sir,  I  think  so. 

Q,  Now,  come  over,  if  you  please,  to  Cambridge,  upon  Prison  Ponit 
Bridge.  Has  there  not  been  filling  going  on  there  1  A,  There  has  beefl^ 
sir. 

Q.  I  will  ask  you  if,  at  any  time  during  the  past  summer,  you  hifv 
noticed  offensive  odors  coming  from  these  places  1     ^.   I  have. 

Q,  I  will  take  you  now  over  to  the  basins  of  Miller's  River,  andidi^ 
you  whether  there  have  been  smells  there  1  A,  There  have  been,  sir,  i^ 
low  tide,  almost  invariably. 

Q.  Now,  sir,  in  its  vicinity  there  are  several  —  six  or  eight — rend*^ 
ing  establishments,  where  putrid  tallow  and  where  rancid  &t  and  gretf* 
from  the  houses  of  Boston  are  brought  out  and  rendered  1  A,  Thei© 
are. 

Q.  How  many  places  can  you  particularize,  giving  the  place  where  thif 
are  situated  1  A,  O'NeiFs,  situated  between  Milk  Street  and  the  Fitdt" 
burg  Railroad. 

Q,  Are  there  vats  where  the  grease  is  brought  and  where  it  is  R>' 
dered  1    A.   There  are,  I  believe. 

Q,  There  is  another  place  in  the  rear  of  Cambridge  Street,  abow 
the  distillery,  to  the  west  of  Mr.  Squire's  1  A,  Yes ;  that  is  Bfltf* 
don's. 

Q,  What  other  places  are  there  1  A.  There  is  one  near  Boynton^ 
works. 

Q,  You  have  spoken  of  three  ;  is  there  or  has  there  been  any  othcrl 
A.  There  is  one  on  Pearl  Street,  Cambridgeport,  and  there  are  more  or 
less  soap-works  in  the  vicinity. 

Q.  There  are  some  places  there  where  at  times  you  get  smells.  Gib 
you  put  your  finger  upon  any  of  these  1     A,  There  are  four. 

Q.   One  was  purchased  by  Mr.  Squire  1    A,   Yes. 
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Q,  What  other  place  is  there  1    A.   There  is  one  in  the  rear  of  Med- 
»rd  Street. 

Q,   You  have  in  the  course  of  your  visits  been  to  Broad  Canal  1    A, 
eSy  sir. 
Q.   You  have  found  offensive  smells  there  1     A,   Yes,  at  low  tide. 
Q.   And  on  the  West  Boston  and  Craigie's  Bridges?    A,   Yes,  at  low 
a.ter. 
Q.   On  Charles  Street  1    A,   On  Charles  Street  likewise. 
Q,  At  times  in  the  night  1    A.   Yes,  sir. 

^.  How  far  up  tow^  the  South  End  did  you  got  ^.  As  far  as 
axker  Street  and  the  Stony  Brook  sewer. 
Q.  Have  you  kept  a  record-book  of  your  journeys?  A.  Yes,  sir. 
Q.  What  did  you  enter  on  the  1 7th  of  June  *{  A,  1  fiinst  noticed  the 
smeUs  before  I  commenced  my  regular  trips.  I  was  passing  down  Cam- 
tnridge  Street  and  I  got  a  horrid  stench  as  I  went  by  Reardon's  place ; 
the  worst  I  think  I  have  any  record  of. 

Q.  What  was  that  smell  %    A,    \  should  call  it  rendering  old,  putrid, 

lUkcid  grease ;  sickening  in  the  extreme.     This  was  from  Mr.  Reardon's 

on  Cambridge  Street,  East  Cambridge,  west  of  Mr.  Squire's  establishment. 

Ut,  Mclntire,    There  is  no  such  place  in  East  Cambridge.     The  one 

referred  to,  doubtless,  is  nearly  half  a  mile  from  East  Cambridge. 

Q.  (6y  Mr.  Derby).  It  is  defined  on  the  map.  It  is  in  Cambridge  1 
i.  Yes,  sir. 

Q.  Very  well,  now  please  tell  us  what  you  found  there  where  the 
nsell  came  from  ^  A.  I  had  my  wife  with  me.  I  went  to  the  house  and 
Wt  her,  saying  to  myself,  "  I  am  going  to  find  where  that  comes  from." 
I  drove  back  to  the  place  and  all  around  it,  as  nearly  as  I  could,  and 
finally  I  got  out  and  went  up  to  the  building.  There  was  one  or  more 
men  there  at  work. 

Q.  What  hour  was  thati  A.  I  think  between  half  past  ten  and 
deven  o'clock. 

Q.  Now  describe  that  smell,  and  state  whether  you  had  smelt  it  pre- 
TO)U8ly1    A.    I  had  and  have  since. 

Q.  What  did  you  observe  there  1    -4.    I  found  that  they  were  at  work 
■  there,  to  all  appearances,  blowing  off  their  tanks,  I  should  judge. 

Q.  How  offensive  were  the.  odors?    A.    I  could  not  describe  them. 
Tbej  made  me  sick. 
Q.  I  think  you  are  foreman  at  Mr.  Squire's  1     A.   Yes,  sir. 
Q.  Have  you  ever  been  made  sick  in  the  course  of  your  work  1     A, 
Ko,  sir. 
Q.  (by  the  Board),   Did  you  vomit  1     A.   Yes,  sir. 
Q.  {by  Mr.  Derby),   You  walked  all  around  the  building  1    A.  Yes,  as 
near  as  I  could. 

Q^  Have  you  any  doubt  as  to  where  that  smell  came  from  1    A.   No, 
nr;  none  at  all. 

Q.  Was  it  perceptible  at  a  distance  ^    A.    1  perceived  it  when  I  got 
near  the  Grand  Junction  Railroad. 

Q.    How  far  from  the  works  was  that  1    A.  Nearly  a  quarter  of  a  mile, 
[  shouM  judge. 
Q.   A  quarter  of  a  mile  1    A.  Very  nearly  that. 
Q.    What  kind  of  a  smell  was  it  1     A.   k  nauseating,  sickening  smell, 
B  of  putrid,  rancid  grease.     I  have  not  language  to  describe  it. 
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Q,  Did  you  have  occasion  to  go  hsuck  to  the  works  afterwards  f  i.  I 
went  there  the  Friday  night  following. 

Q.  What  did  you  find  or  see  there  1  A.  They  were  blowing  off  their 
tanks  then. 

Q.  Who  went  with  you  1  A,  Mayor  Bradford,  Aldermen  Kendall, ' 
Woodbridge,  and  Brine,  of  Cambridge. 

Q.  At  what  hour  1  A.  Not  far  fh>m  eleven  o'clock  on  the  evening  of 
the  20th. 

Q.  What  did  you  notice  then  1  ^.  I  noticed  a  very  bad  smell,  though 
not  near  as  bad  as  on  the  17th.     Still  it  was  very  offensive. 

Q,    Did  you  enter  the  works  1    A,  Yes,  sir. 

Q.   And  noticed  this  very  bad  smell  ?    A.  Yes. 

Q.  W^hat  was  going  on  1  A.  They  had  been,  or  at  the  time  they  were^ 
blowing  off  their  tanks. 

Q,  They  had  some  blowing  apparatus  f  A,  They  had  a  cistern,  bat 
I  could  n*t  see  it  on  account  of  the  steam.  It  did  n't  seem  to  be  luff 
enough. 

Q.  What  is  it  they  rendered  1  A.  Such  grease  as  was  picked  up  by  the 
workmen. 

Q.    Di^  you  see  the  grease  put  in  1    A.   No,  sir,  I  did  not 

Q.  You  saw  it  in  the  tanks  1  A,  No,  sir.  I  took  the  foreman's  vofd 
for  it.     He  said  he  had  a  tank  of  grease. 

Q,  Do  you  know  whether  they  carry  grease  there  firom  the  citjt 
A,   I  don't,  positively.     I  have  heard  so. 

Q.  But  the  foreman  on  this  occasion  said  it  was  old  grease  1 
A,  Yes. 

Q.  You  say  that  on  the  20th  there  was  a  bad  smell ;  now  tumtoyoar 
record  at  a  later  period.  What  is  the  next  time  1  A,  On  the  24Uk  (» 
June. 

Q,  I  would  simply  ask  you  if  you  reported  what  you  discovered  to  Mr- 
Squire  1  -4.  I  did,  sir,  on  the  morning  of  the  18th.  I  told  Mr.  Squill 
we  had  a  tremendous  smell  the  night  before,,  and  said  they  would  ffob* 
ably  lay  it  to  him,  but  I  had  found  where  it  came  from.  He  requeatel 
me  to  go  and  notify  Alderman  Brine,  he  being  a  member  of  the  Board  of 
Health. 

Q.    That  led  to  the  visit  on  the  20th  1 .  A,  Yes. 

Q,  Now  refer  to  your  record  book,  please,  and  give  the  dates.  A  Tb» 
24th  is  the  first  date  I  have. 

Q.  {by  a  member  of  the  Board),  You  commenced  to  keep  a  regular 
record,  under  the  direction  of  Mr.  Squire  1     -4.   I  did. 

Q.  {by  Mr,  Derby),  A  complaint  was  made  to  Alderman  Briue  ib« 
morning  after  you  first  visited  Mr.  Reardon's,  and  that  same  day  a  letr 
ter  came  from  Dr.  Derby  1  A,  Yes,  sir ;  and  furthermore,  I  went 
from  Mr.  Brine's  office  in  Boston  to  the  Boston  and  Albany  Rai^twL 
One  of  the  men  there  asked  me  what  1  was  doing  out  at  Cambridge  \mA 
evening.  He  lived  at  the  West  End,  he  said,  and  there  was  a  horriUe 
stench. 

Q,   Now,  what  is  your  first  entry  1     A.    The  first  entry  is  on  tlie  24ih. 

Q,  On  the  24th  of  June.  State  what  you  did.  A,  On  the  24th  rf 
June  I  went  to  Reardon's,  in  the  rear  of  Cambridge  Street ;  the  ReardoQ*l| 
on  Pearl  Street ;  and  O'Neil's. 

Q,  What  was  going  on  at  O'Neil's  ^    A.   1  did  n't  go  inside. 
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Q.  You  found  an  offensive  smell  at  these  places  1    A,  Yes. 

Q.  Did  you  find  it  usuaUy  on  the  leeward  side  1  A.  Yes,  it  went  with 
the  wind. 

Q.  At  what  hour  in  the  night  1  A  I  could  not  give  the  exact  hour. 
I  usually  started  from  nine  to  ten,  and  got  back  from  eleven  to  half  past 
one. 

Q.  Go  on  to  June  30,  and  say  what  you  found  then  1  A.  O'Neil's 
was  rather  bad  that  night.  , 

Q.  On  July  11  A.  I  found  it  very  bad  at  O^Neil's,  and  Reardon's,  on 
Pearl  Street. 

Q.  The  2d  of  July  1  A.  On  the  2d  of  July  at  O'NeiFs  and  Charles- 
town  Neck,  —  I  mean  Canal  Street 

Q.  State  whether  you  found  anything  at  Barry's  on  the  2d  of  July  1 
A.  Yes ;  it  was  very  strong  on  Prospect  Street. 

Q,  How  was  it  at  Charlestown  1  A,  It  was  very  bad,  —  the  dock 
and  sewer  smell.     Whenever  the  tide  is  out  the  air  is  dreadful 

Q,  Was  there  a  smell  on  the  Prison  Point  Bridge  also  1  A.  There 
was  some  smell,  but  nothing  as  bad  as  some  nights. 

Q.  That  night  it  was  about  CNeiVs  and  Barry's,  and  upon  the  river 
near  Charlestown,  very  bad  1    A.   Yes,  sir. 

Q.  Come  to  the  21st  of  July.  What  did  you  do  that  night  1  ^.  I 
went  to  Reardon's,  on  Pearl  Street.     There  was  a  horrid  smell. 

Q.   A  horrid  smell,  you  say  1     A,   Yes,  a  horrid  smell. 

Q.   Did  you  perceive  that  at  a  great  distance  1    A.  Jfes. 

Q.    How  at  O'NeiUs  1    A.   It  was  horrid  likewise. 

Q.  How  was  it  at  the  places  in  Charlestown  and  Cambridge  visited  1 
A  There  was  a  strong  dock  and  sewer  smell,  which  is  almost  overpower- 
ing when  the  weather  is  warm  and  the  tide  is  out.  ' 

Q.  A  very  strong  smelll  A.  A  very  strong  smell,  particularly  at 
Charlestown,  where  the  sewers  empty. 

Q,  (6y  ^  Board),  You  passed  by  Sunday  the  6th.  Will  you  please 
tell  us  if  you  observed  anything  on  that  night  1  'A.  Nothing  very  bad 
on  July  6. 

Q.  There  was  a  smell  complained  of.  A,  I  did  n't  notice  anything 
■^eiy  bad. 

Q.  How  late  were  you  out  t  ^.  I  cannot  say.  I  was  usually  out 
eleven  to  half  past  one.  If  I  found  anything  very  bad  I  would  take 
pains  to  trace  it  out. 

Q,  (by  Mr,  Derby).   July  24  and  25,  did  you  find  on  these  nights 

lythingt    A,    Reardon's  on  Pearl  Street  was  horrid. 

Q.   What  night  was  that  1    A,   That  was  on  the  22d.     CNeil's  was 
•ng,  likewise  at  Prison  Point  and  Charlestown  Neck. 

Q.   On  the  night  of  the  24th  t    A,   On  the  24th  there  was  a  horrid 
11  at  Reardon's,  on  Pearl  Street. 

Q,   How  was  it  in  other  places  %    A,   At  O'Neil's  it  was  very  bad,  — 

strong  dock  smell ;  likewise  at  Charlestown,  and  all  around  wherever 

Cime  upon  the  dock. 
Q,   On  the.  25th,  sir?    A,   On  the  25th  there  was  a  strong  smell  at 

'esrl  Street,  and  a  very  bad  smell  at  Charlestown. 
Q.   Well,  now  come,  sir,  to  the  Slst  day  of  July.     Where  were  your 

Kplorationsi    A,   They  extended  round  Cambridge,  —  my  usual  route, 

18 
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—  to  Charlestown,  across  Craigie  and  West  Boston  Bridges,  and  up  as  &r 
as  the  Stony  Brook  sewer. 

Q.  Tell  us  whether  at  that  night  the  rendering  smell  was  veiybodt 
A,  There  was  no  rendering  smell  that  was  veiy  ofiensive  from  any  (me 
of  the  establishments. 

Q.  Now  describe  the  smells  from  the  docks.  You  started  from  Mr. 
Squire's.  How  was  it  at  the  basin  there  f  A,  The  basins  were  Tezj 
strong  of  dock  and  sewer. 

Q,  Which  way  was  the  windl  A,  It  was  east-southeast,  Tamble 
and  very  light. 

Q,  When  you  say  variable,  did  it  go  around  ?  A,  Tea,  from  east  to 
southeast. 

Q.   But  it  did  n't  go  west  or  north  1    A.   No,  sir. 

Q,   Were  you  out  late  that  night  1    A,   Till  about  half  past  one. 

ii.  You  found  a  venr  bad  smell  in  the  Millers  River  basins.  Did  jw 
go  to  Charlestown  1    A    I  did. 

Q,    How  were  the  basins  there  1    A.   Very  strong. 

Q.  How  would  the  smells  of  the  docks  and  basins  compare  with  any- 
thing yom  had  met  before  ^    A,    1  don't  know.     It  was  so  much  stroogtf* 

Q,   Stronger  than  anything  you  had  smelt  before  ?     A.    Yes,  decidedlj* 

Q, '  You  came  down  from  the  basins  through  East  Cambridge.  I^ 
the  smell  permeate  the  atmosphere  %  A.  \  did  n't  notice  it  in  Etf^ 
Cambridge  till  I  got  above  Fifth  Street,  coming  this  way. 

Q.  You  noti^  smells  then  1  A,  Yes,  but  not  in  the  early  part  oC 
the  evening. 

•   Q,    What  time  did  you  cross  the  bridge  to  come  into  Boston  T  i.  I^ 
was  midnight,  or  past. 

Q,    State  what  you  found   at  Broad  Canal?    A,   Broad  Canal 
horrid.     I  cannot  describe  it  in  any  way  but  by  that  word. 

Q,   How  was  it  on  the  West  Boston  Bridge  1    A.   About  in  the  aatti* 
ratio.     A  dock  and  sewer  smell. 

Q.   You  went  on  into  Charles  Street  1    A.   Yes,  sir. 

Q,   Did   you   perceive  anything  there  1    A,   Yes,  there  was  a  aoftP* 
but  not  so  bad  as  on  the  bridge. 

Q.   When  you  came  to  an  opening  leading  down  to  the  water,  th^* 
you  would  get  it  1    A.   Yes,- sir.  -; 

Q,   You  went  on  to  the  South  End.     How  Were  the  smells  theiff*^ 
A.   Very  bad,  horrid.     I  don't  know  as  there  was  much  difference  b** 
tween  the  smells  there  and  Cambridge,  except  that  Broad  Canal  was  tb^ 
worst  of  the  lot. 

Q,    Was  there  a  light  wind  blowing,  sir  1    A,   Yerj  light. 

Q.   And  what  there  was,  was  from  the  east  1    A,    East  and  soutM^ 

Q,   You  went  back  about  one  or  two  o'clock  to  Squire's  establishment*  ] 
I  will  ask  you,  sir,  if  in  the  Squire  establishment  you  have  at  any  titf 
experienC'Cd  such  smells  as  these  ?    A.   1  never  have. 

Q,  You  are  there  every  day  at  work.  I  w^ll  ask  you,  sir,  whether  If 
night  or  by  day  you  have  known  any  offensive  smells  to  come  fVom  SqnirJ 
establishment  1  A,  I  don't  know  that  I  have.  The  only  smell  we  g 
is  the  dock  smell  from  the  outside.    We  get  no  smell  from  the  renderia 

Q,  You  don't  consider  what  goes  up  from  the  factory  offenain 
A.   No,  sir,  it  is  not  to  me. 

Q.  You  are  not  disturbed  by  the  smell  of  the  pigs  1    A.   No,  nr. 
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Q.   They  are  kept  on  chtfrcoal  ?    A.   Yes,  sir. 
Q,   The  pens  are  cleaned  out  daily  1    A,   Yes,  sir. 
Q,   You  have  given  us  now  ihe  31st  of  July.     Will  you  give  us  the 
record  of  other  nights  1    A.   August  1st  there  was   a  strong  smell  at 
Heardon's,  on  Pearl  Street! 

Q,   How  at  O'Neills  1    -4.   A  very  strong  smell  there  of  grease.     The 
dock  was  very  strong,  at  Charlestown  particularly. 

Q.  {by  a  member  of  the  Board).    Were  you  out  on  the  night  of  August 
S  %    A.   Yes,  I  was. 

Q.   Give  the  results  of  that,  please.     A.   A  very  strong  dock  smclL 
Q.   Any  rendering  smell  1    i[.    I  think  not. 

Q.  (by  Mr,  Derby),  Did  you  go  into  Boston  that  night  1    A,   Yes,  sir. 
Q.    Did  you  find  any  bad  smell  in  Boston  1    A.   Nothing  more  than 
"fthe  dock  smell. 

Q,   Where  did  you  find  this  ?    A.   Round  near  the  water's  edge,  on 
'^he  bridge,  and  some  on  Parker  Street. 

Q.  There  were  several  nights  through  August,  but  I  will  not  detain 
-^e  Board  with  them  all.  Through  the  month  there  were  repeated  bad 
smells  from  these  grease-boiling  pkces  and  from  the  dock.  Come  down,  if 
30a  pleasd,  to  the  3d  of  September.  A.  September  3,  Webster  Avenue, 
opposite  Barry's,  was  very  strong  ;  likewise  on  Canal  Street,  Charlestown, 
id  Prison  Point  Bridge,  very  bad^ 

Q.  (by  a  member  of  ike  Board).   What  was  the  nature  of  those  smells  t 
The  nature  of  the  odors  on  Canal  Street  and  at  Prison  Point  was  of 
a  dock  and  sewer  smell. 

Q.    How  on  Webster  Avenue  1    A,   That  was  a  rendering  smell. 
Q,  (by  Mr,  Derby),    From  whose  place)     A,    It  was  near  Barry's.     I 
sappose  it  came  from  there  by  the  direction  of  the  wind. 

Q,   As  you  passed  near  Barry's  pliye  you  smelled  this  1    A,  Yes. 
Q.   How  near  were  you  ^    A,   1  oon't  know  exactly ;  I  should  judge 
not  more  than  a  couple  of  hundred  feet     I  may  mistake  the  distance. 
Q.   The  wind  was  blowing  from  it  1    A,   Yes. 

Q.   On  the  4th  1     A.   It  was  terrible  on  Pearl  Street     At  O'Neil's 
tiiere  was  a  fearful  smell. 

Q,   These  were  strong  pungent  smells  1    A,   Yes. 
Q.  You  could  perceive  a  quarter  of  a  mile  or  more  1    A,   Yes. 
Q,   (by  a  menier  of  the  Board).    Did  you  ever  smell  that  smell  in 
Sorton  t    A,   Not  the  trying  smell,  but*  have  the  dock  smell. 

Q,   You  never  smelt  these  smells  you  get  from  Beardon's  t    A.   No, 
ir. 
Q,   You  have  smelt  it  half  a  mile  off  1    A,   1  have,  I  think. 
Q.    Have  you  any  record  of  a  later  day  1    A.   October  2d  I  got  a  very 
smell  at  Cambridgeport  from  Pearl  Street.     It  reached  to  Main 


Q.   What  was  that  date  1    A.   October  2. 

Q,   And   that  was  from  what  place  1    Reardon's,  on  Pearl  Street  1 
Yea,  sir. 

Q.  (by  another  member  of  the  Board).   September  6th  did  you  smell 
nything  1    A.    I  don't  know  of  going  round  that  night. 
Q,    It  lasted  from  late  on  the  night  of  September  6  to  the  early  mom- 
L^^l     A.    I  was  not  out  that  night 

Q,   What  night  were  you  out,  sir  ?    A,   On  September  3,  4,  5,  and  6  I 
"^•«  not  out 
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Q,   Was  anybody  else  out  t    A,   Mr.  PikcTwas  out. 

Q,  Did  n't  I  understand  you  to  say  you  were  out  en  the  4th  t  A,  Mr. 
Pike  was  out.  He  made  the  record.  I  ibou^^t,  as  I  read  it,  that  it  was 
mine. 

Q.  September  21  at  and  the  early  morning  olT  the  22d,  have  yon  no  rec- 
ord t    ^.   I  have  not. 

Q,  {by  Mr,  Derby),  Have  you  a  record  of  the  number  of  hogs  that 
arrived  killed  on  the  way  down  1    A.   \  have  not. 

Q.  With  regard  to  the  purification  of  the  water  in  which  the  pigs  are 
scalded,  is  it  purified  before  it  goes  into  the  water  %    A,   Yes. 

Q,  (by  a  member  of  the  Board).  Do  you  pursue  the  plan  of  cleansing 
by  blood  regularly!  A,  Yes,  sir.  We  have  been  shifting  the  place 
abouty  and  haven't  got  fairly  settled. 

Q.   It  is  successful  1    A.   Yes,  sir. 

Q,  How  often  do  you  draw  off  this  water  1  A.  We  purify  it  eveiy 
day,  sir.     We  draw  it  off  every  three  or  four  days. 

Q,  (by  Mr.  Derby).  With  regard  to'  the  apparatus  for  consuming  the 
gas,  is  that  successfully  accomplished  %    A.   1  believe  it  is. 

Q,   It  does  n't  escape  to  do  any  harm  1    A,   No,  sir. 

Q.  (by  a  member  of  the  Board),  How  long  do  you  retain  the  water  t 
A.  I  don't  know  how  long  we  could.  We  retain  it  for  a  week  sometime^ 
and  then  purify  it  and  let  it  run.  I  don't  know,  but  the  gentleman  iriio 
invented  it  says  we  can  keep  it  weeks  and  months. 

Q.  (by  Mr,  Derby).   You  have  used  it  for  a  week  t    A,   Yes^  sir. 

Q.   But  usually  it  is  drawn  off  in  a  less  time  than  that  1    A.   Yei^  sir. 

Q.   You  don't  know  precisely  how  long  f    A.   No^  sir. 

Crots-Examination. 

Q.  {by  Mr,   McItUire),    How  loiig  have  you  been  at  Mr.  Squire's        I 
A.   1  think  I  went  there  in  April,  1860. 

Q.    Thirteen  years  ago  t    A.   Yes,  sir. 

Q.   During  that  time  there  have  been  improvements  made  from  tln^  0 
to  time,  in  order  to  render  the  place  and  the  business  carried  on  leoBsf 
offensive  1    A.    Yes  ;  there  have  been  improvements  to  accommodate  tk&c 
increase  of  business. 

Q.  And  also  to  take  away  the  deleterious  vapors  and  gases  t  A.  Te^ 
sir. 

Q.  The  latest  improvements*  have  been  placed  there  from  time  to 
time,  have  they  not  1    A.  Yes,  sir. 

Q.   And  still  the  people  complain  1    A.   Yes,  sir. 

Q.  When  you  first  went  there,  did  they  have  any  close  tanks  t  .^  No, 
sir ;  I  believe  not. 

Q.   All  open  kettles  t    A.   Yes. 

Q.   What  did  you  put  your  whole  hogs  into  \    A,   1  could  not  say. 

Q.  How  long  since  the  close  tanks  have  been  in  use  ^  A.  1  think 
some  ten  or  twelve  years  since  we  got  the  first  one  in. 

Q.  What  is  the  method  of  disposing  of  these  hogs  that  die  in  tb 
cars  1    A.   We  put  them  into  a  tank. 

Q.   Immediately  1    A.   Immediately. 

Q,   And  whole  1    A,   Some  have  to  be  cut,  they  are  so  lai^ 

Q.   How  many  have  you  put  into  a  tank  at  one  time  \    A,  I  could  1 
say. 
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Q,  How  many  have  jou  known  to  be  put  in  ?  More  than  two  or  three  1 
I  pre8ume*there  have  been  four  or  five  in  at  one  time. 

(/.  Was  that  in  hot  weather  or  in  cold  1  A.  Perhaps  in  hot,  and  per- 
is in  cold. 

Q.  What  is  jour  part  of  the  business  1    A.   My  part  has  been  to  look 

sr  the  slaughlMng. 

Q,  Are  you  familiar  with  the  apparatus  that  is  put  in  there  to  do  away 

h  the  gas  that  arises  from  the  tank  1    A.    No,  sir ;  I  am  not. 

Q.  Now,  Mr.  Goodrich,  did  you  make  all  the  entries  in  that  bookt 
No,  sir. 

Q.  Those  that  you  read  in  answer  to  the  questions  of  Mr.  Derby, 

re  these  all  put  in  by  you  1    -4.    I  think  one  or  two*  Mr.  Pike  entered. 

Q,  How  many  of  these  which  you  read  did  n't  you  put  down  yourself  t 
September  3  and  4  Mr.  Pike  entered. 

Q.  And  you  don't  know  anything  about  these  ?    A.   No. 

Q'  The  17th  of  June,  will  you  return  to  that  place  1    Did  you  make 

«ntry  then  1    A.   I  did,  sir. 

Q'  Tell  us  just  what  is  your  entry  1    A,   My  entry  is,  "  Passed  Rear- 

I't.    The  smell  was  horrid ;  the  worst  I  ever  smelt." 

Q-  What  does  Reardon  do  his  rendering  in,  —  in  a  close  tank,  does  he 

»t  A,  1  should  judge  so. 

Q.  He  has  a  tauk,  as  I  think  I  heard  you  say,  that  he  was  blowing  off 

0  the  cistern  of  water  ?  A.  That  is  what  I  understood.  There  was 
much  smell  that  I  could  not  tell. 

Q'  You  don't  testify  that  as  a  fact,  now,  do  you ;  because  I  under- 
od  that  Mr.  Reardon*s  close  tanks  are  fitted  with  apparatus  which  car- 

1  the  gas  into  the  fire,  where  it  is  consumed  'i  A.  1  think  that  has 
» introduced  recently. 

Q.  How  recently!    A,   Since  the  17th  of  June,  I  think. 
Q.  When  you  first  put  in  your  close  tanks  was  it  the  method  to  blow 
into  the  water  1    ui.    I  could  not  tell  you  as  to  that.     My  attention 
I  oalled  to  some  other  part  of  the  establishment,  and  I  know  as  little 
xit  the  tank,  perhaps,  as  most  any  one. 

Q.  Well,  now,  on  the  Friday  night  after  the  17th  of  Jime,  you  say 
I  went  there  yourself  with  Mayor  Bradford  and  Aldermen  Kendall, 
xxibridge,  and  Brine.  What  was  he  doing  that  night  f  A,  He  was 
'ting  off  that  night 

Q'  What  time  was  it  1  A.  Somewhere  in  the  neighborhood  of  eleven. 
Q'  Were  you  alone  on  these  occasions  when  you  went  about  1  A,  Not 
tk  time,  sir. 

Q'  Did  n't  you  go  with  Professor  Munroe  one  night  t    X   He  might 
^  gone ;  I  have  no  entry  of  the  fact. 
Q*  You  don't  remember  1    .4.    I  don't  remember. 
6  Without  going  over  the  whole  ground  with  you,  if  I  understand 
ii  70a  found  these  smells,  the  rendering  from  Reardon 's,  Barry's,  and 
Neil's ;  the  dock  smell  from  Canal  Street  in  Chariest  own ;  from  Prison 
Qt  Bridge  ;  from  Broad  Canal,  Cambridge  ;  from  sewers  which  empty 
Charles  River,  and  up  as  far  as  Stony  Brook.     There  is  where  you 
id  the  principal  dock  smells  1 
V.  Derby.   Miller's  River  1 

>.  McIfUire,  I  left  that  out  purposely.  I  asked  where  the  strongest 
Lb  were,  and  he  has  testified  that  these  were  worse  than  at  Miller's 
r.     Is  not  that  so  1    A,   There  is  one  basin  which  is  veiy  bad. 
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Q,  Which  one  is  that  1  A,  The  one  between  the  Fitchburg  Raihroad 
and  Medford  Street,  the  North  Basin. 

Q.  That,  you  think,  is  as  strong  as  Broad  Canal  f  A.  No,  sir ;  I  don't 
think  it  is  quite.     Still,  it  is  very  strong. 

Q,  Which  is  the  strongest  of  those  you  mentioned, — Broad  Canal,  Canal 
Street,  Stony  Brook,  Charles  River,  or  Prison  Point  Bridfe  1  -4.  I  don't 
know  as  I  am  able  to  judge  correctly,  which  is  the  strongest  There  is 
not  a  very  great  difference  between  them.  Either  is  strong  enoogfa.  At 
one  time  one  would  be  stronger  than  another ;  perhaps  it  was  on  account 
of  the  wind  aud  tide. 

Q,  Would  you  compare  the  smell  from  what  is  termed  the  Squire 
Basin  with  the  sm^ls  which  arise  from  these  several  places  you  speak  of 
in  Boston  1  ^.  I  should  hardly  think  it  was  as  strong  as  the  Broad  Canal 
or  Stony  Brook  ;  no  stronger,  certainly. 

Q.  You  say  the  North  Basin  is  not  as  strong  as  Broad  Canal,  and  that 
is  stronger  than  the  Squire  Basin.  Then  you  put  the  Squire  Basin  as  less 
in  intensity  than  the  North  Basin  1     A,   Yes. 

Q,  Then  of  course  it  does  not  compare  with  the  others.  Do  you  ever 
get  that  smell  of  the  basin  in  the  factory  or  in  the  enclosure  t '  JL  Very 
seldom,  and  not  as  bad  inside  as  we  do  outside. 

Q,  Were  you  here  the  other  day  when  Dr.  Sharpies  and  Mr.  Board- 
man  and  Mr.  Derby  testified  1     A,    No,  sir. 

Q,    They  testified  that  when  they  went  out  near  the  smoke-house 
they  smelt  a  strong  smell.     Can  you  tell  what  it  was  1    A,   No,  ur ; 
cannot. 

Q,   Do  you  attend  to  the  slaughtering  part  of  the  business  1     Do 
smell  anything  when  the  hogs  are  triced  up  and  the  insides  taken  out       .^  f 
A,    Nothing  disagreeable  to  me. 

Q,   Are  the  scalding-tubs  offensive  ?    A,    No,  sir ;  nothing  there 
is  disagreeable  to  me. 

Q,   Are  there  any  odors  about  the  place  which  are  at  all  disagreeab! 
to  you  1    A,   No,  sir. 

Q.    {by  the  Board),    Is    not  the    smell   of  live   hogs   disagreeable^/ 
A,   There  is  nothing  about  it,  sir,  except  what  you  would  smell  in  KCMjy 
£urmer*s  in  New  England.     I  have  smelt  a  pen,  where  not  more  thflui 
half  a  dozen  hogs  were  kept,  smell  stronger. 

Re-direct  Examination, 

f),  {by  Mr.  Derby),  I  omitted  to  ask  you  the  question,  whether  you 
have  seen  any  dead  putrid  sheep  carried  up  to  these  rendering  eatablisk- 
ments  above  you  1  A,  \  have  not  seen  them,  sir,  but  a  man  came  aloDg 
last  summer  with  some  to  peddle  at  our  place.  He  went  up  toward 
O'Neirs,  and  that  night  I  smelt  the  trying  of  old  mutton  very  strongly. 

Q,  Can  you  tell  the  night  \  A,  \  could  not ;  it  was  during  last  sum. 
mer. 

Q,  Where  did  you  smell  it  1  JL  As  I  turned  off  from  Milk  Street  to 
go  to  Charlestown,  near  0*  Neil's. 

Q,  You  thought  you  distinguished  the  flavor  of  mutton  t  ^.  I  think 
I  did. 

Q,  (by  Mr,  Mclnfire),   There  was  no  dock  about  that  t    A,  No,  sir. 

Q,  {by  Mr,  Derby),  They  were  rotten, — putrid  t  A.  They  were  so 
far  ((one  that  they  were  green. 
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Q.  (by  a  member  of  the  Board).  Near  what  establishment  was  that  t 
A.    I  think  O'NeU's. 

Testimony  6p  Everett  L.  Colbon. 

Q.  (by  Mr.  Derby).  Mr.  Colson,  where  do  you  live  1  A.  East  Cam- 
bridge. 

Q.  What  part  of  it,  sir  1  A.  Near  Gore  Street,  in  one  of  Mr.  Squire's 
Louses. 

Q.  Is  it  nearly  opposite  the  factoiy  1    A.   Directly  opposite. 

Q.  Were  you  out  on  the  17th  of  June,  sir,  with  your  wife]  A.  I  was, 
sir. 

Q.  What  is  yoiur  occupation]  A.  I  have  chaige  of  Mr.  Squire's 
stables. 

Q.  Attend  somewhat  to  the  teaming  or  only  the  stables  ]  X  I  only 
have  charge  of  the  stables. 

Q.    You  were  out  with  your  wife,  were  yoii,  sir  ]    A.   Yes. 

Q.  Where  did  you  go  ]    A.  To  Charlestown,  —  Bunker  Hilll 

Q.   And  returned  late  in  the  evening  ]     A.  Yes,  sir. 

Q.   On  your  way  home  you  noticed  a  very  bad  smell  1    A.    I  did,  sir. 

Q.  Where  did  you  notice  it,  and  what  was  it  ]  A.  The  first  I  noticed 
of  it  was  in  crossing  the  Fitchbui^  Crossing,  in  Somerville ;  and  as  I  went 
up  Webster  Avenue  I  smelt  what  I  called  rotten  meat  of  some  kiud  boil- 
ing. When  1  got  along  opposite  Reardon's,  which  is  right  close  by  Web- 
ster Avenue,  they  were  at  work  there  then. 

Q.  How  far  from  Beardon's  was  it  when  you  first  noticed  it  ]  A.  Prob- 
ably about  a  quarter  of  a  mile. 

Q.  Was  the  smell  pungent  and  strong]  ^A.  A  strong  one,  sir  !  Yes, 
it  was  indeed.     TJie  strongest  I  ever  smelt  in  my  life.     Right  out  loud. 

Q.  Did  your  wife  observe  it  ]    A.   Yes,  sir. 

Q.  Did  she  have  occasion  to  use  her  pocket-handkerchief]  A.  I  think 
die  did. 

Q.   You  passed  near  this  establishment  ]    A.   Yes. 

Q.  You  perceived  it  as  you  passed  the  establishment  ].  A.  After  I 
got  out  into  Cambridge  Street,  going  down  toward  home  we  lost  the' scent 
thei^  the  wind  blowing  from  the  southeast. 

Q.   Were  you  out  any  farther  that   night  to  examine  it  ]  •  ^.    No, 


Q.  But  you  recall  distinctly  the  occasion  ]    A.   Yes. 

Q.  The  hour  ]    A.   Yes ;  between  nine  and  ten. 

Q.   And  the  place  ]     A.  Yes. 

Q.  Now  pass  from  that  to  some  excursions  you  made.  You  have  a 
inemorandum-book  ;  can  you  see  any  entries  you  have  made  1  A.  I  have 
not  made  any  entries  in  this  book. 

Q.  There  are  one  or  two  in  your  handwriting  ]  A.  {by  Mr,  Squire). 
It  was  Mr.  Pike. 

Q.  You  were  out  several  times,  please  state  when.  Were  you  out 
most  every  night  1  A.  No,  sir,  not  most  every  night.  There  were  some 
few  nights  when  I  was  not  out. 

Q.  Were  you  in  company  with  Mr.  Goodrich  on  the  night  of  the  31st 
of  July  1    ^.   I  was,  sir. 

Q.  .Will  you  state  where  you  went  and  what  you  observed  ^  A.  1 
think  it  was  about  half  j>ast  eleven  or  a  quarter  of  twelve,  we  started 
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from  the  office,  passing  over  Prison  Point  Bridge  through  Canal  Street, 
Charlestown  ;  then  back  across  Craigio*8  Bridge,  through  Charles  Street, 
and  out  by  the  Milldam. 

Q.  And  now,  as  you  go  along,  describe  the  smells.  A.  Over  Craigie's 
Bridge  and  Charles  Street  I  observed  a  strong  smell  of  flats.  The  strosg' 
est  we  got  was  on  Charles  Street  near  the  church  or  Chestnut  Street. 
We  observed  it  before  wo  got  into  Boston,  out  on  the  bridge. 

Q,   And  in  Charles  Street  1    A,   Yes. 

Q,   When  you  got  in  the  vicinity  of  the  church,  did  you  perceive 
then  very  strong  1    A,  We  did.     We  then  went  over  to  Cambridgeport 

Q.  Did  n*t  you  go  farther  than  the  church  up  to  the  South  End.  ^ 
A.  We  went  up  the  Milldam  and  got  a  strong  smell  from  the  flats  abor^  ^ 
the  Milldam,  near  Parker  Street. 

Q.  Anything  like  the  smells  you  experienced  at  Charlestown  and  Ganrm- 
bridge  1     A,  Yes,  only  a  great  deal  stronger. 

Q.  Ni)w  state,  sir,  how  the  Stony  Brook  smell  compared  with  tlm,^ 
smell  in  Charlestown  and  Cambridge  1    A.  It  was  a  great  deal  stronger. 

Q.   You  crossed  into  Cambridge.     Did  you  pass  one  of  those  bridge 
above  ?    A.  Cottage  Farm  Bridge  into  Pearl  Street,  Cambridgeport^     J 
think  was  the  next  place  we  went  to. 

Q.  Now  describe  any  smells  you  encountered  on  the  way.  A.  Tli« 
worst  smell  we  got  that  night  was  the  dock  smell  which  I  have  spokeii 
of  We  then  passed  through  Prospect  Street  into  Union  Square,  Somer- 
ville.     We  got  a  smell  from  Reardon's. 

Q,   Which  Ueardon*s  was  that  1    A,   The  one  near  Webster  Avenue. 

Q.  {hy  Mr.  Afclnttre.)  Where  were  you  when  you  got  Reardon*s  smell  I 
A.   On  Prospect  Street. 

Q.  (by  Mr.  Derby),  Which  way  was  the  wind  1  A.  Southeast,  I  think 
it  was. 

Q.   A  little  breeze^  or  a  calm  1    A.   Not  very  heavy. 

Q.  What  did  you  notice  in  Charlestown  1  A.  We  went  along  Csnsl 
Street  and  found  a  pretty  strong  dock  smell.  It  was  right  near  the  State 
Prison. 

Q.   You  got  a  strong  smell  there  1    A.   We  did,  sir. 

Q.  How  will  that  compare  with  the  dock  smell  at  Cambridge  and  Mil* 
ler's  River  1  A.  It  was  pretty  near  the  same,  only  not  quite  as  strong 
till  we  got  pretty  well  down  the  street.  On  the  left-hand  side  there  wt^ 
a  large  pool,  al>out  eight  feet  square  and  eight  feet  deep,  I  should  think - 
There  was  a  large  pile  of  rotten  oysters  that  smelt  very  bad.  The  wate^ 
in  this  place  was  all  green,  and  a  thick  scum  covered  it. 

Q.  Well,   sir,  how   far  did  you   go,  and  what  further  did  you  do  ' . 
A,   Then  we  went  across  Prison  Point  Bridge  into  East  Cambridge,  andu^ 
by  the  sugar-house,  along  Bridge  Street,  till  we  came  to  Medford  Street,  aa^ 
along  by  the  basins  there.    We  then  smelt  pretty  freely  of  the  dock  smeU^ 

Q.    Did  you  notice  any  sugar-house  smell  that  night  1     A.    We  did. 

Q.   State  that  please.     A.   That  is  a  sort  of  burnt  smell. 

Q.   Was  it  unusually  strong  that  night  1    A.   Yes,  it  was  very  strong- 

Q.  Well,  take  the  night  altogether,  the  experience  of  dock  smells  y<^ 
met  with,  how  would  it  compare  with  ordinary  nights  ?  Was  it  greater  o^ 
ktst  A.  That  beat  anything  I  had  ever  experienced.  I  never  smd^ 
■iTtlung  like  it 

Q.  Ton  liya^  I  think,  yery  near  Mr.  Squire's  works  1    A.  Yea,  ri^^ 


281 

Q.  Do  your  family  have  good  health  1  A,  My  family  1  I  have  only  a 
irife,  and  she  enjoys  better  health  than  she  has  had  for  years.  She  has 
J  ways  been  an  invalid,  very  sickly  and  weak.  She  now  enjoys  better 
i^alth  than  she  has  enjoyed  for  six  years. 

Q.  How  is  it  with  regard  to  the  men  at  the  establishmentJ  Are  they, 
.0  respects  health,  strong,  —  they  and  their  families  1  A,  They  are  as 
-throng  and  rugged  a  set  of  men  as  you  can  find  in  the  world. 

Q,  Hear  any  complaints  of  sickness  among  the  children  1    A,  No, 


Q,  Do  they  live  near  the  factory  1    A.  Yes,  sir. 
Q.  Are  you  ever  wakened  in  the  night  by  any  smells  ^    A.  I  don't 
LXiow  that  I  have  been  disturbed. 

Q.  You  live  near  the  factory,  let  me  ask  you  if  the  paint  on  your  house 

18  ^scolored  1     A.  Nothing  at  all  to  speak  of     There  is  a  very  little  dis- 

ooloration  right  under  the  eaves.     Tliere-were  three  houses  right  in  front 

of  Mr.  Squire's,  newly  painted  before  the  31st  of  July.     These  we  now 

just  as  white  as  any  houses  in  Cambridge. 

Q.  When  you  got  home  to  yoiu*  house  on  the  31st  of  July,  when  you 
luul  experienced  those  smells,  how  did  the  vicinity  compare  with  the  rest 
ofthe country  you  had  visited)  A,  I  remarked  that  we  were  in  the 
iteetest  climate  we  had  been  in  during  the  night. 

Cross-Examtnation. 

Q,  (hy  Mr.  Mclntire).  How  long  have  you  been  employed  by  Mr. 
Squire  1    A.  Four  years. 

Q.  Did  you  ever,  in  the  factory  or  yard,  or  near  it,  smell  any  odors 
•  disagreeable  to  you  1    -4.  I  don't  know  that  I  ever  have. 

Q.  What  do  you  think  in  comparing  the  smell  from  Squire's  basin  and 
the  BDiell  from  Broad  Canal  %  Which  is  the  more  intense  %  A,  1  think 
that  at  Broad  Canal. 

Q.  Do  you  ever  smell  in  the  enclosure  of  the  buildings  anything  from 
ti»e  basin !    A.  I  think  we  have. 

Q.  How  strongly  1    A.  We  have  got  it  pretty  strong  there. 

Q'  (by  Mr.  Derhy).   The  dock  smell  1    A.  Yes,  sir. 

0-  (fcy  Mr,  Mclntire).  What  is  the  color  of  your  house  1  A.  1  think  it 
•  a  buff  color. 

,  Testimony  of  John  M.  Graves. 

Q,  (by  Mr.  Derby).   Where  do  you  reside  1     A.   East  Boston. 

Q'  Last  summer  and  autumn  "you  were  in  the  employ  of  Mr.  Squire  1 
^  Yea,  sir. 

Q*  In  what  capacity  1    A.  Night  watchman. 

Q'  You  are  still  1    A.   Yes. 

Q'  Was  it  a  part  of  your  duty,  and  has  it  been,  to  keep  a  record  of 
th*  wind  ?    A.    No,  sir,  not  my  duty. 

Q'.  Has  it  been  your  practice  ?    A.   Yes. 

(?.  State  when  you  commenced  it  and  how  you  keep  iti  A.  More 
*hiii  a  year  ago. 

Q'  Did  you  keep  it  on  a  card  1     J.    On  a  card ;  the  first  of  it. 

<?•  Well  now,  sir,  did  you  keep  a  record  from  any  time  to  any  time  t 
A,  From  the  31  st  of  July  to  the  present  time. 

(?.  You  are  there  during  the  night  Have  you  weatl^er-cocks  where 
joa  oould  tell  the  direction  of  the  wind  1    A,  Yes. 


Q.   Have  you  been   a  seafaring  mani    Yes,  for  twelve  %,,.    .. 
years. 

Q.  So  that  you  can  judge  with  regard  to  winds,  and  tell  their  course  t 
A.   Yes. 

Q,  Now,  Bir,  with  regard  to  your  record,  refer  to  July  31,  and  readi 
A.  "Seven  V.  m.,  July  31,  eastHsoutheast ;  light  air.  Ten  P.  x.,  south- 
east." 

Q,  Anything  with  regard  to  the  strength  of  the  wind  t  A,  *'  Light 
air.^  At  seven  there  was  a  little  more  than  at  ten ;  then  it  gradually 
died  away. 

Q,  How  was  it  now,  sir,  at  eleven  or  at  twelve  1  A,  Light  air,  south- 
southeast.  At  six*  it  was  still  south-southeast.  That  was  the  last 
record  before  I  went  home.  "  At  seven  o'clock  p.  m.,  August  1,  south- 
west,** is  the  next  record  I  have. 

Q.  With  regard  to  the  strength  of  the  w^ind ;  describe  it  1  A.  Light 
air. 

Q,  Not  a  dead  calm,  but  a  light  air  1  A.  Yes ;  enough  to  distinguish 
its  direction,  and  to  keep  the  trees  moving. 

Q,  You  can  state,  sir,  whether,  on  any  occasion  recently,  you  have 
observed  any  smells  at  Cambridge  coming  from  auy  rendering  establish- 
ment 1     A,   On  the  29th  of  June  I  rode  out  with  NIr.  Goodrich. 

Q.  State  what  you  observed.  A,  Some  smell  in  Pearl  Street  and 
also  in  Milk  Street. 

Q.  From  which  establishment  1  A.  1  laa  not  acquainted  with  the 
locality,  so  I  could  not  tell. 

Q.  Anything  beyond  what  is  smelt  from  fresh  lard  1  A,  It  was  a 
smell  of  putrid  lard. 

Q.   Any  other  time,  sir  1    A.   August  27. 

Q.  What  was  it  on  the  27th  of  August  1  A.  No  bad  smells  in  plac« 
where  I  went. 

Q.  You  need  not  refer  to  any  night  unless  you  noticed  anything. 
A.   That  is  all,  sir :  I  have  not  been  around  since. 

Q,  {by  Mr,  McIrUire),  Why  did  you  commence  this  record?  A,  About 
a  year  ago,  Mr.  Squire  or  the  foreman  used  to  ask  me  how  the  wind  wa9 
the  previous  night.  So  I  put  it  down  on  a  card,  and  after  Mr.  Squire 
had  asked  me  I  used  to  throw  the  card  into  the  waste  basket.  On 
the  night  of  the  31st  of  July,  Mr.  Crowe  came  into  the  building  and 
said  there  had  been  a  very  bad  smell  on  Cambridge  Street.  A  bundle  of, 
blank  books  were  lying  close  by,  and  I  said,  *'  I  will  keep  a  record  of  the 
wind,"  and  I  have  from  that  day  since.  . 

Q,  {by  Mr.  Derby).  Was  there  any  offensive  smell  in  the  establish- 
ment that  night  %  A,  1  smelt  nothing  except  a  little  gas  from  the  tanks, 
which  I  did  n't  smell  more  than  fifteen  minutes. 

Cross-Examination. 

Q.  (by  Mr.  McIiUire).    Did  you  make  the  original  record  ?    A,    Yes. 

Q.  You  did  n't  take  it  from  any  card  1  A.  I  copied  it  from  the' card 
on  the  morning  of  August  1. 

Q.  You  kept  it  because  there  was  a  smell  outside,  and  one  of  Mr. 
Squire's  employees  came  and  said  there  was  a  smell  outside  and  you 
thought  it  was  safer  to  keep  it  recorded  in  a  bookl    A.   Yes. 

Q.  How  long  have  you  been  employed  there  ?  A.  Two  years  ago  the 
13th  of  last  October. 
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Q.   Do  jou  distinguish  any  strong  odors  inside  of  the  building  'i     A.    1 
distinguish  a  dock  smell,  at  low  water. 

Q»   But  from  the  different  processes  of  the  work  ]    A,  No,  sir,  nothing 
offensive  to  me. 

Q*   You  don't  distinguish  any  smell  1     A.   No,  sir. 
Q.  {by  Mr,  Derby),   You  are  there  through  the  entire  night  1    A,   Yes, 
legularly. 

Q.  (by  Mr,  Mclntire).  You  make  a  record  about  every  two  hours  1 
JL  Yes. 

C.  Why  don't  you  look  between  two  and  three  %  A,  1  have  no  par- 
Ucular  reason. 

Testimont  of  Edward  Burnham. 

Q.  {by  Mr,  Derby).  Where  do  you  reside  1  A,  No.  68  Inman  Street, 
Cambridgeport. 

Q,  What  is  your  occupation  1  A,  Auctioneer  in  the  real-estatie  busi- 
ness. 

Q.    In  the  employment  of  Mr.  Squire  1    A,  No,  sir. 

Q.  Are  you  in  the  habit,  sir,  of  going  from  Cambridge  to  Boston  at  a 
very  early  hour  in  the  morning  %  A,  \  was,  sir,  last  fall  Used  to  go 
frequently. 

Q,  ^  How  early  1  A,  Well,  from  half  past  four  to  half  past  five  in  the 
momiiig. 

Q'    Crossing  Cambridge  Bridge  1     A,  Yes,  sir. 
Q-    The  West  Boston  Bridge]     A,  Yes,  sir,  always. 
Q'    At  these  early  hours  in  the  morning  when  you  crossed  that  bridge, 
have  you  ever  noticed  any  offensive  smells  from  the  docks  1    -4.  I  have, 
very  many  mornings. 

Q-  How  often,  and  where  1  -4.  I  could  not  say  how  many  times. 
I  have  noticed  them  after  crossing  the  railroad  crossing  till  I  got  in  nearly 
to  the  drawbridge  ;  very  strongly  all  the  way. 

Q'  After  passing  the  Grand  Junction  crossing  you  have  noticed  them  1 
^  Yes,  sir. 

V*   You  would  go  on  the  bridge  and  notice  them  there  1    A,   Yes,  sir. 
C*   Till  you  got  nearly  to  the  draw  1    A,   Yes ;  when  I  got  there  they 
■wmed  to  cease  and  would  not  be  so  strong. 

V.  Did  you  notice  them  usually,  sir]  Was  it  more  common  than 
^''["Crwise,  or  only  occasional  ]  -4.  I  never  noticed  them  except  at  low 
^  when  the  flats  were  bare. 

(?•  They  were  at  times  quite  offensive  ]  A,  Very,  at  times.  I  re- 
''JCQiber,  in  September,  one  Friday  morning,  that  it  was  awful,  —  fairly 
■^ening.     My  son  was  with  me,  and  he  had  to  cover  up  his  face. 

0.  The  smell  began  after  you  had  passed  the  Grand  Junction  crossing 
^  continued  till  you  got  to  the  draw.  Did  you  perceive  them  on  the 
^8ton  side  ]  A,  No,  sir,  not  after  getting  into  Boston.  We  did  not 
^tice  them  there  at  all. 

Q.  How  many  times  can  you  speak  of,  with  confidence,  during  the  last 
*U  that  you  noticed  these  smells  ]  You  went  in  every  day  ]  A,  No, 
^y  frequently,  —  three  or  four  times  a  ^eek.  I  should  think,  six  or 
^t  times  I  noticed  the  smell  very  strongly. 
(?.  You  have  been  at  Squire's  basin  ]  A,  Yes,  a  number  of  times. 
Q.  Have  you  noticed  the  same  smells  in  these  basins  ]  A.  In  driving 
from  SomerviUe,  up  on  the  railroad  side,  I  have  noticed  the  Miller's  River 
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smell  very  stroDgly,  but  nothiDg  as  strong  as  those  on  the  West  Bo^rtoi? 
Bridge. 

Q,   The  smell  on  the  bridge  was  stronger  than  from  Miller's  River/ 
A.   Yes,  stronger. 

Q,  You  drove  on  that  side  of  Miller^s  River  more  than  once  1  A.  Yes, 
quite  a  number  of  times. 

Q,  This  was  not  in  the  night  or  early  morning  1  A.  No,  sir ;  by  day- 
light or  just  on  the  edge  of  the  evening. 

Q.  In  comparing  the  two  places,  you  would  say  that  the  Cambrid^ 
bridge  in  early  morning  was  much  more  offensive  i  A,  I  never  expert' 
enced  anything  so  offensive  as  the  smell  in  going  across  the  West  Boston 
Bridge  into  Boston  in  those  early  hours  of  the  morning. 

Cros9- Examined. 

Q.  (by  Mr,  Mclntire),    Have  you  ever  been  to  Squire's  works  ^    A    ^ 
great  many  times. 

Q,   Why  did  you  go  there  1    -4.    I  believe  the  first  time  I  went  in  fi 
curiosity,  to  look  over  the  works.     Perhaps  I  went  for  that  reason  two 
three  times. 

Q,    Why  have  you  been  there  since  1    A,   Since  then  I  have  had  occ^^ 
siou  to  buy  meat. 

Q.   For  your  family  1    A,   No,  sir,  for  the  market  in  Cambridgeport. 

Q,   Are  you  interested  in  the  market  1    A.  No,  sir. 

Q,   Did  you  do  this  as  a  sort  of  commission  business  ?    A.   No,  sir,   I 
was  doing  it  for  my  son. 

Q,    Is  he  in  the  business  now  ?    A.    No,  sir,  he  is  not. 

Q,  Did  you  never  find  anything  offensive  in  the  works  at  all  1  A,  N<^ 
sir,  nothing  that  would  strike  me  as  offensive  in  going  about  the  work& 
In  the  hog-pens  there  was  the  smell  of  hogs,  as  in  any  farm-yard. 

Q.  Was  it  not  more  offensive  than  the  number  of  hogs  usually  kept 
in  the  farm-yard  %  A,  1  think  I  have  seen  a  good  many  hog-pens  that 
smelt  more  offensive  than  Squire's  house. 

Q,  How  many  hogs  have  been  in  there  1  -4.  A  great  many.  I  could 
not  tell.     Large  droves  of  them. 

Q.   Did  you  ever  follow  up  the  smells  1    A,  No,  sir. 

Q.  You  did  n't  know  from  whence  they  came  ^  A.  1  knew  the  wind 
was  blowing  from  the  Boston  side. 

Q.  From  the  Boston  side  1  A,  Yes,  and  I  supposed  it  came  from 
there. 

Q,  When  you  got  to  the  draw  you  did  n*t  perceive  them  %  A  ^<^ 
sir ;  you  would  most  always  lose  them  after  getting  close  up  to  the  draw. 

Adjourned. 


285 


EIGHTH  DAY. 


I>M«mb«r  19»  1873. 

EECORD  OF  WINDS  AT  EAST  CAMBRIDGE 

John  M.  Graves,  being  recalled,  presented  the  following  record  of 
winds  at  East  Cambridge,  which  had  been  kept  by  him  by  request 
of  Mr.  Squire :  — 
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aw. 
aw. 
s.  w. 
s.  w. 

Sept.   5,  a  W. 

aw. 


it 


tt 


(f 


It 


i< 


€t 


11 


It 


tt 


tl 


11 


tt 


tt 


It 
U 

« 
H 

If 
II 
« 
a 
*i 
II 
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II 
II 
II 


Fresh  Air* 
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7  P.  M.,  1 

9ept   5 

,  S.  W.           Fresh  Air.  | 

10  P.  ML, 

«( 

W. 

M 

Midnight, 

M 

N.W. 

M 

3  A.M.,  Sept   6 

,  N.  W. 

II 

O    Am    la., 

it 

N.W. 

11 

7  P.  M., 

ft 

W. 

14 

10  P.  M., 

tt 

W. 

•• 

Midnight, 

it 

N.W. 

II 

3  A.  M*,  1 

Sept.  7, 

,  N.  W. 

It 

o  A.  Itt., 

« 

N.  N.  W. 

If 

7  P.  M., 

M 

S.E. 

<l 

9  P.M., 

« 

S.  by  E. 

II 

10  P.  M., 

M 

S.  by  E. 

€1 

Midnight, 

■  < 

S. 

M 

3A.M.,i 

Se^.   8 

.s. 

It 

• 

6  A.  M., 

II 

S.  8.  W. 

It 

7P.M, 

I* 

N. 

", 

9  P.  M., 

II 

S.E. 

It 

10  P.  M, 

II 

N.E. 

II 

Midnight, 

II 

N.W. 

II 

3  A.M.,  Sept.   9, 

,  N.  W. 

It 

6  A.  M., 

•1 

N.W. 

tt 

7  P.  M., 

ft 

S.  £• 

II 

9  P.  M., 

II 

D.  a»  £• 

II 

10  P.  M., 

It 

S.  by  E. 

« 

Midnight, 

II 

S.  by  W. 

II 

»A.  M.,Sept.l0,N. 

tt 

6  A»  M,»f 

II 

N.  by  E. 

It 

7  P.  M., 

II 

N.E. 

It 

9  P.  M., 

II 

N.E. 

It 

10  P.  M., 

II 

N.E. 

II 

Midnight, 

II 

N.E. 

II 

9  A«  M.,  1 

Sept.  11 

,N.E. 

tt 

•  A.M.. 

tf 

N.  E.  by  N. 

It 

7  P.  M.. 

It 

S.E. 

II 

9  P.  M., 

If 

S.E. 

II 

^OP.  M., 

II 

S. 

M 

^^dnight. 

•1 

S.  W. 

It 

S  ^^.  Al., 

Sept.  19,  S.  W. 

It 

o  .A.  aI., 

II 

W.  by  S. 

It 

7  P.  M., 

II 

S.  W.   Moderate  Air. 

9  P.  M., 

II 

S.  W. 

It 

^AGdnight, 

II 

S.  W. 

II 

3  A.  M., 

Sept.  18,  S.  W. 

tt 

O     Am    Jtt., 

II 

S.  W. 

It 

7  A.M., 

II 

S.  W. 

tt 

9  A.  M., 

It 

S.W. 

tt 

10  A.  M., 

It 

S.  W. 

tt 

Midnight, 

It 

s.  w. 

It 

8  A.  M., 

Sept.  U,  W. 

It 

5  A.  M., 

tt 

N.W. 

tt 

7  P.M., 

M 

N.  W.  by  N. 

« 

II 


It 


II 


II 


II 

CI 

II 
11 
II 


It 


It 


9  P.  M.,  Sept  14,  N.  W.  by  N.  Mod.  Air. 
10  P.M.,        "       N.N.W.  " 

Midnight,        "       N.W. 

3  A.  M.,  Sept  15,  N.  W.         Light  Air. 

6  A.  M.,        "       N.  W. 

7  P.  M.,         "       N.  W.  by  N. 
9  P.  M.,         "       N.  W.  by  N. 

10  P.  M..         "       N.  W. 
Midnight,       "       W.N.  W.  " 

3  A.  M.,  Sept.  16,  W. 

6  A.  M.,        "       S.  W. 

7  P.  M.,         "       W. 
9  A.  M.,        "       W. 

10  A.  M.,        "       W. 
Midnight,        "       N.W. 
3  A.  M..  Sept  17,  N.  N.  W.  " 

6  A.M.,        "       N.  " 

7  P.M.,         "       S.  « 
9  P.M.,         "       S.  byW. 

10  P.M.,        "       S.  S.  W. 
Midnight,        "       S.  S.  W.  " 

3  A.  M.,  Sept  18,  S.  S.  W. 

6  A.  M.,        "       S.  by  W. 

7  P.  M.,  Sept  19,  S.  by  W.     Fresh  Air. 
9  P.M.,        •'       S.  W.  " 

10  P.M.,         '<       W.         Moderate  Air. 
Midnight,        "       W.  " 

8  A.  M.,  Sept  20,  N.  W.  " 

6  A.M.,        "       N.W.  " 

7  P.M.,         "       N.W.  " 

9  P.M.,         ••       N.W.  " 
10  P.  M,         "       N.W. 
Midnight,        " 

3  A.  M.,  Sept.  91,  N.  W. 

6  A.M.,         "       N.W.  " 

7  P.M.,         "       N.W.  " 
9  P.M.,         "       N.W.  " 

10  P.M.,         •'       N.W. 
Midnight.         «       N.W. 

8  A.  M.,  Sept.  22,  N.  Light  Air. 

6  A.  M.,         "       N.  by  E. 

7  P.  M.,         "       E.  by  S. 

9  P.  M.,         "       E.  S.  E. 
10  P.  M..         "       S.  E. 
Midnight,        '»       S.E. 

3  A.  M.,  Sept.  23,  N.  by  E. 

6  A.  M.,         "       N.  by  E. 

7  P.  M.,         "       E. 
9  P.  M.,         "       E. 

10  P.  M.,         "       E.  by  S. 
Midnight,        "       N.  E. 

8  A.  M.,  Sept  24,  N.  E. 


It 


It 


It 


It 


It 


It 


ft 
It 
II 
11 
tt 
It 
tt 
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6  A.  M.,  Sept  t4, 

7  P.  M.. 

10  p.  M.,         " 
Midnight, 

8  A.  Bl,  Sept.  S5, 

6  A.M., 

7  P.M., 

9  P.  M,, 
10  P.  M., 
Midnight, 

3  A.  M.,  Sept  S6, 

6  A.  M.,         " 

7  P.  M.. 
9  P.  M., 

10  P.  M., 
Midnight, 
3  A.  M.,  Sept.  87, 

6  A.  Bl., 

7  P.  M., 
9P.  Bl, 

10  P.  M.,         •' 
Midnight,        " 

8  A.  BL,  Sept  28, 

5  A.  M.,        " 
7  P.  M., 

9  P.M., 
10  P.  M., 
Biidnight, 

3  A.  M.,  Sept  89, 

6  A.M., 

7  P.M., 
9  P.  M., 

10  P.  M.,         " 
Midnight, 
3  A.  M.,  Sept.  30, 

6  A.  M., 

7  P.  M., 
9  P.M., 

10  P.  M., 
Midnight, 
3  A.  M.,  Oct    1, 

6  A.  M., 

7  P.  M., 
9  P.  M., 

10  P.  M.,         " 
Midnight,       " 
3  A.  M.,  Oct    8, 

6  A.M., 

7  P.  M., 
9  P.  M., 

10  P.  Bl, 
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tt 


Light  Air. 
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It 
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N.E. 

E. 

E. 

B. 

K 

E.  N.  E. 

N.E. 

E. 

E.  S.  E. 

£•  S.  £• 

S. 

s.  w. 
s.  w. 

W.  hy  S. 
W.  hjT  S. 
W. 
W. 

W.  by  S. 
W.  by  S. 
S.  W. 
S.  W. 
S.W. 
S.  W. 

w.  s.  w. 

W.  by  S. 

S.W. 

S.W. 

S.W. 

S.  W. 

S.W. 

S.W. 

s.  w. 

S.W. 

S.W. 

W.  Light  Air. 

N.  W. 

N.  W.  " 

N.  W.  " 

N.  W.  " 

N.  W. 

N.  W. 

N.  W. 

N.  W. 

S. 

S. 

S.  W. 

S.  W.  by  W.      " 

S.  W.    Moderate  Air. 

W.  S.  W. 

W.  N.  W. 

W.  N.  W.  " 

N.  W. 
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It 
I 
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tt 
f< 
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Freih  Air. 


II 


Midnight, 

8  A.  M., 

6  A*  M., 

7  P.  M., 

9  P.  M., 
10  P.  BL. 

Midnight 
3  A.  M., 

6  A.  BL, 

7  P.  M., 
9P.  BL, 

10  P.  M., 
Midnight, 
3  A.  M., 

5  A.  M., 
7  P.  M., 
9^.  BL, 

10  P.  M , 
Midnight 
3  A.  M., 

6  A.  M., 

7  P.  M., 
9  P.M., 

10  P.  BL, 

Midnight, 

3  A.  M., 

6  A.M., 

7  P.  M., 
9  P.  M., 

10  P.  M., 

Midnight 
3  A.  M., 

6  A.  M., 

7  P.  M., 
9  P.  M., 

10  P.  M., 

Bfidnight 
3  A.  BL, 

6  A.  M., 

7  P.  M., 
9  P.  M., 

10  P.  M., 

Midnight, 

3  A.  BL, 

6  A.  M., 

7P.  M, 

9  P.  M., 

10  P.  M., 

Midnight, 

3  A.  M., 

6  A.  M., 

7P.BL, 


Oct   S,K.  W.l.ModenL 
Oct    8,  N.  W. 

N.W. 

N.E. 

N.  E. 

N.K 

N.R 
Oct    4,  N.  E.  •* 

N.E. 

8.S.E.  Modenueijr 
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II 
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It 
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€i 
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D.  o.  £• 

o.  8.  E. 

8.  E.  by  S. 
Oct    5,  8.  E.  by  S. 
"       8.  E.  by  S. 
"       S.  W. 
"       8.  W. 
"       W.  8.  W. 
"       W.  8.  W. 
Oct  6,  8.  W. 

8.by  W. 

D.  8.  £. 

D.  S«  £. 

8.E. 

N.E. 
Oct    7,  N.E. 

N.  E. 

N.  byE. 

N.  byE. 

N. 

N. 
Oct    8,  N. 

N. 

N.E. 

N.  E« 

N.  E. 

N.  E.  by  N. 
Oct    9,  N.  E.  by  N. 
"       N.  E. 
"       N.  E. 
•'       N.  E. 
"       N.  N.  E. 
"       N.  N.  E. 
Oct.  10,  N.  N.  W. 

N.  N.  W. 

N.  N.  W. 

N.  N.  W. 

N.  N.  W. 

N.  by  W. 
Oct  11,  N.  by  W. 

N.  by  W. 
£.  N.E. Moderate Aif 
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9P.  11,  Oct.  11, 
10  P.  M., 
Midnight,        " 

8  A.  M.,  Oct.  12, 

5  A.  M.,         ** 

7  P.  M.,         " 

9  P.  Bl,  " 
10  P.  M.,  " 
Midnight,        '< 

8  A.  M.,  Oct.  13, 

7  P.  M., 

0  P.  M., 
10  P.  M.,         " 
Midnight,        " 

3  A.  M.,  Oct.  14, 

6  A.  M.,         *< 

7  P.  M., 

9  P.  M., 

10  P.  M.,         " 
Midnight,        " 

8  A.  M.,  Oct  15, 

6  A.  M., 

7  P.  M., 

9  P.  M., 

10  P.  M.,         " 
Midnight, 

8  A.  M.,  Oct  16, 

8  A*  Jd., 

7  P.  M., 

9  P.  M., 
10  P.  M., 
Sfidnight, 

3  A.  M.,  Oct  17, 

8  A.  M., 

7  P.  M., 

9  P.  M., 
ao  P.  M., 
ilCdnight, 

3  A.  M.,  Oct  18, 

8  A.  Jd., 

7  P.  M., 

9  P.  M., 

10  P.  M.,         " 
Midnight, 

8  A.  M.,  Oct  19, 
5  A.  M., 

7  P.  M., 

9  P.  M., 

10  P.  Bl, 
Midnight,        " 

8  A.  H.,  Oct  90, 


N.  E.      Moderate  Air. 
N. 
N. 

N.  N.  W.      Light  Air. 
N.  N.  W. 

N.  W.  Fresh  Air. 

N.  W. 

N.  W.  " 

N.  W.     Moderate  Afar. 
N.  W. 
N.  W. 

N.  Light  Air. 

N. 

N.  N.  W. 
W.  " 

8.  W. 
S.  W. 

S.  W.  " 

S.  W. 
W.  8.  W. 
W.  I' 

N.  W. 

N.  W.  " 

8.  8.  B.  " 

8.  8.  B.  " 

8.  hy  B. 
8.  by  W. 
8.  W. 
8.  W. 

8.  W.     Moderate  Air. 
8.  W. 

8,  W.  •• 

8.  W.  " 

N.  W. 
N.  W. 
N.  W. 
N.  W. 
N.  W. 
N.  W. 

N.  W.  Light  Air. 

N.  W. 

8.  B.  " 

8.  E.  " 

8.  8.  E.  " 

8.  by  E.  '• 

S. 

8.  8.  W. 
8.  8.  B. 

8.  8.  E.  " 

8. 

&  8.  B. 

8.  8.  B.  Moderate  Air. 
19 


i< 


« 


6  A.  A., 

Oct  20 

,  8.  8.  E.  Moderate  Air. 

7  P.  M., 

« 

S.  B.  E. 

« 

9  P.  M., 

« 

8.  8.R 

€t 

10  P.  M, 

N 

8.  8.  E. 

i€ 

Midnight, 

« 

S.byE. 

U 

8  At  Jft., 

Oct  21, 

8.  by  E. 

tt 

6  A.  M., 

(( 

8.  by  E. 

t€ 

7  P.  M., 

« 

S.  8.  E. 

tt 

9  P.  M., 

ft 

S.  8.  E. 

tt 

Midnight, 

(( 

8.  by  E. 

Light  Air. 

8  A.  Jd., 

Oct  22, 

8. 

tt 

6  A.  M., 

«( 

8.  by  W. 

tt 

7  P.  M., 

« 

S*  S«  E. 

tt 

9  P.  M., 

(( 

o.  B.  E. 

tt 

10  P.  M., 

It 

8.  by  E. 

tt 

Midnight, 

u 

8 

tt 

8  A.  M., 

Oct  28, 

S.   B.     TT  • 

tt 

6  A.  M., 

i« 

8.  W. 

tt 

7  P.  M., 

M 

aby  W. 

tt 

9P.M, 

(( 

8.  by  W. 

tt 

10  P.  M, 

« 

B.  S.  W» 

tt 

Midnight, 

(« 

8. 

tt 

8    JLm     Jft., 

Oct  24, 

8.  by  W. 

tt 

6  A.  Jd., 

« 

B.  B.  W^> 

tt 

7P.M, 

«< 

8.W. 

tt 

9P.M, 

If 

S.W. 

tt 

10  P.  M., 

« 

8.W. 

tt 

Midnight, 

<i 

8.W. 

tt 

8  A.  Jld«, 

Oct  25, 

W. 

tt 

6  A.  M., 

»< 

N.  W. 

tt 

7  P.  M., 

« 

N.  W.  by 

N. 

9  P.  M., 

i< 

N.  W.  by 

N. 

10  P.  M., 

<« 

N.  W.  by 

N.       " 

Midnight, 

(( 

N.  N.  W. 

tt 

8  A.  Jd., 

Oct  26, 

N.  N.     TT  . 

Mod.  Air. 

5  A.  M., 

<f 

N.  N.  W. 

« 

7  P.  M., 

M 

S.E. 

tt 

9  P.  M., 

« 

8.  B. 

tt 

10  P.  M., 

« 

8.E. 

tt 

Midnight, 

« 

8. 

tt 

8  JL»  in.. 

Oct  27, 

8.W. 

tt 

6  A.  Jda, 

« 

8.W. 

tt 

7  P.  M., 

(( 

N.W. 

tt 

9  P.  M., 

«  ' 

N.W. 

it 

10  P.  M., 

.  « 

N.W. 

tt 

Midnight, 

« 

N.W. 

tt 

Oct.  28, 

W. 

Light  Air. 

D  A*  AL, 

(( 

W. 

(( 

7  P.  M., 

« 

8.  byE. 

tt 

9  P.  M., 

« 

W. 

tt 

10  P.  M., 

« 

W. 

u 

Midniffht 

« 

W. 

tt 
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3  A.M., 
6A.1L, 

7  P.  M., 
9  P.  M., 

10  P.  iL, 

Midnight, 

3  xL»  ML, 

o  JL»  ML, 

7P.  M, 

9  P.M., 

10  P.  M., 

Midnight, 

8  A*  JA., 
o  JL»  ML, 
7  P.  M., 

9  P.M., 
10  P.  M., 
Midnight, 

3  jL»  ml, 
o  A»  MU, 

7  P.M., 
9  X .  JA., 

10  P.  M., 
Midnight, 

8  JL»  Aft., 

5  A.  M., 
7  P.  M., 

10  P.  M., 

Midnight, 

3  A.  M., 

6  A.  M., 

7  P.  M., 

9  P.  M., 
10  P.  M., 
Midnight, 

8A.M, 

6  A.  M», 

7  P.  M., 
9  P.  M., 

10  P.  M., 

Midnight, 

3  A.  M., 

6  A.  M., 

7  P.  M., 
9  P.  M., 

10  P.  M., 

Midnight, 

3  A.M., 

6  A.  M>, 

7  P.M., 
9  P.  M., 

10  P.  M., 


Oct  99, 


Oct  30, 


«< 


M 


tt 


M 

Oct  31, 


u 
tt 
tt 

M 

(( 


Not.   1, 


tt 

a 
tt 
It 
tt 


Not.   2, 


tt 
It 
tt 
tt 


tt 


tt 


tt 


tt 


Not.  3, 
« 


tt 
tt 
tt 
tt 


Not.   4, 


tt 
tt 
tt 
tt 
It 


Not.   6, 


(( 
ft 
It 
tt 
it 


Not.   6, 
It 


tt 
It 
It 


W.bjS.      L«^tAir. 

w.  hy  8. 

W.  bj  8.  Modcnie  Air. 

W.  by  S. 

W.  by  8. 

W. 

W.  N.  W. 

W.  JN*  W. 

E. 

N.E. 

N.E. 

N.E. 

N.E. 

N.E. 

N.  B. 

N.  E. 

N.E. 

N. 

W.  N.  W. 

W.  " 

N.  W.  by  W.      .- 

N.  W.  l^  W. 

W.  N.  W. 

W.  light  Air. 

W.  by  8. 

W.  by  S. 

8.  W.  " 

8.  W.  " 

8.  W.     Moderate  Air. 

8.  W. 

8.  W.  " 

N.  W. 

N.  W.  " 

N.  W. 

W.  N.  W. 

W.  " 

W.  by  8.  " 

W.  S.  W. 

8.  W.  by  W.        " 

8.  W.  by  W.        " 

W.  8.  W. 

W.  8.  W.     Light  Air. 

W.  8.  W. 

N.  by  E. 

N.  by  B. 

N.  by  B. 

N.  by  E. 

N.  " 

N. 

B.  8.  E.  " 

N. 

N. 


« 


tt 


It 


M 


M 


<« 


f< 


tt 


tt 


tt 


U 


tt 


«( 


Midnigkt^  Nor.   6, 

3  Al*  M.,  Not.    7, 

6  A.M., 

7  P.M., 
9  P.  M., 

10  P.  M., 
Midnight, 
3  A.  M.,  Not.    8^ 

eA.M., 

7P.  M, 
9  P.M., 
10  P.  M,         " 

Midnight, 
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10  p.  M.,  Not.  15,  W.N.W.  Moderate  Air. 
Midnight,        "      W.  N.  W. 

8  A.  M.,  Not.  16,  N.  N.  £.       Light  Air. 

6  A.M.,        "      N.N.  E.  " 

7  P.  M.,        "      N.  N.  E.       Freeh  Air. 
9P.M,         •'      N.B. 

10  P.M.,         "      N.E. 

Midnight,        '<      N.  E. 

3  A.  M,  Not.  17,  N.E. 

6  A.  M.,         "      N.  R 

7  P.  M.,         "      E.  N.  R 

9  P.  M.,  "  E.  N.  R 
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Midnight,        '<      N.  W. 
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7  P.  M.,  Not.  S4,  E.  N.  E.  Moderate  Air. 

9  P.M.,         "      E.N.  E. 
10  P.M.,         •<      N.E.  Light  Air. 

Midnight,        "       N.E.  " 

3  A.  M.,  Not.  25,  N.  E.  " 

6  A.M.,        "      N.E.  " 

7  P.M.,        "     N.  W.     Moderate  Air. 
9  P.M.,        "     N.  W.  '• 

10  P.M.,        "     N.  W.-  " 

Midnight,        "      N.  W. 

3  A.  M.,  Not.  96,  N.  W.  " 

6A.M,         "      N.  W. 

7  P.M.,         "      N.  W.  •* 

9  P.M.,         "      N.  W.  " 

10  P.M.,         "      N.  W. 
Midnight,        "      N.  W. 
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Midnight,        -      N.W. 
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6  A.M.,         "      N.W.  " 
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Testimony  op  Joseph  S.  Pike. 


Q.  (by  Mr,  Derby),    What  is  your  occupation  f     A.   I  am  ehippi: 
clerk  at  the  establishmeut  of  J.  P.  Squire  k  Co.  in  Elast  Cambridge, 
have  charge  of  all  the  exports. 

Q,    Have  you  experienced  any  offensive  smells  in  or  about  the 
lishment  1    A,    1  have  not.     I  live  opposite  the  factory  and  have  8m< 
the  trying  of  fresh  lard,  but  the  odor  has  been  no  more  offensive 
ordinary  kitchens. 

Q.  Have  you  experienced  any  other  offensive  odors  at  your  houi 
A,  I  have  many  times  been  troubled  by  the  dock  smell ;  it  has  been  vi 
bad.     The  smell  of  fresh  lard  is  not  offensive  to  me  at  all. 

Q.   Please  state  whether  you  have  visited  other  localities  in  the  vioto" 
ity,  for  what  purpose,  and  by  whose  direction]    A,   By  the  orders    ^* 
Mr.  Squire  some  of  us  used  to  go  about  the  neighborhood  at  night   *^ 
notice  the  condition  of  things.      Sometimes  I  went  alone;  sometim^^ 
with  Mr.  Goodrich  or  Mr.  Colson. 

Q.   Have  you  kept  a  record  of  your  visits  %    A,   1  have. 

Q.    Have  you  it  with  you  %    A,   1  have. 

Q,  What  have  you  discovered  during  these  visits  1  ^,  I  have  been 
to  Reardon's  place  on  Pearl  Street  and  to  CNeiPs  place.  I  have  exp^ 
rienced  the  grease  smell  in  a  very  great  degree. 

Q,  What  memoranda  did  you  make  of  this  visit  1  A,  "  Sept.  4.  Pearl 
Street,  fearful  stink ;  CNeil's,  horrid  smell.'' 

Q.  Have  you  experienced  offensive  odors  in  other  localities  %  A,  Yes, 
sir.  On  Canal  'Street,  Charlestown,  on  two  occasions,  I  experienced 
the  worst  smell  I  ever  smelt.  I  was  driving  on  that  street,  between 
the  mill  and  the  Prison,  —  on  a  new  street.  There  was  a  pile  of  claro^ 
near  the  opening  of  a  sewer,  and  it  looked  as  if  they  had  been  filling  io* 

Q.  Concerning  the  visit  to  O'Neil's  place,  what  kind  of  an  odor  was 
that  1    A.   O'Neil's  was  a  grease  smell ;  we  drove  over  quite  a  large  ter- 
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ritory  that  night,  and  went  all  around  CNeiVs  place.     We  could  not 
smell  the  odor  when  we  were  to  windward  of  his  place. 

Q,  Have  you  the  record  of  the  10th  of  August  1  J[.  I  have.  "  Pearl 
Street,  not  bad  ;  Canal  Street,  bad  smelL'* 

Q,    Look  at  the  9th,  sir. 

Mr,  Mclnttre,  Are  you  now  reading  your  own  record  1  A,  Yea,  sir ; 
my  own  record. 

Q,  {by  Mr,  Derby),  Read  the  record  of  August  9.  A,  "  Pearl  Street, 
some  smell,  —  pretty  rough.*'     That  is  what  I  have  here. 

Q.    Anything  further,  sir  ]    -4.    **  CNeiFs,  some  smell." 

Q.   What  is  the  description, — the  adjective  that  you  have  ]    A,   "  Bad." 

Q,  Where  were  you  that  night,  sir  1  A,  Here  is  my  signature  to  what 
I  did. 

Q.   Were  you  driving  through  the  street  ]    A,   Yes,  sir. 

Q.  Will  you  take  the  31st  of  July,  —  have  you  a  record  of  what  you 
did  1    -4.    I  have  no  record  of  it.  ' 

Q.  Have  you  any  recollection  of  what  you  did  on  that  day  1  -4.  I 
was  in  the  works  till  about  eleven  o'clock  that  night. 

Q,  Did  you  make  any  experiments  that  night  ]  A.  We  had  visitors 
that  night,  — the  City  Government  of  Cambridge,  —  and  they  were  shown 
about  the  works. 

Q,  Did  you  note  any  occurrence  that  took  place,  —  whether  a  pipe 
was  opened  or  discharged  ?  A.  There  was  a  cock  turned  for  a  short 
time,  at  the  request  of  the  visitors. 

Q,  When  you  went  out  during  that  night,  what  did  you  encounter? 
A,   When  I  went  out  of  the  works,  I  went  directly  to  my  house. 

Q,   Did  you  make  any  excursion  that  night  ?    A,   No,  sir. 

Q,  Did  you  perceive  any  offensive  smell  at  the  works  on  the  night  of 
the  31st,  except  that  from  turning  the  cock]    A,    No,  sir. 

The  Chairman,  Do  I  understand  you  that  you  did  n't  smell  anything 
except  from  this  cock  ]    A,   Yes,  sir. 

Q,  {by  Mr.  Derby),  Did  you  smell  it  at  your  house  1  A,  No,  sir,  I 
did  n't  smell  it  at  my  house. 

Q.  Have  your  family,  your  wife,  been  injured  at  your  house  by  these 
smells  1    A.   We  have  perceived  the  dock  smells. 

Q,  Not  sufficiently  to  change  paint  or  affect  health  1    A,   No,  sir. 

Q,   You  live  directly  opposite  the  factory  1    A.   Directly  opposite. 

Q,  There  is  one  commercial  question,  your  reference  to  the  shipping  of 
exports  1 

The  Chairman,    Pardon  me,  but  that  is  a  question  that  is  not  admissible 
Mr,  Derby,    I  have  nothing  further. 

Cross-examined, 

Q.  (by  Mr,  Mclntire),  What  part  of  the  works  do  you  have  charge  of  1 
A.  I  am  from  one  end  of  the  buUding  to  the  other,  — mostly  in  the  pack- 
ing-house. 

Q.  Have  you  anything  to  do  with  the  slaughtering  1  A,  I  have  no 
business  with  the  slaughtering-house. 

The  Chairman.    Are  you  superintendent  1     A.    No,  sir. 

Q.  (by  Mr.  Mclntire).  You  are  acquainted  with  Loring  E.  Wheeler 
the  boss  slaughterer  1    A,   Yes,  sir. 


Q.   Is  he  not  sick  now  with  typhoid  term  >    . 
he  has  been,  but  I  think  he  goes  out. 

Q.   Where  does  he  live  f    A,   In  Oharlestown,  I  think. 

Q,  Has  he  not  had  two  attacks  of  typhoid  feyer  f  ^  He  had  two 
attacks,  I  believe,  but  got  out 

Mr,  Derby,  We  shall  call  the  physician  presently,  — he  is  a  witness  in 
the  case. 

Q.  (bp  Mr,  Mclntire),  Do  you  know  where  that  pipe  led  that  wts 
opened  when  the  Mayor  and  Aldermen  were  present,  —  I  mean  the  pipe 
that  carried  the  water  up  t    A.    1  never  saw  it. 

Q,   You  don't  know  whether  there  is  any  other  pipe  open  than  that 
out  into  Miller's  River  basin  %    A.    I  never  saw  where  that  pipe  goes  t(v 
if  there  is  any. 

Q,  Did  you,  in  your  nocturnal  rambles,  go  into  these  establishment 
that  you  speak  of,  —  O^Neil's  and  Reardon's  %    A,   No,  sir,  I  did  not 

Q,   Have  you  examined 'the  establishment  of  John  Reardon,  on  Colui 
bia  Street,  —  or  what  street  is  it  f    ^   I  don't  know  the  name  of 
street. 

Q,    It  is  Winsor  Street,  I  think.     Did  you  ever  examine  his  apparatus  % 
A,   I  never  was  in  his  works. 

Q,   Why  did  n't  you,  instead  of  riding  by,  —  why  did  n't  you  got 
and  follow  up  the  smells  to  the  kettles  and  tanks  1    Your  object  was 
find  the  source  of  these  smells  1    A,   Yes,  sh*. 

Q,   Why  did  n't  you  get  out  and  try  the  kettles  1^1  went  on  oi 
side  and  smelt  it  strong,  and  became  satisfied  that  it  could  not  come  froi 
any  other  way.     On  one  side  I  got  it  very  strong,  tremendously  strong;^ 
very  strong.     Then  I  went  on  the  other  side  and  did  n't  get  it 

Q,  WeU,  some  of  these  streets  are  very  long  and  the  smell  would  be 
quite  easy  to  get  to  the  other  side.  How  wide  is  it  f  Jl  I  should  thinic 
some  of  them  might  be  the  length  of  this  room. 

Q.  (by  Mr.  Derby),  How  many  feet  %  A,  1  should  say  about  one 
hundred  feet. 

Q,  (by  Mr,  Mclntire),  Now,  O'Neil's  place  is  situated  on  the  other 
side  of  the  basin  from  Boynton's,  is  it  not)  Jl  Which  side  do  jfoa 
meani 

Q,  I  mean  that  he  is  on  the  north  side.  A,  I  am  talking  about 
Reardon's  place,  —  as  you  go  down  to  Bojmton's. 

Q,  But  I  have  left  Reardon's.  You  spoke  of  O'Neil's  smelling  badly,  and 
I  ask  you  if  O'Neil's  place  isn't  opposite,  on  the  north  side  of  the  batin! 
^   As  I  understand  it,  it  is  O'Connor's  place. 

Q,  We  have  left  Reardon's  place,  and  are  going  down  to  O'NeiTi 
(pointing  itaut  an  the  map).  Can  you  get  to  the  back  of  O'Neil's  place 
without  going  to  the  front  1^1  never  went  round  O'Neil's  place,  but 
went  on  three  sides  of  Reardon's. 

Q,   Tell  us  what  streets  you  went  through.     A,   I  went  down  towari 
the  Boynton  Packing  C'Ompany  in  Winsor  Street.     Then  I  drove  bar 
and  went  down  Webster  Avenue,  up  Cambridge  Street  and   towai 
Somerville;  then  I  went  down  the  other  way  and  stopped  my  ho 
there. 

Q,   Did  you  go  round  the  other  Reardon's  place,  and  round  F 
Street  ^    JL   1  used  to  go  down  the  other  way,  back  by  Brookline 
Pearl  Streets. 
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Q.  Are  you  satisfied  that  the  smell  came  from  Reardon's  place  \  A.  1 
am  satisfied  that  the  smell  came  from  that  building. 

Q,  What  kind  of  a  smell  ?  A,  Very  offensive,  —  a  greasy  smell,  a 
rendering  smelL 

Q,  A  very  offensive  smell.  Did  you  get  any  other  smell  from 
Reardon's  place  1    A,   Yes,  sir,  very  offensive. 

Mr.  McIfUire.  I  am  glad  of  it ;  you  will  make  a  good  witness  for  us 
by  and  by. 

Q,  {by  Mr,  Mclrvtire).  Whether  you  knew  who  had  charge  of  the 
closed  tanks  on  the  night  of  the  31st  of  July  1^1  don't  know. 

Mr,  Mclntire,    That  is  all,  sir. 

Trstimont  of  Dr.  Hezekiah  C.  Biokford. 

Q.  (by  Mr,  Muzzey).    Does  the  range  of  your  practice  extend  into  Cam- 
bjr-idge  and  toward  Brighton  1    A   A  very  little. 

Q,   Have   you   occasion   to  traverse  the   territory   embraced   within 
Cambridge,  and  Cambridgeport,  as  well  as  Charlestown  %     I  havp, 


Q,    At  night)     A,   No,  sir.     Not  outside  of  Charlestown  at  night, 
"^jt  in  the  course  of  the  twenty-four  hours  I  visit  patients  outside. 
Q,   Be  good  enough  to  state  whether  in  the  course  of  travelling  about 
have  encountered  disagreeable  odors  in  Charlestown,  East  Cambridge, 
d  Cambridgeport  %    A.    1  have,  sir. 

Q,  Will  you  describe  the  locality  or  the  source  from  which  these 
ore  have  come  as  you  have  met  them,  and  with  some  detail  1  Begin  with 
^^liarlestown.  A.  A  very  offensive  odor  arises  from  the  Mill  Pond  at 
^^larlestown  at  low  tide;  also,  from  open  sewers  and  stagnant  water. 
T^lie  odor  is  very  bad  about  Canal  Street. 

Q,   What  is  the  odor  on  Canal  Street  caused  by  1     A.  Principally  by 
^lie  Mill  Pond. 

Q,   Well,  when  you  come  to  Prison  Point  Bridge,  along  towards  the 
Boston  and  Lowell  Railroad  locatioii  where  they  are  filling,  what  is  the 
trouble  in  that  locality  "i    A,   I  don't  know  much  about  it.     I  have  fre- 
quently been  in  the  vicinity  of  Miller's  River,  and  the  stink  was  very  bad 
in  the  afternoon,  towards  night. 

Q.  Well  now,  as  to  the  kind  of  odor,  whether  it  is  possible  to  dis- 
tinguish it  in  one  way  or  another,  and  where  do  you  think.it  comes  fromi 
Take  the  Miller's  River  odor  that  you  have  perceived.  A,  I  could  not 
describe  the  smell,  but  it  was  very  offensive. 

Q.  State  whether  or  not  it  differs  from  the  odor  along  by  Prison 
Point  and  the  State  Prison  1     A,    I  should  think  it  did. 

Q.  In  what  way  1  A,  It  is  a  more  intense  smell  than  that  which 
you  get  fVx>m  the  Mill  Pond. 

Q,  Well  now,  are  there  any  places  in  the  general  vicinity  that  you 
can  point  out  as  the  source  of  the  odors  t  A,  At  the  Neck,  in  Charles- 
town, in  the  vicinity  of  a  factory  there,  Mr.  Furbush's  factory,  a  bone- 
boiling  place. 

Q.  How  far  from  that  place  have  you  ever  detected  the  odors? 
A,   Within  fifty  rods  or  less  of  Main  Street. 

Q,  Have  you  noticed  any  difference  in  the  foulness  of  the  atmos- 
phere in  Charlestown   within  a  few  years  from  what  it  used  to  bel 
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A.  No,  sir.  I  don't  know  that  I  haye,  excepting  that  it  has  grown 
more  intense.     The  air  is  more  fouL 

Q.  Do  you  know  of  anything  that  will  explain  the  cause  of  the  m- 
ci*ease  in  the  foulness  of  the  air  there  1  A.  1  think  it  was  increased 
by  the  putting  of  water  into  Charlestown. 

Q,  What  was  the  effect  of  that  1  A.  Before  the  water  was  |>ut  in,  a 
large  proportion  of  the  houses  in  Charlestown  had  outhouses ;  and  since 
then  water-closets  have  been  put  into  nearly  all  the  houses,  and  the 
greater  part  of  what  was  taken  out  of  vaults  and  carried  away  is  now 
carried  off  by  the  sewers. 

Q,  Then  do  I  understand  you  that  there  is  an  increase  in  the  amount 
of  sewage  by  the  introduction  of  Mystic  water  1    A,   Yes,  sir. 

Q.    Is  there  any  other  cause  for  it  1    A.   There  may  be. 

Q.  Where  do  you  reside  in  Charlestown  1  A,  On  Main  Street,  at  the 
comer  of  Green  Street. 

Crass-Examination. 

Q'  {^y  ^^*  Mclntire).  On  what  side  of  the  basins  have  you  had  occi- 
Bion  to  pass  t    A,  On  the  side  next  to  Charlestown. 

Q,  You  say  you  have  distinct  odors  ftx>m  that  locality  which  you  ha?e 
mentioned.  I  am  speaking  of  the  basins  that  compose  Miller's  River. 
You  say  you  cannot  describe  these  smells  except  that  they  are  mon 
intense.  Don't  you  find  them  different  from  those  which  you  describe  at 
Canal  Street  and  at  Prison  Point  Bridge  %  A,  Yes,  sir.  I  think  the  odor 
is  somewhat  different. 

Q.  Would  you  describe  it  as  the  rendering  odor)  A.  Well,  sir,  I 
cannot  say  that  I  have  smelled  anything  of  that  kind. 

Q,  Can  you  give  any  better  description  of  that  smell  than  you  hare 
given  ?  A,  No,  sir,  I  don't  know  that  I  can.  It  is  a  mixture  of  eveiy- 
thing. 

Q,  Did  you  distinguish  any  fat  or  pork  in  it  1  A,  No,  sir,  I  don't 
think  I  did. 

Q,  At  your  house  on  Main  Street,  have  you  ever  got  any  renderiog 
smell  1  A,  No,  sir,  I  don't  think  I  have  smelled  anything  like  the  ren- 
dering smell. 

The  Chairman,  Do  you  know  what  the  rendering  smell  is,  sir! 
A.   Yes,  sir ;  I  have  been  at  Mr.  Squire's  establishment. 

Q,   When  were  you  there  1    -4.    I  think  some  time  in  September. 

Q.  What  was  the  occasion  of  your  going  there  ^  A.  1  went  there 
merely  out  of  curiosity.  I  had  heard  a  great  deal  about  his  establish- 
ment and  the  offensive  odors  that  came  from  there,  and  so  one  afternoon 
I  went  there  to  see. 

Q,   Were  they  in  operation  1    A.   They  were. 

Q,   What  were  they  doing  1    A.   Slaughtering  and  rendering. 

Q,  Did  you  examine  the  kettles,  and  go  into  the  rendering  establish- 
ment 1    A,   I  did,  sir. 

Q.   Did  n't  you  find  anything  there  that  smelled  at  all  1    A,   Yes,  sir. 

Q,  What  was  it  1  A,  All  the  offensive  odor  I  noticed  was  that  of  the 
rendering  establishment. 

Q,  From  the  open  kettles,  or  from  the  close  tanks)  A,  From  the 
open  kettles. 

Q.  Did  you  go  into  the  pen  where  the  hogs  were  kept  ?  A.  Yes,  sir ; 
I  went  all  over  it. 
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Q.  Did  you  smell  any  odor  of  gas  there  1    A.   Nothing  to  amount  to 
anything.     I  should  not  say  it  was  offensive.    It  was  not  offensive  to  me. 
Q.  {by  Mr,  Mutzey),  You  speak  of  the  smell  as  arising  from  open  kettles. 
What  were  they  trying  in  those  kettles  1    A,   Fat. 

Q.  Was  that  an  offensive  smell  to  you  ?  A,  The  odor  was  very  slight, 
and  not  very  offensive. 

Q.  Was  it  the  odor  that  would  arise  from  trying  fresh  fat  %    A,  Yes, 
lir;  that  is  all. 
Q.  Do  you  reside  near  Canal  Street  1     A,   Yes,  sir;  within  fifty  rods. 
Q.  Can  you  smell  the  Canal  Street  odors  at  your  house  1    A,  We  can 
amell  the  odors  that  arise  from  all  this  flat  territory  very  distinctly  at  our 
house  when  it  is  still. 

Q.  Have  you  ever  traced  it  to  that  place  1  A,  No,  sir,  I  have  never 
traced  it  to  any  particular  place. 

C«  Have  you  ever  noticed  it  when  you  have  been  on  the  other  side  of 

Canal  Street  on  the  road  to  Cambridge,  —  Milk  Row,  I  think  it  used  to 

.  he  called,  —  leading  from  Charlestown  by  the  Eastern  and  Boston  and 

!  Maine  Railroads  1     A,    No,  sir,  I  don't  think  I  have  noticed  it  very 

[  »uch  there. 

\     Q'  Do  you  get  at  your  house  any  stench  that  is  very  offensive  to  you  1 
I  -A  Yes,  air,  we  do. 
^  Q'  To  your  senses  what  is  it  t    A  greasy  or  rendering  smell  1    A,   No, 
■f;  I  cannot  say  that  I  smelled  anything  like  that     The  odor  is  very 
^enaire.     It  is  occasional  when  the  air  is  stiU. 
Q'  You  never  traced  it  1    A.    No,  sir. 

Q-  Does  it  make  any  difference.  Doctor,  which  way  the  breeze  comes 
[  from,  if  it  is  pretty  still,  in  regard  to  these  odors  that  you  get  there  % 
,  ^  P  cannot  say  that  it  does. 

Q-  Does  it  make  any  difference  about  the  odors  whether  the  tide  is 
*  or  oQt  1  A,  Yes,  sir,  it  makes  a  great  deal.  When  the  tide  is  out  is 
*««»  we  get  the  most  offehsive  odor. 

!  Q.  Is  there  any  difference  between  the  day  and  the  night?  When 
'•'•the  odors  the  strongest  1  A.  Along  toward  morning,  in  the  night. 
■(i'  Well,  Doctor,  from  your  familiarity  with  our  establishment  (I 
^n't  know  you  had  entered  it  before), — judging  from  all  you  saw 
Jf^  and  smelled  there,  and  with  your  knowledge  of  the  general  region, 
^  Woold  ask  you  whether  you  think  that  the  unpleasant  odors  that  are  per- 
^ptible  in  the  general  region  are  traceable  to  this  establishment  1  A.  I 
^^  nothing  and  saw  nothing  that  would  lead  me  to  suppose  that  they 
^^d  be  traced  to  this  establishment. 


Testimony  of  John  S.  Lton. 

(?.  {by  Mr.  Derby),  Where  do  you  reside  ]  A.  On  Webster  Avenue, 
'mmbridgeport.  * 

Q.  Is  there  any  establishment  near  you  that  renders  grease  1  A,  Yes, 
ir.. 

Q.   Whose  is  it  1    A,    It  is  conducted  by  Mr.  Reardon. 

Q.  How  far  from  your  dwelling-house  1  A.  I  should  say  from  200  to 
25  feet. 

Q.   How  long  have  you  lived  in  that  house  1    A,   Eleven  years,  sir. 

Q,    Whether  at  any  time  during  the  past  summer  you  have  experi- 
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enced  any  offbnsiye  smells  coming  from  Reardon's  establishment  %   Alti, 
sir,  several  times. 

Q.  State  what  they  were,  how  strong  and  how  offensive.  A.  They  vez6 
very  strong  and  very  offensive.  I  have  had  to  shut  down  my  windoii 
ai  night. 

Q,  Do  you  know  whether  they  came  from  that  j^^lace  t  ^.  I  am  nt> 
isfied  that  they  did. 

Q.  Were  they  at  all  sickening  on  their  effect  upon  you  1  A  Tlej 
were,  sir. 

Q.  Very  sickening  in  their  effect  1  A  Yes,  sir.  They  affected  mj 
boy  and  wife  so  that  they  complained  of  the  headache  and  sick  stomacL 

The  Chairman,    It  seems  to  me  if  you  could  bring  us  — 

Mr,  Derby,  We  want  to  show  that  no  such  smells  come  from  Mir. 
Squire's,  aud  that  these  are  the  places  from  which  they  do  come. 

Q,  I  understand  you  that  you  fix  it  definitely  upon  this  building  I 
A,    I  do,  sir. 

Q,  What  is  carried  there,  sir  1  Is  there  any  grease  carried  thenY 
A.  1  have  seen  grease  carried  in  at  the  back  yard,  sir. 

Q,  Was  the  smell  that  of  the  rendering  of  grease  "i  A.  It  was  di 
smell  of  putrefied  meat,  grease,  tallow,  or  something  of  that  kind. 

Q,  (by  Mr,  Newhall),  What  is  Reardon's  business)  Ji,  The  trying ^ 
these  articles. 

Q,  {by  Mr,  Derby),  Have  you  had  occasion  to  bring  the  police  thenl^ 
A,  I  brought  Mr.  Jones,  the  Health  Officer,  there  some  time  this  Wj 
August.  The  smell  was  more  or  less  offensive  during  last  summer.  It, 
was  never  so  offensive  before.  I  never  suffered  on  accoimt  of  it  bcfcnj 
this  last  season. 

Q.    How   often  did   it'  occur  1     A,   I   don't  know,  it  has  bMB 
often  ;   every  time  he  would  fire  up  in  the  night,  about  eveiy  nigfaty  * j 
every  night  except  the  week  or  eight  days  after  the  Health  Officer 
there. 

Q,  At  what  time  has  he  lighted  up  1    A    1  should  say  between 
and  nine  o'clock. 

Q,   Did  he  keep  it  up  during  the  night  ^    A.    1  expect  that  he  did. 

Crosi-Examination, 

Q,  (by  Mr,  McIfUire),  How  long  have  you  lived  in  Elast  OamWdgil 
A,   Twenty-two  years,  sir. 

Q,    I  will  ask  you  whether  fifteen  or  seventeen  years  ago,  in  the 
back  of  you,  along  in  Somerville  aud  the  lowlands,  there  were  not  a 
n\imber  of  men  who  collected  their  grease,  made  their  soap,  and  tried 
out  there  1    A.    I  believe  they  did,  sir,  but  I  was  never  much  aoqi 
with  that  locality.     They  do  at  the  present  day,  some  of  them. 

Q,   I  know  ;  but  whether  at  that  time  almost  every  man  did  n't 
lect  the  grease  and  make  his  own  soap  %    A,    That  I  dou't  know. 

Q,   Well,  do  you  know  now  that  there  are  only  three  establif 
and  that  each  one  has  a  great  many  collectors  out  1^1  believe 
are  not  so  many  establishments  as  that  there. 

Q,   Well,  did  you  ever  go  into  the  establishments  fifteen  or  i\ 
years  ago  1    A,    No,  sir ;  I  did  nine  or  ten  years  ago. 

Q,   Did  you  see  any  close  tanks  there  then  %    A,   No^  sir,  they 
open  kettles. 
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Q.  Well,  you  say  the  strongest  and  most  intense  smells  you  got  the 
l^t  summer  1  You  never  got,  in  all  your  experience  in  Cambridge,  such 
a  smell  as  you  got  there  last  summed  A.  No,  sir;  we  always  got  a 
little. 

Q,  Well,  now,  when  did  you  begin  to  perceive  the  smells  of  rendering  1 
A,  I  should  say  we  had  smelled  them  ever  since  I  lived  there ;  some 
eleven  years. 

Q,  When  Mr.  Conlon  carried  on  the  soap-works  in  the  same  place  that 
ReardoQ  is  in  now  % 

The  Chairman.  It  seems  to  me  that  all  the  direct  examination  of  this 
witness  has  proved  nothing  in  reference  to  one  particular  point.  We  ad- 
mit that  the  trying  of  this  bad-smelling  grease  and  meat  must,  to  a  cer- 
tain extent,  make  a  bad  smell ;  but  not  one  single  point  is  brought  out 
with  regard  to  Mr.  Squire. 

Mr.  Derby,  There  has  been  evidence  to  show  that  people  a  quarter  or 
a  half  mile  from  this  establishment  do  not  distinguish  the  rendering  or 
■erap  smell  from  others.  The  examination  with  regard  to  Mr.  Squire's 
establishment  does  not  point  you  to  him  for  anything  more  than  the  ren- 
dering of  fat.  We  bring  you  to  the  places  where  the  rancid  tallow  and 
grease  are  rendered,  and  show  you  where  the  smells  do  come  from. 

J£r.  Newhall.  I  don't  wish  to  prejudge  any  case  so  far  as  Mr.  Reardon 
it  concerned.  What  we  mean  is,  that  an  old-grease  rendering  establish- 
ment is  offensive,  and  when  it  is  in  operation  offensive  odors  will  arise 
from  it.  Well,  now,  how  far  they  go  is  another  question.  To  what  ex- 
tent this  man  carries  on  business  is  another  question.  How  often  his 
eatablishment  is  in  operation  is  another  question.  It  seems  to  me  to  be 
eonceded  all  around  that  when  it  is  in  operation  it  g^ves  off  offensive  odors, 
and  that  it  is  not  necessary  to  go  on  to  show  that. 

Mr.  Derby.  I  propose  to  take  up  ten  or  fifteen  minutes  to  locate  the 
origin  of  these  odors. 

Mr.  Mclntire.  With  regard  to  my  cross-examination,  I  cross-examine 
upon  the  evidence  put  in.  In  justice  to  Mr.  Reardon,  I  don't  wish  to 
iigore  him  by  any  evidence  I  may  adduce.  Of  course  he  and  others  are 
entitled  to  their  defence  when  they  come  in ;  but  I  think  the  evidence, 
and  the  method  in  which  I  have  cross-examined,  is  rather  against  this 
establishment,  as  I  think  Mr.  Reardon  himself  will  show  that  he  has  the 
most  improved  apparatus,  far  ahead  of  Mr.  Squire,  for  he  superheats  his 
steam  and  turns  everything  under  the  boiler.  Therefore,  I  say  that  none 
of  these  close  tanks  can  be  made  so  that  the  establishment  can  be  any- 
thing better  than  a  nuisance. 

Mr.  Derby.  I  will  ask  this  witness  one  or  two  more  questions.  One  is, 
whether  this  pras  is  so  effectually  burned  at  Reardon's  as  to  destroy  the 
smell,  or  whether  it  improves  the  establishment. 
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A.  I  don't  know  whether  it  improves  it  or  not.  I  know  it  is  very  bai 
I  don't  know  how  much  worse  it  might  be. 

Q.  Have  you  traced  it  any  distance  from  the  works  t  ^.  I  have,  nr, 
as  far  as  Prospect  Street. 

Q,  How  far  would  that  be,  sir  f  A.  1  should  say  about  an  eighth  of  i 
mile. 

Q.  {hy  Mr,  Mclntire).  Whether  you  have  smelled  these  smells  within 
six  weeks  1     A.   No,  sir,  not  within  the  last  six  weeks. 

Q.  Do  you  know  whether  within  the  last  five  or  six  weeks  he  has  pat 
in  a  new  machine  ]     A.    That  I  could  not  say. 

Q.  {by  Mr,  Muzzey),  How  fiu*  is  Reardon's  place  from  Prospect  Street t 
Jl,  An  eighth  of  a  mile,  sir. 

Testimont  of  Obadiah  Geobob. 

Q,  (by  Mr.  Derby),  Where  do  you  reside  1  A,  At  the  comer  of  CiiBr 
bridge  and  Winsor  Streets,  Cambridgeport 

Q,  How  far  from  Reardon's  ?  A,  About  one  hundred  feet,  or  a  littk 
more. 

Q.  Have  you  at  any  time,  sir,  experienced  any  acrid  or  strong  smell  tf 
burning  that  came  from  that  direction  or  that  place  in  the  last  jetfl 
A.   Yes,  sir. 

Q.  State  to  the  Commission ;  give  an  account  of  it.  A.  It  seemed  tobt 
the  smell  of  nasty,  greasy  filth  or  fat,  or  something  of  that  kind,  —  Bomt- 
thing  that  smells  very  badly. 

Q,  How  often  have  you  experienced  it  ?  A,  All  along  last  samniir* 
Sometimes  every  day ;  sometimes  it  would  not  be  so  bad.  We  hid  '^ 
nights  a  great  deaL 

Q.  Wore  the  fires  usually  lighted  in  the  evening  or  night  f  A»  I 
was  never  there  in  the  evening,  but  I  suppose  they  were  by  the  smefl. 

Q,   You  have  smelled  it  more  by  night  than   by  day  1    -4.   I 
down  last  summer  one  night  when  it  came  very  strong,  and  I  th< 
that  I   would  just  walk  down  to  it  and  go  in.     I  went  to  the  buil( 
and  there  seemed  to  be  an  odor  there  of  trying  or  rendering, 
asked  me  to  walk  in.     I  told  them  I  guessed  I  would  not. 

Q.    How  near  did  you  go  1     A.   1  went  near  to  the  steps.     It 
very  disagreeably.     They  wanted  to  know  if  I  came  down  to  see  whit, 
could  smell.     I  told  them  I  did  in  part.     "  Walk  in,"  they  said.    I 
them  I  guessed  I  would  not.     I  stopped  there  a  few  minutes,  and 
walked  off. 

Q.  Why  did  n't  you  go  in  1  A.  Well,  I  got  enough  of  it  outwdft 
thought  there  would  be  something  said  that  would  not  be  so  pleasant 
thought  it  would  be  better  to  walk  off. 

Q,   Will  you  describe  to  the  Board  how  strong  and  how  offeDsift 
was  1     A.  It  was  pretty  tedious  sometimes,  and  especially  so  in  the 
Sometimes  when  I  felt  badly  I  would  get  up  and  walk  about  an  hour 
two,  and  then  go  back  to  the  house.     My  folks  used  to  be  routed  up 
the  night,  and  could  not  sleep. 

Q,   Frequently  during  the  past  summer  ]     A,   Yes,  sir. 

Cross-Examination, 
Q.  (by  Mr,  Mclntire),   Have  you  ever  noticed  which  way  the 
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when  jbu  have  smelled  these  odors  ?     A,   The  building  is  just  north 

rhere   I  live,  on  the  comer.     When  the  wind  is  right  it  brings  the 

'  to  my  house. 

^    You  are  between  Mr.  Reardon's  and  Mr.  Squire's  1    Mr.  Squire's 

blishment  is  southeast  from  you,  and  Mr.  Reardon's  northeast.     You 

jr  noticed  which  way  the  wind  came  from  which  brought  you  the 

t  offensive  odor )    J[.    I  know  that  is  where  the  greater  part  of  this 

*  came  from  at  my  place.     I  can  smell  it  when  the  odor  comes  up 

I  the  trying. 

^    You  can  distinguish  the  rendering  smell  1   You  never  got  up  out  of 

r  bed  when  you  smelled  this  odor,  and  went  up  to  Reardon's  estab- 

nent  1    A,    No,  sir,  but  when  I  have  got  up  I  have  been  out  of  doors 

96  if  I  could  get  a  little  place  where  it  did  n't  stink. 

}.   Well,  don't  you  know  that  the  prevailing  winds  in  summer  are 

i  the  southeast  1    ji.    I  suppose  they  are. 

^   Do  you  think  you  get  this  odor  from  Reardon's  when  the  wind  is 

1  the  south  or  southeast  t    A.    I  don't  know. 

}.   Do  you  get  them  two  or  three  times  during  the  week  %    A.   More 

1  two  or  three  times. 

}.    How  far  are  you  from  Mr.  Squire's  establishment  1     A,   I  should 

k  it  was  half  a  mile.     It  may  be  a  little  more  or  less. 

}.   Did  you  ever  get  any  smell  when  the  wind  was  directly  north  % 

I  don't  notice  the  winds. 

}.  Do  you  know  whether  Mr.  Reardon  tries  out  in  open  kettles  or 
e  tanks  1    ^.   I  do  not. 

},  (by  the  Chairman),   How  great  distance  can  you  smell  from  Rear- 
's t    A.   1  should  say  a  quarter  of  a  mile  or  more. 
}.   How  much  more  '\    A,    1  could  not  say. 

?.    Have  you  ever  been  down  to  East  Cambridge,  and  is  there  any 
:icnlar  place  that  you  smell  it  there  ^    A,    1  have  been  there  ;  there 

0  place  in  particular  that  I  could  say. 

}.  Have  you  ever  been  at  Mr.  Squire's  establishment  1    A.  Yes,  sir. 
}.    Did  you  ever  smell  anything  there  1     ^.    I  have  smelled  the  hog 

II  there.     It  was  a  smell  that  was  not  very  pleasant  and  agreeable. 

?.  (6y  a  number  of  the  Board),    Did  you  ever  get  at  Mr.   Squire's  the 

16  smell  that  you  got  at  Mr.  Reardon's  1     A.    No,  sir. 

}.   Did  you  in  East  Cambridge  "i    A,   I  have  smelled  very  disagree- 

»  smells  in  the  streets  of  East  Cambridge,  but  I  could  not  tell  what 

i  they  were. 

?.  (by  Mr,  McIrUire),    Did  you  get  the  same  smell  at  East  Cambridge 

t  you  got  at  Mr.  Reardon's  1    A.   Well,  I  don't  know  as  I  could  tell 

ctly  whether  it  was  the  same.     It  was  a  very  unpleasant,  disagreeable 

jIL 

?.    Have  you  ever  detected  the  smell  from  Reardon's  at  any  consider- 

3  distance  from  home  ?    A,   1  have  smelled  it  more  than  a  quarter  of 

die. 

?.    Might  it  not  have  been  half  a  mile  %    A,  1  should  sooner  think  it 

1  half  a  mile  than  less. 

Q.   Might  it  possibly  have  been  a  mile  *{    A,    1  think  not     I  think  it 
(  not  strong  enough  to  be  smelled  as  far  as  that. 
Q,   Have  you  been  to  church  in  East  Cambridge  1    A,   Yes,  sir,  at  the 
thodist  Church. 
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Q.  Well,  in  coming  out  of  the  church  at  nighty  haTe  joa  amelled  these 
disagreeable  smells  ^    A.   1  have,  sir. 

Q.   Could  you  say  where  they  came  from  t    ^    I  could  not,  sir. 

Q,  (by  the  Chairmcm),  Did  thej  increase  or  diminish  as  you  went 
homel  A.  Well,  sir,  I  don't  know.  Sometimes  they  might  increaae, 
and  sometimes  they  might  diminLsh.  It  depended  upon  where  they  came 
from. 

Q,  Could  you  tell  the  direction  %  A.  1  have  thought  sometimes  thit 
it  came  from  the  direction  of  Mr.  Squire's ;  and  then,  when  I  would  get 
along  up,  it  would  smell  a  little  different. 

Q.  (by  the  Chairman).  You  are  quite  sure  that  on  certain  oocaikni 
you  have  smelled  this  smell  coming  out  of  church,  and  it  has  dimininhri 
as  you  left  East  Cambridge  1  A.  It  might  have  diminished.  I  coold  not 
say. 

Q,  (by  Mr.  Webster).  If  I  understand  you,  the  most  ci  your  midk 
come  from  Reardou's  1  What  is  the  reason  f  A.  Because  I  know  thit 
there  is  a  great  deal  of  trying  done  there,  and  it  is  right  close  by  when 
I  live.     I  could  tell  by  that 

Q.  (by  Mr.  Derby).  Do  you  perceive  at  any  time  the  dock  tmdll 
A.   Yes,  sir. 

Q.  Well,  when  you  come  up  from  the  church  at  Second  Street,  vM 
street  do  you  come  out  upon,  sir  1  A,  Right  out  on  the  main  streeti— 
Cambridge  Street. 

Q.  Do  you  know  of  any  other  small  establishment  for  rendering  gnii* 
in  the  vicinity  1  Do  you  know  of  Spelman's  1  A  I  have  heard  that  tbert, 
were  some  on  the  way ;  but  I  don^t  know  where  they  are.    . 

Q.    Have  you  in  any  part  of  East  Cambridge  perceived  any 
stronger,  or  as  strong,  as  those  which  were  in  the  vicinity  of  your  hoM^ 
A.    I  think  I  have. 

Q.   There  have  been  times  when  they  were  as  strong  as  at 
at  some  other  point  1    A.   Yes,  sir. 

Q.   More  than  once  'i    A.   1  have  only  experienced  it  a  few  timflf 
bad. 

Q.    If  I  understand  your  evidence,  sir,  it  is  that  you  very  oft*- 
several  times  a  week  during  the  summer  —  have  experienced  these  ' 
smells  on  your  street ;   and  you  have  sometimes  —  a  very  few  tiniei' 
experienced  them  in  other  parts  of  East  Cambridge  quite  as  bad,  * 
not  of  so  frequent  occurrence  1    A.    I  think  I  have  received  mors ' 
Reardon's  than  from  anywhere  else,  although  I  have  smelled  veiyi 
smells  in  that  vicinity. 

Q.   Well,  have  you  experienced  more  smells  of  rendering  than  of 
thing  else  'i    A,    I  think  I  have,  sir. 

Q.  (by  Mr.  McItUire).    Are  you  going  to  swear  that  none  of  these 
deriug  smells  that  you  get  at  your  house,  and  that  you  didnt 
have  come  from  Mr.  Squire's  establishment t    A.   No,  sir;  I  don't 
to  be  understood  in  that  way,  because  I  don't  know  whether  they  dl 
not. 

Q.   Whenever  you  smelled  these  smells,  did  you  trace  them  si  < 
the  direction  of  Mr.  Squire's,  or  were  you  near  Mr.  Squire's  1    A. 
sir.     I  have  smelled  these  smells  of  bad  grease  at  home ;  and  win 
have  been  on  the  streets  of  East  Cambridge,  I  have  smelled  veiy 
smells  there.  . 
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Q,   Yoii  live  near  the  line  of  East  Cambridge  t    A.   It  is  about  an 
eighth  of  a  mile  away. 

Testimony  op  Samuel  W.  Burpee. 

Q.  {by  Mr,  Derby),   What  is  your  occupation  1^1  am  a  teamster. 
Q.   Are  you  an  independent  teamster,  or  do  you  team  for  any  partio- 
idar  party  1     J[.    I  do  general  jobbing ;  although  I  have  Mr.  Sortwell*8 
distillery  to  attend  to,  and  that  keeps  me  pretty  well  occupied. 
Q,   You  are  not  in  the  employment  of  Mr.  Squire  1    A.   No,  sir. 
Q.    Where  do  you  reside?    A.    At  the  comer  of  Cambridge  and 
Ckdombia  Streets. 

Q.  How  far  from  the  trying-place  of  Mr.  Reardon  %    A,   It  might  be 
a  little  farther  than  Mr.  George,  but  there  is  not  much  difference. 

Q,  What  is  the  direction  ft'om  you  to  Mr.  Reardon's  %    A,   North  or 
iorthwest. 
Q,  What  street  are  you  on  1    A,   Columbia  Street. 
Q.  Now  give  us  some  account,  if  you  please,  of  Mr.  Reardon's  estab- 
lent,  as  to  the  frequency  of  firing  and  trying  there  %    A,   They  try 
and  tallow. 
Q.  Is  there  any  considerable  amoimt  of  grease  tried,  sir  1    Do  you  ever 
Kt  it  into  the  city  after  it  is  tried  ?     A   Not  from  Mr.  Reardon's. 
0.  You  do  cart  for  some  of  them  1    ^.    I  cart  some  for  Mr.  0*NeiL 
Q.  Any  considerable  quantity,  sir  ?    A,   Yes,  sir. 
\  How  many  tons  1     -4.    I  could  not  tell  you.     We  cart  it  by  the 

lead.     I  never  take  any  account  of  the  weight. 
Q.  Do  you  cart  several  hogsheads  in  a  week  ?    A,   Some  weeks  quite 
E  lumber,  and  at  other  times  not  so  much. 

Q.  When  you  say  quite  a  number,  how  many  do  you  mean  1    Twenty- 
lK)g8heads,  or  may  it  be  fifty  %    A,  It  might  be  as  many ;  but  it  would 
t  month  before  I  should  carry  in  any  more. 

a.  Whether  the  smell  from  Reardon's  is  at  all  ofiensive?    Whether 

have  had  to  close  yoiu*  windows  when  the  fire  has  been  lighted! 

I  have  often  experienced  some  very  bad  smells  there  during  the  last 

[■  0-  Has  it  been  in  the  nieht  principally  1    A,   Yes,  sir. 

\  Between  what  hours  T    A,   After  supper  I  usually  walk  out  upon 

Eidge  Street  from  six  to  half  past ;  and  a  great  many  nights  when 

been  out  I  have  found  the  smell  from  this  rendering  establishment. 

doo't  know  that  I  have  smelled  it  for  three  or  four  weeks  past. 

QL  Well,  prior  to  that  %    A,    1  should  think  we  had  had  it  five  or  six 

a  week. 
Q.  How  strong  is  it,  sir  ?    A,   It  is  pretty  strong ;  pretty  tough  work 

?  through  it 
How  far  from  the  works  have  you  experienced  it?    A,    I  don't 
nr  that  I  could  say  how  far. 

Q,  Have  you  experienced  it  at  a  considerable  distance  %  Could  you 
fl  it  for  half  a  mile  in  the  course  of  the  wind  *{  A,  1  should  think  it 
Id  be  smelled  half  a  mile. 

}.  How  often  have  you  been  disturbed  by  it,  and  had  to  close  your 
dows  t   A,  There  were  a  few  nights  that  we  were  obliged  to  close  our 
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Q,  Were  your  wife  and  children  sick  1^1  remember  of  no  instance, 
except  that  they  complained  of  the  smell. 

Q.  (by  the  Chairman),  You  don't  know  how  far  you  can  smell  it,  air  t 
A.   I  don^t  know. 

Cross-Examinatton, 

Q,  {by  Mr,  Mclntire).  Do  you  do  any  teaming  for  Lincoln  h  Cham- 
berlin  or  Boynton  ?  ^.  I  do  a  very  little  for  Boynton,  and  have  a  little 
for  Lincoln  k  Chamberlin. 

Q,   Do  you  do  more  for  them  than  for  O'Neil  ?    A,  No,  sir ;  I  guess  L 
do  more  work  for  0*Neil. 

Q.  Don't  you  do  some  right  along  every  week  for  these  men  %   A.  No, 
sir.     It  is  a  number  of  months  since  I  have  done  a  job  for  Lincoln 
Chamberlin. 

Q.    Uow  long  since  you  have  done  anything  for  Boynton  \    A, 
three  or  four  days. 

Q,   Well,  on  these  nights  you  were  obliged  to  close  your  windows, 
you  get  up  and  go  out  1    J[.    I  had  been ;   but  when  I  got  home  tl^e 
people  told  me  there  was  a  bad  odor,  and  asked  me  where  it  came  fix>XKi 
and  I  told  them  it  came  from  Reardon's. 

Q,   Do  you  know  which  way  the  wind  was  1    A,   It  blew  towards  xm 
house. 

Q.    What  direction  1    A,   That  would  be  north  or  northeast. 

Q,  Well,  the  wind  don't  often  in  summer  come  from  the  north  or 
northeast  to  your  house,  does  it  1     A,   1  have  known  it  to  do  so. 

Q.  Does  it  often  1  A,  When  it  blows  from  anywhere  it  blows  to 
my  house. 

Q,  But  I  ask  you  if  in  the  summer  time  you  got  many  north  or 
northeast  winds  1    A,    We  get  them  when  they  come. 

Q.  I  ask  you  if  during  the  summer  at  your  house  you  experience  man^ 
north  or  northeast  winds  ?    A.    If  there  are  any  blowing  we  get  them. 

Q.    That  is  not  my  question.     I  ask  you  if  during  the  summer  —  taki 
the  past  summer  —  you  get  many  north  or  northeast  winds  at  yo 
house  %    A,   1  cannot  answer  that  question  any  differently  from  what 
have. 

Testihont  of  General  Samuel  £.  Chamberlain. 

Q.  (by  Mr.  Muzzey),  You  are  the  Warden  of  the  State  Prison  at  CharU 
town]     A.    1  am,  sir. 

Q.    Had  you  formerly  experience  in  trying,  ham-curing,  and  busing 
of  that  character  ?    A,    Yes,  sir. 

Q.   You  are  familiar  with  the  odors  that  emanate  from  the  business         ' 
A.    I  am,  sir. 

Q,    In  the  vicinity  of  the  State  Prison  are  you  troubled  by  unpleasao^^^ 
odors,  and  if  so,  will  you  give  their  source  ?    A.   We  are  troubled  thee     "^ 
with  a  variety  of  smells.     The  first  is  that  arising  from  the  dock  itseW^  i 
the  dock  of  the  State  Prisou  is  very  offensive.     This  last  summer  i^'^ 
were  troubled,  very  much  troubled,  by  an  odor  from  the  dump  at  the  en^^ 
of  Prison  Point  Bridge,  on  the  land  owned  by  the  Boston  and  Lowtf/^ 
Railroad  Company,  where  it  was  partially  filled  in  with  refuse  vegetable 
matter,  which  came  from  the  cesspools.     It  was  very  offensive. 

Q.  Now  let  me  ask  you  if  you  have  personally  seen  the  carts  of  t&tf 
city  of  Boston  dumping  offensive  matter  in  that  place  t 
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Mr,  Mclntire.     That  is  what  we  admit. 

Mr,  Muzzey,  The  Boston  Board  of  Health  are  looking  after  us  prettj 
sharply,  and  we  shall  he  obliged  to  look^after  them. 

Witness,  It  was  carried  in  tight-bottom  wagons  ;  it  was  a  sort  of  fluid, 
and  looked  like  mud.  * 

Q,  You  say  vegetable  matter  was  put  'm%  A,  1  have  seen  loads  of 
rotten  oranges  taken  thero  in  dump-carts. 

Q,  Now  the  whole  mass,  you  say,  is  very  offensive.  What  was  the 
odor  t    A,   The  odor  of  decayed  vegetable  matter. 

Q,  What  surface  did  they  cover  in  that  way  t  ^.  I  could  not  state. 
They  have  been  filling  in  there  for  three  or  four  months.  There  are  ashes 
and  such  stuff  mixed  in  with  it. 

Q,  They  began  about  what  time  in  the  summer  t  ^.  I  have  not  any 
definite  opinion  about  that.     I  noticed  it  in  the  spring. 

Q,  Well,  now  you  have  spoken  of  the  dock  of  the  Prison  and  of  the 
place  where  this  foul  stuff  is  dumped.  Will  you  give  any  other  localities, 
and  describe  them  1  A.  North  of  the  Prison,  which  I  think  is  nearly  if 
not  quite  filled  in  now,  there  was  a  place  near  the  old  burying-ground  of 
Charlestown  that  was  filled  with  stagnant  water.  There  is  a  large  space 
there  filled  with  all  manner  of  impurities. 

Q,  That,  you  think,  is  filled,  or  in  process  of  being  filled )  A.  Yes, 
sir.  In  the  night-time,  during  hot  weather,  when  the  wind  was  west  or 
northwest  or  northerly,  the  smells  were  very  offensive  indeed.  They 
seemed  to  be  of  that  sort  of  gaseous  nature  that  would  turn  gilt  picture- 
frames  black  in  one  night.  That  effect  was  produced  in  my  house  in  a 
northerly  or  northwesterly  wind.  It  was  so  offensive  that  it  would  make 
persons  sick.     I  have  been  made  sick  myself. 

Q,  You  had  a  yacht  laid  up  in  the  dock  'i  A,  1  had  a  small,  cat-rigged 
vessel,  painted  white. 

Q. ,  What  was  the  effect  of  leaving  her  there  in  the  dock  mud  t  A.  In 
twenty-four  hours  it  turned  her  as  black  as  mud. 

Q,   When  was  that  done  ?    A,   The  first  week  in  October. 

Q,  How  near  your  residence  within  the  Prison  grounds  is  the  place 
where  that  effect  was  produced  1  A,  1  should  say  about  one  hundred 
yards. 

Q,  You  are  familiar  with  the  smells  from  the  Miller^s  River  basins. 
Let  me  ask  you,  speaking  of  the  irritating  gas  which  is  borne  to  you  on 
the  winds,  whether  the  odor  of  it  is  of  a  vegetable  or  animal  nature  1 
A  It  always  struck  me  as  being  of  a  vegetable  nature  ;  that  is,  as  being 
diflRsrent  frx>m  the  smell  of  carrion  or  dead-animal  matter. 

Q,   Have  you  been  within  Mr.  Squire's  works  "i  .  A,   1  have. 

Q,  Are  you  pretty  familiar  with  them,  and  does  the  smell  which  you 
get  at  your  house  and  which  produces  this  blackening  eiOTect  and  the  irri- 
tation of  the  mucous  membrane  resemble  any  smoll  that  is  to  be  distin- 
guished in  Mr.  Squire's  establishment  'i    A.    1  should  say  not. 

Q,  Have  you  noticed  any  bad  odors  prevailing  in  the  neighbor- 
hood of  Reardon's  and  Barry's  places  1  A,  I  don't  know  where  they 
are  located. 

Q.  Get  into  your  buggy  and  take  a  straight  line  across  the  bridge,  fol- 
low along  up  here  by  the  basins,  make  your  way  around  these  bone- 
boiling  places,  and  tell  us  what  you  have  seen.     A.   In  ^afternoons,  when 
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I  have  sometimes  with  mv  family  driTen  sctobb  from  Prison  Point  to  Cam- 
bridge,  my  family  would  have  to  pnt  their  handkerchief  to  their  Doeei 
while  we  passed  this  dump.  As  we  got  up  over  the  hill  and  commenced 
the  descent,  we  would  be  saluted  with  a  smell,  apparently  of  lard.  Mj 
wife  remarked  somebody  was  frying  doughnuts. 

Q.  Bid  you  go  beyond  Mr.  Squire^s,  or  did  you  get  the  smell  of  trjnog 
doughnuts  at  Mr.  Squire's  1  A.  1  have  smelled  it  after  we  got  half  down 
the  hill,  until  wc  got  past  the  Grand  Junction  Railroad. 

Q.  (by  Mr.  Mclntire),  The  top  of  the  hill  is  about  at  Fourth  Street. 
Then  you  began  from  Fourth  Street  and  passed  the  Grand  Jimction  Bailr 
road,  going  west  1     A.  Yes,  sir. 

Q.  (hy  a  member  of  the  Board),  Were  you  able  to  identify  the  point 
where  you  got  this  smell  1  A,  Well,  we  generally  understood  it  cama 
from  Mr.  Squire's.     I  always  understood  there  were  other  works. 

Q.  Was  this  an  offensive  smell )  A,  Not  to  me.  In  the  vicinity  of 
the  Grand  Junction  Railroad,  and  farther  on  toward  the  distillery  of 
Sortwell,  we  received  smells  of  rancid  meat,  different  entirely,  which  wen 
very  offensive. 

Q.  (hy  Mr,  Mmzey),  You  say  you  got  the  smell  of  rancid  mettt 
A,    Yes,  sir,  mixed  up  with  sour  molasses  and  rum. 

Q,    How  is  that  as  to  offcnsiveness  1    ^.    It  is  very  offensive. 

Q,  Was  the  smell  which  you  got  when  passing  Mr.  Squire's  compa^ 
atively  sweet  and  inoffensive  %  A,  1  should  say  it  was.  It  might  hava 
been  the  trying  of  lard  in  good  condition. 

Q.  Did  this  other  smell  come  from  burnt  animal  matter  1  A.  Y66,tf* 
it  was  similar  to  what  I  have  smelt  before  in  burning  dead  horses. 

Q.  Well,  when  you  got  to  this  point  you  were  in  the  vicinity  of  Sort- 
well's.  Did  you  go  beyond  that,  or  have  you  observed  any  other  bad  BmeDi 
beyond  that  1    A.  Not  to  speak  of 

Q.  (by  Mr.  Frothingham),  Did  you  get  anything  like  the  smell  of  deid 
horses  at  Reardon*s?    A.  No,  sir.. 

Q.  Do  you  ever  have  the  smell  of  dead  horses  on  Bunker  Hill,  or  aDf 
where  else  in  Charlestown  ]     A.    No,  sir. 

Q.  (by  Dr.  Derby).  I  understand  you  to  say  that  the  rendering  soel 
has  never  reached  the  Prison,  or  your  house  1  A,  Not  to  my  knofi* 
edge. 

Q.    That  is,  the  sweet  smell  ?     ^.   Or  any  other. 

Q.  What  yon  do  get  there  is  the  vegetable  odor  ?    A.  Yes,  sir. 

Q.  (by  Mr.  Muzzey).  Suppose  you  start  from  Union  Square  in  Soner 
ville,  and  describe  what  is  encountered  in  travelling  toward  Boston  through 
Milk  Street  to  Prison  Point  ]  A.  I  will  say  that  this  route  I  have  alwij* 
avoided. 

Cros9-Examination. 

Q.  (by  Mr.  Mclntire).  You  are  not  troubled  with  catarrh  1  -4.  Te^ 
sir,  I  have  it  somewhat. 

Q.  Do  you  think  that  injures  your  sense  of  smell  in  any  degree  1 
A.   Considerably. 

Q.    Dr.  Hooker  is  the  physician  of  the  Prison,  is  he  not  1     ^.  He  is. 
;     Q.    How  long  was  your  experience  in  curing  hams  ]    A.  Three  yean. 

Q.  You  say  that  the  odor  of  lard  and  the  odor  of  pork  are  not  disagree- 
able to  you  1    A.  Not  to  me. 
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Q.  Do  you  know,  General,  whether  there  has  been  any  report  by  the 
Committee  on  Prisons  in  regard  to  the  smells  that  have  pervaded  the 
Prison  ]    A,  They  mention  it  in  their  report. 

Q,  Well,  was  there  not  something  said  in  regard  to  the  rendering 
smells  1    ^.    I  could  not  say.     I  don't  recollect  that  there  was. 

Dr,  Derby.  I  think  it  very  important  to  know  whether  the  smells  of 
cooking,  which  are  described  as  travelling  over  here  to  Boston  and 
Charlestown,  have  or  have  not  been  perceived  at  the  State  Prison.  I 
should  be  very  glad  if  in  some  way  it  could  be  ascertained,  for  the  benefit 
of  this  Board,  whether  or  not  these  smells  of  cooking,  whether  coming  from 
one  establishment  or  another,  —  I  won't  say  where  they  come  from,  — 
whether  they  do  or  do  not*  come  to  the  State  Prison.  I  confess  that  to 
me  it  would  be  a  most  astonishing  fact  if  it  should  prove  that  they  have 
never  reached  the  State  Prison,  knowing,  as  I  do,  how  they  traverse  long 
distances,  and  are  perceived  as  distinctly  as  it  is  possible  for  anything  to 
be  perceived  miles  away. 

jUr.  Muzzey,  I  wish,  General,  you  would  select  any  officer  of  the 
Prison,  who  has  a  perfect  sense  of  smell,  and  be  good  enough  to  let  us  re- 
lease you  and  have  him  sent  in  your  place. 

Dr.  Derby,  It  does  not  depend  upon  one  individual,  because  these 
smells  may  occur  when  that  officer  may  be  sound  asleep.  The  testimony 
of  one  individual  may  not  be  enough.  At  the  Prison  there  are  six  hun- 
dred or  seven  hundred  men.  If  the  inmates  of  that  establishment  have 
not  received  that  smell  I  would  like  to  know  it. 

Mr,  JHcImirf.  Dr.  Lattimer  is  there  usually,  and  hears  the  complaints 
of  all  the  occupants  of  the  Prison.  Will  you,  General,  be  kind  enough 
to  send  Dr.  Lattimer? 

General  Chamberlain,   I  should  be  happy  to  oblige  you. 

Q,  {by  Mr,  Muzzey),  I  have  not  yet  heard  you  say  that  you  have  not 
the  power  of  smell.  A,  My  sense  of  smell  is  very  much  impaired,  but  I 
have  no  difficulty  in  detecting  the  dock  smell  at  the  Prison.  Some  of  the 
smells  there  have  affected  me  very  powerfully. 

Q,  It  may  be  difficult  for  you  to  smell,  but  does  that  difficulty  prevent 
your  distinguishing  between  the  vegetable  odor  you  spoke  of  and  the 
randd-meat  odor?    A.  Not  when  I  smell  it. 

Q,  {by  Mr.  Mclntire),  With  regard  to  your  boat ;  the  wash  of  the 
Miller^s  River  basin  comes  right  down  to  yoiu*  dock  there?  A.  Yes, 
sir ;  and  there  is  a  floating  substance  on  this  water  that  bubbles  up  in 


Q.  You  would  not  say  that  it  is  not  the  wash  of  Miller's  River  that 
affected  your  boat  ?     -4.    I  think  it  was  entirely. 

Q.  How  long  have  you  had  charge  of  the  State  Prison?  A.  Two 
years. 

Q.   Do  you  keep  any  hogs  there  ?    A.   We  do. 

Q,  How  many  ?  A.  About  one  hundred.  They  are  kept  within 
the  enclosiu^. 
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Q.   What  are  they  fed  upon  1    A,   Upon  the  swill  of  the  Prison ;  that 
sometimes  is  very  offensive. 

Testimony  of  Hon.  Jonathan  Stone,  Mayor  of  Charlkstown. 

Q.  (by  Mr,  Muzzey).  I  would  like  to  have  you  state  if  the  citizens  of 
Charlestown  and  East  Cambridge  have  experienced  bad  smells,  and  tell 
what  you  know  of  their  character  and  source.  A.  At  the  commence- 
ment of  hot  weather  last  summer  the  people  of  Charlestown  complained 
(that  would  apply  for  several  years  past,  I  believe,  but  it  has  not  come  so 
particularly  under  my  observation),  —  the  people  complained  of  the  very 
bad  smells,  which  occurred  generally  from  ten  o'clock  in  the  night  till 
lour  o'clock  in  the  morning.  I  prepared  an  .order,  and  introduced  it  in. 
the  Board  of  Aldermen,  asking  that  a  petition  be  presented  to  the  State 
Board  of  Health,  to  ascertain,  if  possible,  the  source  of  this  nuisance  and 
abate  it.  The  order  was  passed  and  the  petition  was  presented  to  the 
State  Board  of  Health.  Immediately  the  Secretary,  Dr.  Derby,  came 
over  to  us  and  stated  that  it  was  the  opinion,  not  of  the  present  Attorney- 
General,  but  of  the  former  one,  that  they  could  not  act  unless  we  defi- 
nitely located  the  cause  of  the  nuisance.  I  then,  with  the  Chief  of 
Police,  believing  that  these  smells  came  from  the  vicinity  of  Miller^s 
River,  started  to  see  if  we  could  locate  them.  We  went  firsts  I  think,  to 
North  k  Merriam's  establishment. 

Q.  {by  the  Chairman),  Do  you  know  the  dates  1  A,  No,  sir ;  I  don*t 
know  that  It  was  in  June,  I  think.  We  went  all  through  North  k 
Merriam's,  and  could  not  detect  anything  that  seemed  like  the  smells  we 
had  there  in  Charlestown.  We  gave  it  a  thorough  investigation.  They 
had  just  dumped  out  one  of  the  heaters  in  which  they  manufacture  their 
blood  into  fertilizers,  etc.  The  odor  did  n't  appear  to  be  anything  very 
bad.  We  went  all  through  the  establishment  and  could  not  find  any- 
thing. They  assured  us  that  they  did  nothing  in  the  night  which  they 
did  not  do  in  the  day.  We  then  went  to  Mr.  Squire'^  establishment  and 
went  all  over  that,  and  could  not  there  detect  any  such  thing  as  we 
detected  in  the  night  in  Charlestown.  We  then  went  to  a  place  owned 
by  a  man  named  O'Neil,  up  toward  Cambridge,  and  as  I  approached  that, 
we  there  detected  a  smell  which  was  more  like  the  smell  we  have  in 
Charlestown  than  anything  else  we  found.  We  went  to  his  establishment 
and  found  that  he  was  rendering  a  few  scraps  in  the  bottom  of  a  kettle. 
He  said  that  he  did  n't  do  anything  more  in  the  night  than  he  did  in  the 
daytime.  We  failed  to  find  the  source  of  the  nuisance.  I  came  back, 
and  within  a  few  days  I  addressed  a  note  to  the  Mayor  of  Cambridge, 
asking  him  if  he  had  located  or  could  locate  the  cause  of  the  nuisance. 
I  think  it  was  some  week  or  ten  days  before  I  received  an  answer  from 
him  that  he  had  not ;  that  their  conmiittee  was  about  moving  in  the  mat- 
ter of  investigation. 

Q,  (by  Mr.  Muzzey),  What  have  you  observed  going  on  during  last 
spring  aud  summer  on  the  Cambridge  side  of  Prison  Point  Bridge,  on  th& 
location  of  the  Boston  and  Lowell  Railroad  1  A.  They  are  filling  up  that 
large  area  with  refuse  matter  from  Boston  and  elsewhere. 

Q,    Has  that  been  complained  of  and  found  offensive  to  the  citizens  of 
Charlestown  1    A.    I  don't  know  of  any  direct  complaint,  althou^  peo- 
ple speak  of  it  in  passing  by. 
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Q,  I  remember  that  I  should  ask  you  whether  you  were  present  last 

winter,  representing  the  city  before  the  Committee  on  Water  Supply  and 

Drainage  when  the  question  of  sewering  Miller's  River  valley  was  up  in 

the  Legislature.    One  of  the  lines  suggested  for  the  sewer  to  deep  water, 

through  that  valley,  you  remember,  had  its  outlet  in  Tuft's  Dock.     Did 

you  or  not,  sir,  on  the  part  of  the  city  of  Charlestowu,  oppose,  before  the 

Legislative  Committee,  the  building  of  a  sewer  on  that  line  '\    A,    1  did. 

X  told  'the  committee  I  should  meet  them  there  and  do  everything  I  could 

in  the  House  and  Senate,  and  if  worse  came  to  worst,  I  should  meet  them 

in  the  Supreme  Court. 

Q.  In  conference  with  you,  after  you  had  communicated  your  decision, 
did  or  did  not  the  parties  abandon  that  plan )  A.  They  did,  sir ;  and 
adopted  the  Craigie's  Bridge  course,  which  I  favored.  They  asked  my 
opinion  and  I  stated  it  to  them,  giving  my  views  about  where  it  ought 
*ogo. 

Q.  Well  now,  sir,  speaking  of  the  condition  of  the  dock  and  Mill  Pond, 
^what  do  you  say  about  it  ^  A,  Well,  I  don't  consider  it  very  offensive. 
Of  course  at  low  tide  we  have  a  dock  smell  there,  but  I  don't  think  that 
la  the  sourc;^  of  the  nuisance  which  we  smell  at  night. 

Q.  For  how  many  years  has  there  been  some  offence  occasioned  by 
"that  place  1  A.  Well,  when  it  was  covered  with  water  and  used  as  a  mill 
pond  it  was  nothing  at  all.  What  now  exists  there  has  been  occasioned 
l>j  the  emptying  of  waste  along  the  shores,  and  there  is  more  or  less 
aaisauce  occasioned  by  the  sewers  which  discharge  into  it. 

Q.  Is  it  not  a  fact  that  some  of  the  sewers  have  emptied  there  with 
'their  mouths  entirely  imcovered,  twenty  or  thirty  feet  from  the  water 
mt  low  tide  1     A.    They  all  empty  out  at  low-water  mark. 

Q.  Do  you  think  your  trouble  comes  from  the  odor  of  the  flats  1 
^  No,  I  hardly  think  there  is  enough  to  affect  the  atmosphere,  al- 
though this  smell  may  travel  with  that  which  has  been  complained  of. 
I  live  on  the  easterly  part  of  the  city.  This  smell  troubles  people  more 
on  the  westerly  side  of  the  city.  I  have  smelled  it  at  my  hou^e.  The 
smell  which  I  have  smelled  has  resembled  the  odor  of  the  emptying  of 
vaults,  together  with  the  fatty  or  greasy  smell,  —  the  two  combined. 

Q,  You  went  over  to  Mr.  Squire's  establishment  and  saw  all  its  ope]> 
ationsi    A,  Yes,  sir. 

Q.  And  discovered  nothing  there  which  pointed  to  that  establishment 
as  the  source  of  the  odor  that  disturbs  the  people  of  Charlestowu  ?  A.  No, 
sir,  nothing  whatever.  I  am  8atis6ed  that  if  they  don't  do  anything 
there  different  in  the  night  from  what  they  do  in  the  day,  it  don't 
oome  from  the  Squire  or  North  k  Merriam  establishments.  As  I  said 
before,  what  we  found  to  be  the  nearest  to  that  smell  was  at  0' Neil's. 

Q,  How  near  was  this  place  that  gave  you  the  nearest  resemblance  to 
the  smell  that  you  suffer,  to  Boyntou's  place  '\  A.  \  should  think  a  quar- 
ter of  a  mile  farther  to  the  west  and  south.  I  will  state  that  it  is  the 
opinion  of  the  people  of  Charlestowu  that  there  is  something  done  by 
somebody  (they  may  be  in  error)  in  the  night  different  from  what  is  done 
in  the  day  ;  that  some  things  are  let  off,  that  till  the  atmosphere,  some- 
where between  twelve  and  four  o'clock. 

Q.  Compare  this  season  which  has  just  passed  with  the  summer 
of  1872.  Did  you  suffer  more  or  less,  on  the  whole?  A,  Well,  as  I 
have  stated,  I.  don't  smell  it  much  mysel£     I  have  heard  it  st>oken 
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of  for  two  or  three  years,  but  of  course  in  my  official  capacity  I  ha?6 
heard  more  of  it  this  year.  Every  one  has  been  running  to  me,  supposing 
it  was  my  duty  to  ferret  out  and  stop  the  nuisance.  I  was  the  Chairman 
of  the  Board  of  Health,  and  if  it  were  in  my  territory  it  would  have  been 
my  duty  to  have  found  out,  if  possible,  the  cause  of  the  nuisance.  If 
we  found  it  outside,  it  was  my  idea  that  the  State  Board  of  Health  should 
look  after  it. 

Q,  Has  the  state  of  the  tide  anything  to  do  with  it  I  A.  My  idea  la, 
that  it  has  not.  No  doubt  there  is  some  smell  arising  from  the  docks  and 
sowers,  and  it  may  be  more  intense  at  low  tides  than  at  others.  Although 
it  is  conceded  that  the  odors  are  not  smelled  every  night,  yet  I  belieYe 
that  they  are  smelled  at  high  tide  as  well  as  low.  They  are  intermittent 
smells. 

Q,  Where  do  you  live  1  A,  At  the  comer  of  Bunker  Hill  and  Jack- 
son Streets,  directly  east  from  the  Monument^  under  the  hilL 

Q,    Is  there  any  bad  smell  that  you  detect  there  1    A.   No,  sir.     . 

A,  {by  the  Chairman),  How  often  have  the  smells  been  noticed  in 
Charlestown *}  A.  Well,  I  have  very  frequently  heard  people  say,  "We 
had  that  horrible  smell  again  last  night"  These  are  the  pebple  on  the 
westerly  side  of  the  city ;  on  the  easterly  side  of  the  city  we  don't  smell 
them  very  often,  —  only  occasionally. 

Q,  Have  the  city  authorities  ever  taken  any  measures  to  trace  out 
these  smells  when  they  have  occurred  1  -4.  I  don't  know  that  they  have 
done  anything  in  the  night. 

The  Chairman,  It  seems  to  me  that  was  the  only  time  when  it  oould 
be  done. 

Mayor  Stone,  The  committee  of  last  year  went  about  after  it  last  set- 
son,  but  failed  to  find  it.  The  odor  was  present,  and  they  went  there  in 
the  night,  but  failed  to  find  it. 

Q,  (by  Mr.  Miuzey),  Was  the  odor  offensive  in  June  when  you  and 
your  Chief  went  over  there  1  A,  It  was  in  the  afternoon  when  we  went 
out.  I  have  been  over  there  between  eight  and  ten  o'clock,  but  there  wtf 
nothing  to  be  found  then. 

Q.  Can  you  describe  the  odors  in  Charlestown  1  -4.  I  think  I  hat* 
It  was  like  the  emptying  of  vaults  and  a  fatty  smell  combined.  If  yW 
have  ever  been  around  at  night  when  the  vault-carts  were  at  work,  tW 
odor,  combined  with  a  fatty  smell,  was  about  what  it  was. 

Q.  (by  Mr.  Newhall),  Have  you  heard  any  complaint  about  it,  except 
in  hot  weather]    A.   No,  sir. 

Q.  Do  you  think  it  possible  that  that  smell  came  from  any  of  the 
basins  around  Charlestown  1  A.  No,  sir ;  not  unless  there  was  some- 
thing else  with  it.  The  people  generally  think  it  must  come  from  some 
manufacturing  operation.  I  have  heard  it  said  that  the  smell  from  the 
sugar  refinery  was  fully  equal  to  this  other  smell,  by  people  who  life 
in  that  vicinity. 

Q.  Have  you  smelled  that  ^  A,  1  have  in  passing.  That  is  a  dife*- 
ent  smell.  It  is  sickening,  and  has  some  animal  matter  combined 
with  it. 

Q.  Is  it  your  impression  that  the  smells  which  make  up  this  smdl 
come  from  the  same  source  1    A,   Well,  I  have  not  formed  an  opinkB 
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as  to  whether  it  all  comes  from  one  source  or  not    I  don't  know  whether 
it  could. 

Q,  Are  there  night-carts  employed  ]  A,  Yes,  sir,  there  are.  We  have 
a  difference  in  tke  price,  and  have  as  little  of  that  kind  of  work  done 
in  the  summer  as  possible.     Still  they  do  go  around. 

Cross-Examination, 

Q,  {by  Mr,  Mclntire),  Mr.  Muzzey  assumed  that  it  was  according  to 
t.he  nature  of  things  that  the  sewer  should  empty  where  the  law  made  it 
empty.  Did  n't  you  say  that  the  Legislative  Committee  and  the  city  of 
Cambridge,  through  its  Board  of  Mayor  and  Aldermen,  consented  not  to 
oppose  it  if  it  passed  the  House  and  Senate  1  A.  Yes,  sir.  I  think  they 
opposed  it  on  the  ground  of  expense.  I  don't  know.  I  did  n*t  follow  it 
through  after  the  committee  assured  me  that  it  should  not  go  through 
C^harlestown. 

Q.  Well,  did  you  describe  this  odor  as  being  of  a  fatty  nature,  more 
like  that  which  you  smell  at  O'Neil's  than  at  any  other  place  1  That  is, 
it  was  the  rendering  odor,  and  not  the  odor  from  the  basin  or  the  sewers 
or  the  dock  or  of  these  sour  substances  which  were  thrown  on  the  flats  1 
^.  The  odor  from  the  dock  is  very  different,  because  it  is  salty.  There 
is  a  smell  which  comes  from  the  dock,  but  it  is  a  peculiar  smell. 

Q,  {by  Mr,  Mmzey),  Was  not  the  objection  of  Charlestown,  sir,  to  tak- 
ing the  sewer  through  Charlestown  territory  and  emptying  it  into  Tuft's 
Dock,  that  the  sewage  would  create  a  nuisance  at  that  place  1  A,  Yes, 
sir.  We  did  n't  think  that  they  should  turn  the  sewage  of  that  portion 
of  East  Cambridge  and  Somerville  through  Charlestown.  It  was  enough 
for  us  to  have  our  own  sewage  to  take  care  of.  We  thought  they  had  no 
right  to  injure  our  property,  as  I  had  no  doubt  they  would,  by  turning 
their  sewers  through  our  territory.  Their  natural  course  was  down 
MiUer^s  River,  and  although  we  should  get  part  of  it  there,  they  had 
the  right  to  go  in  that  direction.  They  asked  my  opinion,  and  I  said  it 
would  be  better  for  Cambridge  to  run  it  down  Bridge  Street,  into  the 
Bwifi-running  water  of  Charles  River. 

Q,  (by  Mr,  Mclntire),  You  have  no  objection  to  carrying  it  down  far- 
ther into  Charlies  River,  have  you  ?  A,  There  was  some  talk  of  extend- 
ing it  along  under  the  Fitchburg  Railroad,  near  there,  but  they  did  n't 
come  where  I  saw  fit  to  oppose  them,  and  I  don't  think  I  should  have 
nud  much  if  they  had  carried  it  to  the  swift-running  waters  of  Charles 
River. 

Q,  (by  Mr,  NewhaU).  You  have  heard  Mr.  Chamberlain  testify  of  some 
evil  in  the  neighborhood  of  Prison  Point  Bridge.  Are  you  aware  that  it 
exists  %  A,  There  has  l>ecn  some  refuse  matter  dumped  there,  but  we 
have  stopped  it  as  much  as  wc  could. 

Q,  Well,  do  you  hear  of  it  as  an  independent  or  distinct  odorl 
A,   Not  away  from  the  immediate  vicinity. 

Q,  The  only  offensive  smell  at  your  house  is  the  greasy  smell  1  A.  Yes, 
sir ;  this  other  smell  combined  with  the  greasy  smell. 

Q.  What  is  the  smell  combined  with  iti  A.  1  have  described  it, 
I  believe  twice,  as  more  like  the  smell  of  a  privy  than  anything  else. 

Q.  That  must  come  from  the  dock,  must  it  not  1  ^  It  may  come 
from  the  dock  and  the  sewage ;  but  I  cannot  believe  that  there  is 
enough  comes  from  the  sewage  anywhere  about  Charlestown  to  fill  the 
air  80  full  of  such  a  smell  as  that. 
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Q,  Where  do  you  think  it  comes  from  ?  ^  I  cannot  locate  it,  nr.  I 
have  followed  it  up  pretty  closely.  I  don't  think  it  comes  from  Mr. 
Squire's  establishment. 

Q.  I  am  speaking  of  the  sewage  smell.  From  jwhence,  in  yoor 
opinion,  does  that  come  1  ^.  I  had  the  impression  that  it  must  come 
from  the  working  up  of  the  offal  by  the  slaughtering  establishments ;  bat 
so  far  as  any  tests  which  we  could  apply,  such  as  putting  a  handkerchief 
into  the  flue  which  carries  off  the  gases  at  North  &  Merriam'Si  we  fiiiled 
to  find  anything  in  these  establishments  which  should  cause  it. 

Q.  Well,  did  you  form  any  opinion  as  to  the  source  of  that  smell) 
A,  No,  sir.  We  have  our  opinion  that  somebody  lets  off  eomething  at 
night  which  creates  it.     That  is  as  far  as  we  can  go. 

Q.  Do  you  suppose  that  the  whole  of  that  comes  from  some  manafiko- 
turing  process )  A,  The  greater  part  of  it.  I  have  not  yet  formed  an 
opinion  or  come  to  the  conclusion  that  all  comes  from  the  sewage  which 
empties  around  about  the  city  of  Boston,  though  it  may. 

Q,  {by  a  member  of  tfie  Board),  Do  you  ever  get  this  privy  smell  difr 
connected  with  the  fatty  smell  ?  A,  Not  unless  you  are  right  over  % 
or  if  a  cart  be  right  under  your  window. 

Q,  In  other  words,  your  people  don't  make  this  general  complaint  of 
this  privy  smell  unless  it  is  accompanied  with  this  fatty  smell )  A  Not 
the  rendering  of  pure  lard,  but  the  rendering  of  some  rancid  animal  sab- 
stance,  —  that  would,  I  suppose,  come  from  the  burning  up  of  the  offal 
and  refuse  matter,  —  that,  combined  with  the  other,  would  create  it  As 
I  said  before,  we  failed  to  find  anything  of  that  kind  at  North  <fe  Merri- 
am's  or  at  Mr.  Squire's. 

Q,  You  did  n't  pursue  your  investigations  above  O'Neil's  t  -4.  N<H 
sir. 

The  Chairman,  As  I  understand  it,  you  have  never  made  examinar 
tions  in  the  night  1     A,    Not  this  year. 

Q,  (by  Mr,  Derby).  You  were  at  Mr.  Squire's  between  eight  and  ten 
o'clock  one  evening.  What  did  you  perceive  there  1  A.  There  wn 
nothing  offensive  in  approaching  the  building  at  that  time.  I  didn't 
smell  anything  from  the  building  until  I  entered  it,  and  then  there  was 
nothing  bad. 

Q,  Then,  sir,  in  your  nocturnal  visits  you  discovered  nothing  t  i. 
There  w^as  nothing  about  those  tw^o  establishments  that  was  half  so  bad 
as  there  was  in  certain  little  private  slaughtering-houses  we  used  to  bava 
in  Charlestown,  where  they  used  to  conduct  things  more  slovenly. 

Q.  (by  a  member  of  the  Board).  Was  there  any  offensive  odor  from  the 
hog-pens  1  A.  There  was  a  hog  smell  in  the  building,  but  I  did  n't  dia* 
cover  it  till  I  went  in. 

Q.  (by  Mr.  Derby).  I  will  ask  you  with  regard  to  this  point,  whether 
in  any  peculiar  state  of  the  atmosphere  or  in  any  humid  state  of  the 
air  you  have  noticed  this  smell  of  which  you  speak  more  than  at  other 
times  ?  Before  a  storm,  when  the  barometer  was  falling,  whether  you  hate 
noticed  more  of  this  smell  than  at  other  times  'i  A.  1  don't  know  that 
complaints  have  come  particularly  in  such  times.  I  think  on  muggfi 
warm  nights  there  has  been  more  difference  than  at  any  other  time. 

Q.  Well,  is  it  not  possible  that  the  vapors  coming  up  from  the  drains 
would  come  in  greater  volume  then  than  at  others,  and  possibly  make 
these  offensive  odors )    A.   That  is  the  case.     The  winds  force  out  the 
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stronger  vapors  and  stronger  smells.  I  suppose  every  man  who  owns 
a  house  knows  that  ho  is  troubled  more  with  the  sewer  gases  at  such 
times  than  at  any  other  period. 

Testimony  op  Oliver  Aybrs. 

Q.  {by  Mr.  Derby),  You  are  at  the  head  of  the  Police  Department  of 
Charlestownl    A,   Yes,  sir. 

Q,  What  was  your  previous  employment  ?  A.  In  former  years  I  have 
been  superintendent  of  the  running  gear  of  the  Fitchburg  Railroad  Com- 
pany's Locomotive  Works. 

Q,  And  have  had  occasion  often  to  pass  over  a  portion  of  the  Fitch- 
burg Railroad  ?    A.   Yes,  sir. 

Q.  You  have  heard  the  testimony  of  the  gentleman  who  has  just 
testified.  How  far  do  you  agree  in  the  statement  which  he  has  made). 
A,  I  very  fully  concur  with  him  in  what  he  has  said  in  relation  to  the 
matter.  I  can  only  reiterate  a  part  of  his  evidence.  As  Superintendent 
of  the  Health  Department,  I  have  had  many  complaints  from  our  citizens 
in  relation  to  this  smell  that  we  get  between  the  hours  of  twelve  and  four 
o'clock  in  the  morning. 

Q,  Where  do  these  citizens  reside  %  A.  West  of  High  Street,  all  the 
way  from  the  Neck  to  Warren  Bridge.  .AH  on  this  side  of  Bunker  Hill 
and  along  the  side  of  Canal  Street 

Q,  Have  you  been  able  to  localize  these  smells  ?  A,  We  have  tried 
our  best.  We  have  advised  those  who  have  made  complaints  to  aid  us  in 
detecting  where  these  smells  originated,  giving  them  our  assurance  -— 
IS  we  had  had  assurance  of  the  Secretary  of  the  State  Board  of  Health  — 
that  as  soon  as  they  couid  be  located  they  should  be  at  once  abated. 
The  people  came  in  with  complaints,  some  thinking  it  was  the  Mill  Pond, 
others  tiiat  it  was  Miller's  River,  and  others  Mr.  Squire's  establishment. 
But  they  could  not  seem  to  agree  that  it  came  from  one  source,  and  the 
Mayor  and  myself  thought  we  would  go  and  see  if  we  could  not  find  out 
where  it  all  originated.     We  went  out  to  North  k  Merriam's. 

The  Chairman.  At  what  timel  A.  Wo  went  out  in  the  afternoon. 
It  was  a  very  warm,  hot  day,  and  wo  went  to  North  k  Merriam's,  and 
went  over  the  building  from  top  to  bottom,  from  the  hog- pen  to  the 
iticking-pen,  to  the  rendering-room,  and  to  every  hole  and  comer  that 
we  could  think  of.  We  failed  to  detect  that  peculiar  smell  which  assaults 
us  in  the  latter  part  of  the  niglit  and  towards  morning.  We  then  went 
to  Mr.  Squire's,  and  we  wont  through  the  same  examination  there,  from 
the  hog-pens  to  the  packinghouse,  the  sticking-pen,  and  the  slaughtcriug- 
room,  and  we  examined  everything  we  could  find,  and  we  failed  there  to 
detect  that  peculiar  smell  that  assails  us.  We  started  from  there  and 
went  out  as  far  as  Prospect  Street,  where  the  bridge  crosses  the  Fitchburg 
Boad.  Just  before  we  got  there  we  thought  that  we  smelled  something 
which  was  much  like  what  we  smelled  in  Charlcstown.  It  was  Mr. 
(yNeil's  place.  We  saw  him,  and  went  in  to  examine  his  place.  He  had 
very  large  kettles  sitting  there  that  were  open  at  the  top.  The  building 
was  very  low-studded,  and  it  was  whitewashed. 

Q,  (by  Mr,  Derby).  Did  you  notice  whether  this  was  fresh  whitewash, 
joBt  put  on  1  A.  I  could  not  say.  They  had  drawn  oflf  their  fat  that 
they  had  been  trying;  because  it  was  along  towards  six  o'clock.     They 
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told  U8  they  stopped  work  about  six  o'clock  and  commenced  in  the  morn- 
ing. We  asked  them  what  they  were  trying,  and  they  told  us  they  tried 
out  the  grease  which  they  collected  in  all  the  adjoining  cities.  They  had 
at  times  tons  of  it  on  hand.  It  was  rancid  and  maggoty,  and  smelled 
very  offensively  before  they  tried  it  out.  I  learned  that  they  started 
their  fire  some  time  along  after  one  o*clock  at  night.  They  filled  up  the 
kettles  at  once.  I  thought  that  that  was  the  worst-smelling  place  that  1 
had  been  into.  When  I  arrived  at  the  building  the  smell  seemed  to  me 
to  be  nearer  the  smell  complained  of  in  Charlestown  than  anything  we 
had  smelled  elsewhere.  We  then  went  back  again  to  the  lower  basin  of 
Ittiller's  River. 

Q.  How  many  caldrons  did  you  see  there  ?  A.  We  did  n't  go  in 
through  the  door.  I  stepped  into  it  and  saw  one.  Whether  there  were 
more,  I  could  not  say.  I  did  n't  go  around  in  the  building  to  see  how 
many  they  had.     It  was  so  offensive  that  I  did  n't  care  to  go  in. 

Q,  Did  you  see  much  of  the  grease  standing  about  1  A,  No,  sir. 
Mr.  O'Neil  was  very  candid,  and  told  us  he  l)ought  everything  he  could 
get  in  the  shape  of  grease  that  was  collected  from  house  to  house  in  the 
different  cities.  Whoever  came  there  with  it  he  purchased  it,  and,  conse- 
quently, at  times  had  large  quantities  of  it  on  hand. 

Q.  Did  Mr.  O'Neil  tell  you  that  he  commenced  trying  at  one  o'clock  1 
A.  No,  sir.  One  of  his  men  told  me  that  he  lighted  his  fires  at  one 
o'clock  at  night. 

Q,  What  did  he  go  on  to  say  1  A.  That  he  was  preparing  to  render 
this  stuff  in  retorts  similar  to  those  used,  I  think,  by  North  &  Merriam. 
He  had  got  the  building  up  and  the  machinery  in,  that  is,  his  boilers  and 
retorts. 

Mr,  Derby.   But  at  that  time  he  was  rendering  in  open  kettles. 

Mr,  Ayers,  We  left  there  and  came  down  to  the  lower  basin  of  Miller's 
River.  It  happened  to  be  low  tide.  We  went  around  the  basin  and  ex- 
amined it  to  see  if  we  could  detect  that  peculiar  smell  which  we  smelled 
in  the  morning.  We  certainly  failed  to  see  it,  or  to  find  anything  that 
reminded  us  of  the  odor.     We  then  left  and  went  home. 

Q.  What  attention,  on  that  visits  did  you  give  to  Mr.  Squire's  estab- 
lishment, sir  ?  A,  We  gave  that  as  thorough  an  inspection  as  we  gave 
to  North  <k  Merriam's.     I  think  wo  went  into  every  room  of  it. 

Q,  You  found  nothing  seriously  offensive]  A,  We  found  a  smeD 
which  was  very  disagreeable  ;  but  we  failed  to  find  that  peculiar  smelL 
One  place,  in  particular,  we  found  where  it  was  very  offensive  indeed. 
But  we  tried  the  experiment  of  stepping  back  ten  feet,  and  we  could  not 
smell  it  at  all. 

Q,  Was  that  the  room  where  they  keep  the  entrails  1  A.  Yes,  sir, 
and  where  the  blood  is  put  into  the  cart.  By  gohig  close  to  it,  it  was 
very  offensive ;  and  by  stepping  back  ten  feet  we  failed  to  smell  it  I 
think  that  completed  our  investigation.  I  afterwards  went  there  once  in 
the  night-time. 

Q,  What  was  the  result  of  your  night  visit  1  A,  It  was  some  tim^ 
during  the  month  of  July,  I  think.  I  failed,  during  that  examination,  to 
find  anything  that  reminded  me  of  the  smell  we  get  in  the  after  part  of 
the  night. 

Q,  What  places  were  visited]  A,  North  d?  Merriam's  and  Mr« 
Squire's. 
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Q,  Did  you  notice,  in  particular,  on  muggy,  close  evenings,  a  strong 
>ffal  smell  coming  up  from  the  side  of  the  Mill  Pond  ?  A,  No,  sir,  I 
lon't  know  that  I  did.  I  don't  know  that  we  have  ever  got  anything 
Tom  any  distance  that  our  people  consider  very  offensive.  They  could 
jet  over  that  pretty  comfortably. 

Q.   You  did  perceive  it  along  the  borders  1    A.   Yes,  sir. 
Q.    Pretty  strong  vapors,  have  they  not  been,  sir  1    A,   Yes,  sir. 
Q.   You  say  this  occasioned  a  great  deal  of  injury  to  the  people  of 
!]^arlestown  1    A.   It  certainly  has,  sir. 

^  Q.  And  you  have  visited  it  once  jn  the  day-time  as  Chairman  of  the 
Board  of  Health,  and  once  in  the  night-time  %  A,  1  have  been  there  a 
^reat  many  times. 

The  Chairman,  I  understand  that  the  evidence  is  that  they  lighted 
Jlieir  fires  at  certain  places  at  one  o'clock,  and  your  trouble  came  between 
twelve  and  four  or  five  o'clock  in  the  morning.  Have  you  ever,  as  Super- 
intendent of  the  Board  of  Health,  made  arrangements  for  thoroughly 
learching  for  the  cause  of  the  odors  %  A,  1  notified  the  Board  that  I 
would  have  teams  in  readiness,  and  I  gave  orders  to  our  officers  that 
when  they  smelled  that  again  at  any  time  to  notify  me,  and  we  would 
call  the  whole  Board  of  Health  to  go  out  at  any  time.  But  it  was  along 
rather  late  in  the  season,  and  we  have  not  suffered  so  much  from  the 
Btcnch  or  smell  as  in  the  earlier  part  of  the  summer. 

Q,  You  have  never  been  out,  then  1  A,  Not  after  twelve  o'clock. 
Q,  {by  Mr.  Newhall).  You  don't  describe  the  smell,  Mr.  Ayers. 
A  Well,  sir,  I  cannot.  I  imagine  if  you  should  mix  up  assafoetida,  gar- 
lic, dead  horses,  and  that  should  become  putrid,  and  should  be  mixed  with 
the  vaults  and  everything  else,  you  might  get  something  of  the  perfume 
that  we  get  in  the  morning. 

Q,  How  often  do  you  get  that  smell  1  Sometimes  once  or  twice  a 
ireek.  Sometimes  it  will  go  a. week,  and  then,  again,  we  may  get  it  once 
or  twice  or  three  times  the  next  week. 

Q,  Well,  is  there  anything  peculiar  about  the  atmosphere  on  these 
occasions  1  A,  When  the  wind  happens  to  be  right  to  waft  it  over  us  it 
may  come  in  that  direction. 

Q,  Do  you  get  it  when  the  atmosphere  is  moist  or  dry,  or  does  it  come 
with  the  wind  ?  Do  you  always  get  the  smell  when  the  wind  is  from  a  par- 
ticular quarter  1  A,  Not  always ;  but  when  we  do  get  it  the  wind  is  in 
tiiat  direction. 

C-  Did  you  never  smell  it  at  any  other  time,  when  the  wind  was  south- 
^ !  A,  \  cannot  say  that  I  did.  Generally  the  wind  is  blowing  di- 
rectly over  upon  us  from  the  west. 

Q.  (by  Mr.  Derby).  With  the  wind  blowing  from  the  west  it  would 
come  down  Miller's  River  and  across  your  Back  Bay.  Would  it  not  pos- 
sibly have  something  from  the  basin  and  something  from  your  Back  Bay 
in  it?    A.   Possibly. 

Q.  You  speak  of  having  been  there  forty  or  fifty  times.  During  these 
visits  have  you  experienced  anything  that  was  offensive,  or  that  reminded 
you  of  iti  A.  I  certainly  have  smelled  nothing  that  to  my  sense  of  smell 
Was  very  offensive.  My  father  having  been  in  the  business  for  years, 
when  I  was  a  l-oy,  it  is  not  so  offensive  to  me  as  to  a  great  many.  I  can 
Ro  into  a  glau;;!iter-house  and  stay  there  by  it  without  being  sick  or  any- 
thip;^  of  that  kind. 
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Q.  Yes,  sir ;  but  my  question  was  whether  in  your  fifty  yisits  you  have 
experienced  at  these  places  anything  that  was  ofTensive.  A.  I  cannot 
say,  sir,  that  I  did.  I  was  interested  in  the  dnunage  question  in  the 
Legislature  some  two  years  ago,  or  in  1872.  I  was  a  member  of  the 
House  at  that  time.  The  cities  of  Somerville  and  Cambridge  wished  to 
shift  the  nuisance  by  putting  their  drain  through  under  the  Boston  and 
Lowell  Railroad,  and  let  their  sewage  come  on  to  our  flatSi  which  I  con- 
sidered would  injure  the  property  of  our  people  in  that  ward.  I  was 
opposed  to  the  filling  up  of  that  basin  from  the  very  fact  that  in  case  tbej 
succeeded  in  getting  their  drainage  through  that  way  we  should  be  \x^ 
jurcd  by  it.  I  had  occasion  to  go  over  this  territory  a  great  many  times, 
and  that  was  the  time  when  I  made  these  visits. 

Cros9-ExamincUion. 

Q.  {by  Mr,  Mclntire),  I  have  not  understood  you  to  say  whether  the 
tide  affected  this  odor  in  any  way  ?  A,  Well,  I  cannot  say.  We  have 
been  assailed  constantly  by  this  smell,  and  it  has  uniformly  been  between 
the  hours  of  one  and  four  o'clock  in  the  morning. 

Q,  Well,  should  you  say  that  the  tide  had  anything  to  do  with  the 
smell  1  ^.  I  have  never  paid  any  attention  to  the  tide,  and  have  formed 
no  opinion  in  regard  to  its  effects. 

Q.  Would  you  describe  the  smell  as  rising  from  the  manufacturing  of 
something  1  A,  Well,  I  cannot  say  that  it  is.  My  impression  is  that  it 
is  an  odor  which  comes  from  some  animal  matter,  —  from  rendering,  or 
something  of  that  kind.  It  is  a  smell  which  I  have  never  smelled  before 
in  my  lifetime.     I  don't  know  what  it  is. 

Q,  What  was  the  somewhat  similar  smell  at  O'Neil's  1  Do  you  mein 
that  it  was  as  intense  as  in  Charlestown  )  A.  The  Mayor  made  the  re- 
mark, just  before  we  got  to  this  establishment,  and  I  assented  to  what  be 
said,  that  it  was  the  nearest  resemblance  to  the  smell  in  Charlestown  that 
we  had  found.  We  seemed  to  go  through  a  vein  of  it  as  it  comes  from 
this  place. 

Q.  Was  that  as  intense  1     A.    No,  sir,  it  was  not. 

Q,  But  you  say  you  could  not  make  up  your  mind  as  to  where  it  came 
from  ]     A.    No,  sir. 

Q.  {by  Mr.  Derby),  The  rendering  at  CNeiFs  was  about  over  that 
day  1    A,  Yes,  sir. 

Q.    It  was  not  then  in  active  operation  ?     A.    No,  sir. 

Q,  You  only  had  the  relics  of  what  had  occurred  1     A,  That  is  all. 

Testimony  op  Zimri  H.  Cobleigh. 

Q.  (by  Mr.  Derby),  What  is  your  occupation  and  residence)  A  I 
am  a  cutter  of  clothing,  and  my  residence  has  been  recently,  untH 
last  Monday,  No.  320  Main  Street,  Charlestown,  very  near  Hancock 
Square.  ^ 

Q.  How  far  from  Dr.  Bickford's*?  A,  About  one  half  or  one  third  of 
a  mile  farther  up. 

Q,  During  the  past  season  were  you  at  any  time  disturbed  by  disagree- 
able smells  during  the  night-time  1     A,    I  have  been,  frequently. 

Q,  What  kind  of  smells,  and  at  what  time  of  night  1  A,  Well,  I  could 
not  define  them  so  closely  as  they  have  been  defined.  I  think  I  have 
smelled  them  in  the  day-time  and  in  the  early  part  of  the  evening. 
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Q.   Have  you  ever  smelled  them  later  in  the  night  1    Up  to  what  time 

lave  you  observed  them  in  the  morning  t     A,  Well,  my  latest  time  haa 

)eeii  about  two  or  three  o'clock. 

Q,    How  often  have  you  noticed  themi    A,'  Two  or  three  times  a  week. 

Q,    Do  you  sleep  with  your  windows  open  'i     A.    I  don't  think  I  have 

lad  my  windows  open  since  a  night  in  the  middle  of.  June. 

Q.  Have  you  been  waked  up  by  them  while  sleeping  with  closed  win- 
lows  1    A.  Yes,  sir,  several  times. 

Q.  Do  you  know  the  months  ;  whether  it  was  in  June,  July,  August, 
>r  September?  A.  No,  sir.  I  got  up  once  in  June,  I  should  say,  another 
time  in  July,  and  I  should  say.  once  or  twice  from  the  last  of  July  to  the 
Srst  of  August.     I  don't  remember  any  occasion  in  September. 

Q,  Now,  if  at  any  time  you  got  up  and  attempted  to  follow  these 
smells  1     A.  Yes,  sir,  I  have. 

Q.  State  when.  A.  My  first  attempt  was,  I  should  say,  in  last  June. 
1  could  not  have  been  in  bed  more  than  an  hour  when  I  was  awakened  by 
the  smell,  and  I  got  up  and  went  down  to  the  foot  of  Lincoln  Street  to 
Canal  Street.  After  arriving  at  Canal  Street  I  turned  my  route  and  went 
lip  Canal  Street  to  near  the  old  mill,  where  a  sewer  comes  out.  I  dis- 
covered that  it  was-  low  water,  and  my  curiosity  was  somewhat  excited  to 
blow  if  it  would  smell  as  strong  from  the  other  side.  So  I  went  across 
the  milldam.     I  did  n't  get  it  so  intensely  as  I  received  it  there. 

Q.  Take  it  along  Canal  Street  and  Lincoln  Street ;  did  you  find  it 
itroDg  when  you  entered  Lincoln  Street  'I  A.  0  yes.  I  crossed  on 
this  dam  and  went  out  upon  the  Boston  and  Maine  Railroad.  After  cross- 
ing and  getting  past  the  river,  I  did  n't  smell  the  smell  so  much.  After 
getting  upon  the  railroad  I  was  somewhat  astonished  at  not  smelling  it 
•t  alL  I  had  got  beyond  it.  Then  I  passed  along  towards  Prison  Point. 
Q.  Where  did  you  go  then  ?  A.  Down  towards  Prison  Point  till  I 
came  to  the  bridge  where  the  railway  crosses  over  the  deep-water  channel. 
Q.  The  Boston  and  Maine  1  A.  Yes,  sir.  Then  I  turned  and  went 
back  again,  following  the  railroad  up  to  what  is  called  Cambridge  Street ; 
then  out  Canal  again  and  down  home. 

Q.  Did  you  encounter  the  smell  agaifi  that  night  'i  A,  1  found  it  all 
the  way  till  I  went  into  the  house. 

Q.  Where  did  you  meet  the  smell  as  you  went  north  1  A,  It  was  the 
most  intense  a  little  above  Lincoln  Street,  at  the  Point,  sir. 

Q.  And  you  did  n't  smell  again,  as  you  went  up  on  the  railroad,  till 
you  crossed  over  1    A,    No,  sir ;  not  till  I  got  into  panal  Street  again. 

Q.  Then,  if  I  understand  you,  it  was  located  on  the  Charlestown  side  1 
You  found  it  strong  as  you  came  down  Canal  Street  ?  A,  Yes,  sir ;  and 
on  Main  Street,  at  my  house. 

Q.  (fiy  a  member  of  the  Board),  When  you  went  down  towards  Prison 
Point,  you  did  n't  smell  it  1  A,  Not  on  the  westerly  side  of  the  channel 
Q.  {hy  Mr,  Derby),  Your  explorations,  then,  were  on  the  western  side 
of  Charlestown  and  the  easterly  side  of  Somerville  1  On  the  one  side 
you  found  the  smell,  and  on  the  other  you  did  n't  1  A,  Yes. 
t^  Q'  Now  tell  us  if  there  was  any  other  occasion  when  you  made  ex- 
plorations by  night.     A.  Yes  ;  soon  after. 

Q,  State  when  that  was,  and  what  you  found.  A,  It  was  similar  to 
the  first,  with  the  exception  of  crossing  the  dam.  I  went  down  to  Prison 
Point,  to  the  junction  of  the  Boston  and  Maine   and  Fitchburg,  and 
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went  up  that  way.  I  found  it  so  disagreeable  crossing  the  dam  the  first 
night  tliat  I  would  not  try  it  again.  It  was  dangerous.  I  went  down 
to  Prison  Point  and  followed  the  Boston  and  Maine  up  from  the  junction 
OS  far  as  the  old  milldam  again. 

Q.  Now  state  what  you  found  on  that  night  A.  I  found  it  similar, 
as  the  wind  was  blowing  in  the  same  direction. 

Q.   Which  way]    A,    In  a  westerly  direction. 

Q.  What  did  you  experience  on  the  Boston  and  Maine  Railroad  1 
A.  Nothing  more  than  what  you  would  experience  at  any  time  of  day, 
going  along  there  ;  the  smell  of  dock  mud.  Nothing  of  those  odors  we 
get  on  the  other  side. 

Q,  You  walked  on,  then,  as  far  as  the  dam?  How  did  you  get  hornet 
A,    I  came  back  over  the  same  ground  that  I  went  over  going  up. 

Q.  Make  a  contrast,  if  you  please,  between  the  smells  on  the  dam  near 
the  Boston  and  Maine  Railroad  —  if  there  were  any  —  and  those  upon 
Canal  Street,  if  there  were  any.  A,  I  don't  know  as  I  could  give  you  a 
correct  comparison. 

Q,  I  want  you  to  state  whether  it  was  very  strong  or  not ;  represent 
it  according  to  your  recollection.  A,  My  idea  was  that  it  was  like  a  privy 
vault.  , 

Q.  And  that  you  experienced  on  Charles  Street  1  -4.  On  Canal  Street 
and  along  on  Main  Street ;  anywhere  west  of  the  basin. 

Q,  And  that  was  of  a  nature  that  you  did  n't  find  on  the  other  side 
or  on  the  Boston  and  Maine  Railroad  ?     A,    No,  sir. 

Q,  You  noticed  these  smells  in  your  house  when  the  windows  were 
closed  ]  They  found  their  why,  1  think,  sufficient  to  wake  you  t  Wen 
any  of  your  family  disturbed,  beside  you  1     A,    Yes,  sir. 

Q.  Who  did  they  wake  ?  A.  My  wife.  Oftentimes,  before  we  made 
a  practice  of  closing  the  windows,  she  got  up  and  closed  them. 

Q,  On  the  night  in  question,  when  you  went  out,  did  it  disturb  your 
family  1     A,   Yes ;  she  got  up,  and  I  got  up  and  went  out. 

Q.  Did  they  affect  you  to  sickness?  A.  Not  particularly  so.  My 
boy  asked  mo  to  ^o  down  on  the  wharf  and  fish  with  the  other  small 
boys.  I  told  him  I  would  investigate  the  place  the  first  time  I  got  oat 
early.  That  night  I  went  down  with  him — this  was  between  six  and  seTen 
o*clock  —  to  the  sewer  I  have  spoken  of  That  is  planked  over  where 
they  stand  and  fish  at  high  water.  I  experienced  ^a  smell  there  that  I 
thought  was  pretty  powerful ;  enough  so,  that  my  son  turned  away  and 
said  he  was  sick.  I  lit  a  cigar  and  went  down  and  undertook  to  look  io. 
But  it  was  too  powerful  for  me,  and  I  went  back  to  the  house. 

Q.  Was  he  sick  at  his  stomach?  A,  Not  enough  to  vomit.  He 
complained  of  its  making  him  sick. 

Q.  Any  other  .observations,  sir,  you  have  made,  or  conclusions  you  ha^ 
come  to  with  regard  to  it  ?  A.  I  have  observed  one  peculiarity  at  the  out- 
let of  this  sewer.  There  are  more  or  less  of  cobble-stones  lying  along 
there  on  the  flats,  for  perhaps  four  or  five  rods.  I  noticed  one  peculiarity, 
that  these  stones  were  white,  out  as  far  as  the  sewer  water  ran.  I  have 
asked  the  question  of  several,  why  the  stones  should  have  been  whitened. 

Q.   Did  you  ascertain  ?    A,   No,  sir  ;  I  did  n't  ask  any  scientific  man. 

Cross-ExamincUion, 

Q.  (by  Mr.  McIrUire).  You  live  on  the  low  ground,  don't  you  1  .i.  On 
Main  Street. 
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Q.  It  is  a  low  part ;  not  anywhere  near  as  high  as  up  near  the  Monu- 
ment 1  It  is  a  low  part  of  the  city,  near  Canal  Street  1  A,  It  runs 
parallel  with  Canal  Street. 

Q.  You,  if  I  understand  you,  have  only  smelt  the  sewer  smell  %  A,  1 
lay  it  ^  that,  sir. 

Q.  Have  you  ever  smelt  any  odor  that  reminded  you  of  rendering 
any  fats  %    A.   \  never  smelt  anything  that  had  that  resemblance. 

Q.  {by  a  member  of  the  Board),   Was  the  tide  always  low  when  you 

smelt  these  disagreeable  smells  1    A.  One  Saturday  night  I  think  the  tide 

was,  perhaps,  an  hour  from  low  or  flood  tide.     At  other  times  at  low  tide. 

Q,   Was  it  veiy  bad  that  night    A.   I  think  the  most  intense,  or  as 

much  so  as  I  ever  smelt  it. 

Q.   Were  the  flats  covered  1    A,   No,  sir. 

Q,  Was  the  sewer  mouth  1  A.  No,  sir,  I  don't  think  it  was  covered 
till  there  had  been,  well,  three  or  four  hours*  flood  tide. 

Q,   You  never  smelt  this  smell  there  at  high  tide  ?    A,   No,  sir. 
Q,    Ever  been  there  at  high  tide  ?    A,   Yes,  sir. 
Q,  {by  Mr,  McIrUire),   You  said  you  never  smelt  the  rendering  smell  at 
all  1    A.    1  never  have. 

Q.  What  is  the  name  of  the  bone-boiling  establishment  on  Canal 
Street  ^    A.    1  could  not  tell. 

Q.    Do  you  know  whether  there  is  one  1    -4.    I  do  not. 
Q.   Never  smelt  anything  from  that  %    A,   1  don't  think  I  have. 
Q,  (by  Mr,  Derby).   Were  your  observations  made  at  low  tide  1    A,  All 
bat  once. 

Q.   Was  that  the  Saturday  night  1    A,   That  was  on  Saturday  night. 
Q,  (by  a  member  of  the  Board),   Do  you  say  that  was  the  night  when  the 
jsadl  was  the  worst,  when  the  tide  was  coming  in  1    A,  That  was  as  bad. 
Q,  (by  Mr,  Derby).   With  regard  to  any  change  of  residence,  was  it 
connected  with  this  subject  ]    A.  Yes. 

Q,  Why  did  you  change  "i  A,  I  told  the  man  I  would  not  live  there 
if  he  would  give  mo  a  house. 

Q,  Have  you  extended  your  investigations  so  far  as  to  go  to  Mr. 
Squire's  establishment  and  look  into  that  1    A,    Yes,  sir. 

Q,  Did  you  experience  any  such  smell  there  as  on  the  nights  you  have 
iDentioned  I  A.  I  don't  think  there  was  anything  that  had  a  resem- 
blance to  the  smells  we  got  on  Main  Street. 

Q,  (by  a  member  of  the  Board),  What  led  you  to  go  there  1  A,  I  went 
<mt  of  curiosity. 

Q,  Your  curiosity  seems  to  have  been  satisfied  before  1  A.  Every  one 
ttOQiid  seemed  to  lay  it  to  Squire,  so  I  thought  I  would  investigate  his 
place. 

Q.  Have  you  been  there  at  night  1  A,  It  was  in  the  evening  I  made 
Ae  visit. 

Q.  (by  Mr,  Derby).  BecoUect  the  state  of  the  tide  at  that  time  1 
A.  No,  sir,  I  do  not. 

Q.  Do  you  know  whether  on  the  night  you  went  there  there  was  any 
imell  on  the  Charlestown  side  1  -4.  I  did  n't  detect  any.  I  went  from 
my  house  up  Main  Street.     I  did  n't  catch  any  smell. 

Q,  (by  a  member  of  the  Board),  When  you  visited  Squire's  establish- 
ment, did  you  visit  any  other  1    A,  No,  sir,  I  never  have. 

Q.  Did  n't  you  suppose  there  were  others  there  1  A,  Conversation 
seemed  to  centre  on  this  one. 
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Testuiokt  op  Jaoob  Abbott. 

Q,  (by  Mr,  Derby).  You  are  one  of  the  City  Goyemment  of  Boston  1 
A.   Yes,  sir,  one  of  the  Common  CounciL 

Q.    In  what  part  of  the  city  do  you  reside  t    A.    In  the  west  part. 

Q.   On  what  street  1    A.   I  reside  on  Minot  Street. 

Q,    Near  Brighton  t    A.  No,  it  runs  from  Leyerett  Street  to  Lowell 

Q.    You  are  on  the  western  side  of  Leyerett  Street  t    A.    Yes,  sir. 

Q,  Haye  you  been  connected  with  a  wharf  which  runs  down  near  the 
foot  of  Poplar  Street  %    A.   Yes,  sir,  I  haye  a  wharf  there. 

Q,  {by  a  member  of  the  Board),  What  is  your  business  t  A.  Wood 
and  coal. 

Q.  (by  Mr,  Derby),  I  will  inquire  of  you,  sir,  whether  you  recolleet 
the  building  of  that  wharf,  the  filling  in  of  it  t    A,   Yes,  sir. 

Q.  As  a  boy  you  were  familiar  with  it  t  A,  Yes  ;  I  was  quite  yoQn(^ 
though. 

Q.  Was  it  at  that  time  carried  out  to  deep  water  1  A,  Yes,  the  first 
time  it  was. 

Q.  Whatyessels  at  first,  sir,  could  come  to  the  wharf  t  What  dranglit 
of  water )  A,  When  Mr.  Adams  owned  it  he  neyer  used  to  limit  it  to 
depth  ;  twelve  or  thirteen  feet. 

Q.  How  long  ago  was  that,  sir  t  A.  Well,  I  should  say  it  was  about 
twenty  years  ago  that  Mr.  Adams  had  the  wharf. 

Q.  What  yessels  can  go  to  it  now,  sir?  It  has  been  extended,  ca^ 
ried  out  still  farther  ]  A,  Yes,  sir.  I  dare  n*t  venture  to  warrant  ofer 
nine  and  a  half. 

Q.  Whetlier  the  flats  have  risen  out  for  any  distance  beyond  the  end 
of  the  wharf  1  Whether  they  come  up  now,  sir,  above  the  watffi 
A,  When  the  tide  runs  out  very  low,  they  will  appear  a  hundred  feet 
beyond  my  wharf. 

Q.  I  will  ask  you,  sir,  whether  there  were  any  flats  beyond  the  wharf 
when  it  was  first  built  1     A.  No,  sir,  it  went  to  low-water  mark. 

Q.  How  far  has  the  original  wharf  been  carried  out  1  -4.  I  could  not 
state,  sir  ;  a  number  of  feet. 

Q,  Go,  if  you  please,  to  the  foot  of  Poplar  Street ;  did  the  flats  rise  80 
as  to  bury  the  sewer  1     A,   They  did,  sir. 

Q,    Were  they  offensive  to  the  neighborhood  1     A,  Very  offensive. 

Q,  Subject  of  great  complaint  1  A.  Those  who  live  on  Allen,  Popltf» 
and  streets  in  that  neighborhood  found  great  fault. 

Q.  Did  it  become  necessary  to  change  the  drain,  and  was  it  done! 
A*  It  was  first  dug  out  by  the  dredging-boats  we  have  for  that  purpose 

Q.  Well,  did  it  continue  1  A.  I  think  in  about  two  years  it  filled  up 
two  feet.  They  changed  it  then,  and  ran  it  down  Livingston  Street 
through  Charles  Street. 

Q.  I  will  ask  you  whether  the  smell  had  become  offensiye  so  that  peo- 
ple coming  on  your  wharf  complaiued  of  it  1  A,  Yes,  yery  often  thflj 
wanted  to  know  what  it  was  that  smelt  so. 

Q,  You  have  found  this  accumulation  going  onl  A,  Yes,  all  d« 
time. 

Q.  Did  your  observations  extend  over  the  distance  from  Craigie'> 
Bridge  to  the  West  Boston  Bridge ;  you  are  part  way  between  thetiil 
A,  I  never  have  taken  much  notice  above  Mr.  Warren's  wharf;  thatii 
at  the  foot  of  Allen  Street^  just  at  the  Hospital. 
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.  Q,  From  Warren's  Wharf  towards  Craigie*s  Bridge  how  is  it  1  A,  It 
las  been  increasing  all  the  time.  Mr.  Warren  has  not  so  much  water  by 
;wo  or  three  feet  as  ten  years  ago. 

Q,  Then,  sir,  the  effect  .of  the  sewers  is  to  raise  the  flats  1  A,  I 
Lscribe  it  to  the  sewers,  sir. 

Q.  They  are  rising  now  up  above  the  surface  of  the  water,  and  are 
>fiensiye  to  the  smell,  and  becoming  more  so.  It  leaves  a  deposit  there 
kt  the  mouth  of  the  sewers.  It  has  closed  one  so  thev  have  had  to  put 
t  into  Livingston  Street.  How  is  that  now,  sir  1  A,  It  was  entirely 
closed  this  morning. 

Q,  The  mud  is  up  to  the  top  of  the  sewer  1  A,  Yes,  so  that  it  bub- 
bles up  to  get  out. 

Q.  And  thus  it  is  a  source  of  unpleasant  odors,  which  come  up  from 
itt     A,   Yes,  that  is  what  I  lay  it  to. 

Q.  {by  the  Board),    Is  this  deposit  all  mud  ]    A.   Yes. 

Q,  Is  it  material  from  the  sewers  1  A,  That  is  what  I  should  ju<lge 
it  came  from  ;  it  is  very  soft. 

Q.  Does  the  keel  of  a  vessel  displace  it )  A,  1  should  think  it  made 
a  bed  six  feet  high,  when  a  vessel  lay  there  with  a  load  of  coal. 

Q.  ipy  Mr.  Derby),  Is  the  bottom  hard  in  that  neighborhood  ]  Was 
it  originally  1  Was  the  wall  built  upon  a  ledge  1  A,  There  was  a  ledge 
some  few  feet  below. 

Q,  A  part  of  the  wharf  is  laid  upon  that  ledge  and  hard  bottom  1 
JL  I  could  not  tell,  sir.  I  was  too  young.  I  know  those  q^  the  wharf 
next  to  me  have  bored  for  the  ledge  and  found  it. 

CroB^-Examination, 

Q.  (by  Mr,  Mclntire),  Did  you  hear  Professor  Horsford  testify  that 
the  tides  brought  in  a  certain  amount  of  matter  ]    A,    No,  sir. 

Q,  Have  you  smelt  any  smells  on  Minot  Street  in  the  night  ?  A,  No^ 
air. 

0.  (5y  Mr,  Derby).   You  are  below  Craigie's  Bridge  1    A.   Yes,  sir. 

Testimony  op  John  H.  Rapp. 

Q.  (by  Mr.  Derby).  You  have  been,  and  still  continue,  in  the  employ 
of  Mr.  Squire)    A.  Yes,  sir. 

Q,  Have  you  undertaken  and  been  sent  to  make  investigations  as  to 
the  killing  of  swine  in  the  city  of  New  York  1    A.   Yes,  sir. 

Q.  What  is  your  occupation  1  -4.  I  take  charge  of  the  bacon  depart- 
Beat. 

Q.  You  have  been  in  Mr.  Squire's  employ  some  time?  A.  About 
fcor  years. 

Q.  I  will  inquire  whether  in  the  month  of  October  you  were  sent  to 
the  city  of  New  York  to  ascertain  the  localities  and  the  number  in  which 
Bwine  are  killed  1  A.  1  went  there  on  a  little  business  for  myself,  and 
Mr.  Squire  suggested  that  I  should  look  these  places  over,  and  see  what 
I  eould  discover  as  to  the  amount  of  business  thoy  did.  In  my  travels 
through  the  city  I  perceived  a  general  inclinaliuu  upon  the  part  of  the 
proprietors  of  the  establishments  I  visited  to  have  everything  kept  in  the 
cleanest  and  neatest  possible  manner,  and  this  was  apparently  the  chief 
of  the  Health  Board,  —  if  we  except  the  necessity  of  havmg  appli- 
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ances  attached  to  their  tanks  for  the  purpose  of  destroying  offensive  gases 
or  odors  that  might  emanate  frpm  the  same.     In  some  houses  there  m 
nothing  but  a  pipe  leading  from  the  top  of  the  tank  to  the  furnace  be- 
neath the  boiler  where  the  gases  were  said  to  be  consumed.     This  was 
the  case  with  Messrs.  Beckstein,  Kreiger,  Crtine,  Sager,  Spaulding,  Cleve- 
land, Marshall,  and  others,  and  those  gentlemen  represented  it  as  answer- 
ing all  requirements.     In  other  houses  there  was  different  apparatos, 
those  principally  used  being  Bond's  Deodorizer,  the  Turner  apparatus, 
and  Lockwood  and  Everett's  patent     In  a  number  of  cases  the  tanka 
were  blown  off  either  in  the  river,  in  large  vats  of  cold  water,  or  in  the 
open  air.     Messrs.  Tobey  and  Booth,  who  render  about  85,000  pounds  of 
tallow  per  week,  have  the  Turner  apparatus  attached  to  their  tallow-tank, 
but  blow  off  their  lard-tanks  into  the  river.     Mr.  W.  McNiel  lias  three 
tanks,  renders  about  85,000  pounds  of  tallow  per  week,  and  uses  the 
Turner  apparatus.     The   Butchers'   Hide  and  Melting  Association  have 
three  tanks,  render  about   120,000  pounds  of  tallow  per  week,  and  ex- 
hairst  and   condense  the  steam  through  the  application  of  river-water, 
which  is  showered  upon  it  in  its  passage  through  a  large  close  tank,  from 
which  it  is  conducted  to  a  point  below  low-water  level.     I  will  here  state 
that  the  Secretary  of  the  Association  showed  me  a  p>ermit  from  the  Board 
of  Health,  in  which  they  ordered  them  to  exhaust  and  condense  as  above. 
Joseph  Schwarzchild  has  two  tanks,  renders  about  60,000  pounds  of  tal- 
low per  week,  uses  the  Lockwood  and  Everett  patent.     The  section  of 
the  city  known  as  the  Twentieth  Ward  has  the  largest  number  of  slaugh- 
tering, rendering,  and  packing  establishments.     The  area  is  about  513 
acres,  and  the  population  75,407,  —  nearly  twice  that  of  the  city  of  Co^h 
bridge.     In  it  there  are  eight  slaughterers,  who,  at  the  time  I  visited 
them,  were  killing  an  average  of  7,400  hogs  per  day.     They  use  seventeen 
tanks,  and,  with  the  lard,  render  about  28,000  pounds  of  tallow  dailj. 
The  establishments  are  quite  close  together;  in  fact^  do  not  occupy  a 
space  of  more  than  60,000  square  feet.     Scattered  through  this  same 
ward  we  find  ten  rendering  and  cutting  houses,  using  twenty  tanks,  and 
handling  from  2,000  to  2,500  hogs  per  day.     There  are  also  a  number  of 
open  kettles,  which  I  did  not  note  particularly.     On  Miller's  River  there 
are  three  slaughterers,  killing  about  2,700  and  cutting  about  1,800  h(^  " 
per  day,  and  employing  but  sixteen  tanks  and  nine  open  kettles  in  the 
rendering  process.     In  the  Ninth  and  Sixteenth  Wards  of  New  Yoik  we 
have  a  population  of  95,359  in  about  540  acres.     There  are  ten  packing- 
houses, cutting  1,895  hogs  per  day,  and  using  eighteeif  tanks.     In  the 
Tenth  and  Seventeenth  Wards  there  are  only  about  540  acres,  with  a  dense 
population  of  136,778  people.     Here  we  find  ten  packing-houses,  cutting 
1,525  liogs,  and  using  fifteen  tanks.     There  are  other  houses,  scattered    ^ 
through  tlio  other  wards,  cutting  from  25  to  1,000  hogs  per  day.     With* 
the  map  there  is  a  key  which  will  give  the  amount  of  business  done  bj 
each  firm.     Before  concluding  I  would  like  to  mention  the  fact  that  there 
are  a  great  number  of  beef  slaughter-houses  which  I  did  not  note. 

Q.  This  business  you  say  is  carried  on  in  a  populous  and  fashionable 
part  of  the  city  1  A.  Fifth  Avenue  Hotel  is  near  by.  The  St.  James  and 
Hoffmann  Houses  are  somewhat  nearer. 

Q.    Does  Broadway  touch  the  ward  1    A.    It  runs  through  it,  sir. 

Q.  A  great  deal  of  tallow,  beside  the  swine,  is  rendered  in  this  ward! 
A.  Yes,  120,000  pounds  per  week,  and  they  do  nothing  more  than  Mr. 
Squire  used  to  do.     They  condense  the  steam. 
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Q.  Mr.  Squire  baa  given  up  the  tallow  in  his  establishment  1  A,  Yes, 
Umg  ago. 

Q.   Confines  himself  to  pure  lard )    A,   Yes,  sir. 

Q.  These  things  are  carried  on  in  a  manner  that  is  satisfactory  to  the 
City  Board  of  Health  1  J!.  I  inquired  about  that,  and  they  said  they  had 
Dot  been  troubled  since  they  had  got  rid  of  the  places  where  the  putrid 
meat  was  rendered.  I  have  been  in  one  place  where  they  were  blowing 
Dff  a  tank,  and  not  fifteen  feet  from  the  place  were  half  a  dozen  women 
Diaking  dresses.     They  were  blowing  into  the  open  air. 

Q.  Do  they  continue  this  through  the  summer  1  A.  Yes,  they  do 
more  business  in  the  summer-time  than  they  are  doing  now. 

Cross-Examination. 

Q.  (by  Mr,  Mclntire).  How  many  feet  from  the  place  were  the  women 
when  they  were  blowing  oflF  steam  1    A.   Not  more  than  fifteen  feet. 

Q,    How  many  of  them )    A,    More  than  half  a  dozen. 

Q.  You  think  they  were  blowing  off  the  tank  in  the  open  air.  Was 
there  no  smell  ?  A,  No,  sir,  I  don't  think  there  is  any  smell  from  pure 
fresh  lard. 

Q.  {by  a  member  of  the  Board),  Where  is  the  putrid  meat  and  fat  ren- 
dered in  New  York  1  -4.  I  don't  know.  They  stopped  the  New  York 
Bendering  Company  from  using  the  boat. 

Q.  (by  Mr,  Mclntire),  How  long  have  you  been  in  the  employ  of  Mr. 
Squire  1     A,   About  four  years. 

Q.  Since  that  time  have  you  known  them  to  blow  off  the  tanks  into 
the  open  air  t    A,   Yes. 

Q,   Till  when  1    A,   Within  two  years  and  a  half,  I  think. 

Q,  Did  you  never  find  anything  offensive  there  1  A.  No,  sir.  I  found 
the  air  purer  there  at  any  time  than  it  is  in  this  room  at  the  present  moment. 

Q,   Ifow  when  the  tanks  were  blown  off  1     A,   Nothing  very  offensive. 

Q,   Did  you  detect  any  scent  at  all  1    A.    There  is  that  steam  scent. 

Q.  Within  two  years  and  a  half  have  not  they  occasionally  blown  off 
m  the  open  air  '\    A,   1  don't  know  that  they  have. 

Q.  You  would  not  swear  that  they  had  not  ?  A,  No,  sir,  I  have  kept 
HO  date. 

Q.  Since  this  apparatus  has  been  connected  with  the  close  tanks,  have 
yim  known  them  to  blow  off  into  the  open  air  t    A.   No. 

Dr,  Derby,  On  the  day  of  the  last  hearing,  something  having  come 
lip  in  the  testimony  of  one  witness  with  regard  to  the  custom  of  slaugh- 
teing  during  the  summer  in  the  city  of  New  York,  and  slaughtering  at 
si§^ty  I  telegraphed  to  the  Superintendent  of  Health,  asking  what  was  the 
Antom,  and  under  what  restrictions  the  slaughtering  was  carried  on.  His 
iBiwer  is  as  follows  :  — 

"The  slaughtering  of  swine  is  conducted  by  the  river-side  during  the 
Aimmer,  at  night,  under  the  surveillance  of  the  sanitary  inspector." 

This  morning  I  received  the  following  letter :  — 

Bureau  op  Sakitart  iHSPECrioif,  Hkat.th  Departmeht, 
No.  301  MoTT  Strkkt,  New  York,  Dec.  10, 1878. 

Dr.  Gbobge  Derby  :  Dear  Doctor,  —  In  addition  to  my  telegram  of 
yesterday,  I  would  say  that  the  slaughtering  of  swine  in  this  city  is  con- 
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flood  to  limits  bounded  by  39th  and  41st  Streets,  and  adjoiniDg  the 
North  River.  This  section  forms  a  part  of  what  is  known  as  the  "  nui- 
sance district/'  a  name  perhaps  more  expressive  than  classical  During 
the  summer  months  a  special  inspector  is  patrolling  this  district  day  and 
nighty  calling  frequently  at  the  slaughtering  and  rendering  houses,  and 
other  places  where  animal  matter  is  utilized.  The  slaughtering  of  swine 
during  the  warm  weather  is  commenced  early  in  the  evening,  and  contin- 
ued for  two  or  three  hours,  according  to  the  market.  The  animals  are 
landed  so  near  the  places  of  slaughtering,  that  there  is  no  necessity  of 
driving  through  the  streets.  We  are  indulging  the  hope  that  before  long 
we  shall  have  the  entire  business  of  slaughtering  and  the  allied  occapa- 
tions  reduced  to  something  like  your  own  excellent  system. 

Very  truly,  E.  H.  Jakbi. 

Adjourned. 

Letter  from  the  Superintendent  of  St.  Luke's  Hospital  in 

New  Youk. 

Mr.  Mclntire.  I  desire  to  read  and  file  in  the  case  the  following 
letter  from  Dr.  Barnard,  the  Superintendent  of  St  Luke's  Hospital 
in  New  York,  to  Mr.  A.  W.  Hastings,  which  he  received  yesteiday. 
Dr.  Barnard  says :  — 

"  Dear  Sir,  —  In  reply  to  yours,  I  beg  to  inform  you  that  St  LukA 
Hospital  is  situated  on  Fifth  Avenue,  and  not  on  Tenth  Avenue,  as  joa 
supposed.  Yet,  notwithstanding  its  central  location,  the  inmates  biTi 
often  been  disgusted  by  the  terrible  scents  arising  from  the  fetid  ren* 
deriug  establishments  upon  the  North  River.  Since  they  have  been 
abolished,  we  have  not  been  troubled.*' 


NINTH    DAY. 

Monday^  D««eiab«r  15,    1873. 

Testimony  op  John  H.  Rapp  (recalled). 

Q,  (by  Mr,  Derby).   You  testified  on  the  day  of  the  last  session  1 
A.  Yes,  sir. 

Q.    I   will   inquire   whether  you   have   since    been    to    New  YoA^ 
-4.  Yes,  sir. 

Q.    Did  you  see  I)r.   Barnard,  the  assistant  superintendent  at  St 
Luke's  Hospital  1     A.   Yes,  sir. 

Q.  Did  you  ascertain  from  him  anything  in  regard  to  these  offensit^ 
smells,  and  if  so  tell  us  what  it  is.  A.  I  went  to  Dr.  Muhlenburg  fint» 
and  he  referred  me  to  Dr.  Barnard,  the  assistant  superintendent  He 
told  me  he  judged  the  smells  came  from  the  other  side  of  the  establisb- 
ment  (St.  Luke's  Hospital).  He  also  informed  me  that  they  had  a  bone- 
boiling  establishment  on  the  other  side.  He  also  told  me  he  had  smelt 
the  rendering  from  putrid  matter  ten  miles  up  the  river. 
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Q,   What  kind  of  putrid  matterl    A,   Dead  horses  and  rendering-grease. 

Q,  Did  you  go  to  the  establishments  at  40th  Street,  where  the  ren- 
dering is  done  1    ^    It  is  done  away  with  there,  now. 

Q.  What  is  done  with  it  t  A,  They  sent  them  down  to  the  island, 
ten  miles  away. 

Q.  Well,  sir,  has  the  smell  been  relieved  by  stopping  that  establish- 
ment t  A.  I  made  special  inquiry,  and  they  said  no  smell  was  there 
since  they  had  been  done  away  with. 

The  Chairman,  They  told  you  they  had  n't  smelt  anything  at  all ) 
A.  They  could  n*t  say  when  this  boat  had  stopped  trying,  but  they  had 
smelt  them  for  a  long  time. 

Q.  {by  Mr,  Derby),  They  did  not  say  they  had  not  smelt  them,  but 
that  they  had  not  for  a  long  time  experienced  them  1    A,   Yes,  sir.   ' 

Q,  And  you  ascertained  that  this  establishment  had  been  broken  up  1 
A.  Yes,  sir. 

The  Chairman,  Do  I  understand  that. Dr.  Barnard  of  St.  Luke's  Hos- 
pital said  that  he  had  n*t  smelt  these  smells  for  a  long  while  1    A,  Yes,  sir. 

Q,   How  longi    A.   He  said  he  had  n't  smelt  them  since  summer. 

Q,  {by  Mr,  Derby),  There  is  none  of  that  grease-rendering  done  in  the 
city  now)    A,   None  that  I* could  find  out. 

Q.  Did  you  ascertain  in  regard  to  the  killing  in  summer  and  winter  1 
A.   Yes,  sir,  they  kill  summer  and  winter.        ^ 

Q,  You  have  been  there  during  the  summer  and  winter,  and  know  that 
het  t    A.   Yes,  sir,  I  have  been  there  early  on  Sunday  afternoon. 

Q,   How  early  in  the  afternoon  )    A,   Between  three  and  four  o'clock. 

Q.  How  late  do  they  kill  1  A,  That  is  according  to  the  demand  in 
the  market. 

Q.  Do  they  kill  into  the  night  1  A.  If  the  demand  requires  it  they 
kill  along  to  twelve  o'clock. 

Q,  I  would  inquire  whether  the  rendering  establishments  for  ren- 
dering fat  are  scattered  about  in  New  York  in  different  wards  in  various 
parts  of  the  city  1    A,  Yes,  sir.  ^ 

7*he  Chairman,  That  is  admitted  by  all  hands. 

Mr.^  Derby,  One  of  the  witnesses  stated  that  they  were  mostly  in  the 
Twentieth  Ward. 

The  Chairman,  That  was  explained  the  other  day,  and  it  is  imneces- 
lary  to  pursue  it  further. 

Mr,  Derby.   That  is  all  right.     I  won't  go  over  it  again. 

Q,  (by  Mr.  Derby),  What  is  the  extent  of  the  business  in  New  York  t 
A  I  found  that  ftx)m  the  1st  of  May  to  the  30th  of  September,  in  the 
Twentieth  Ward,  they  killed  444,300  hogs,  and  I  also  found  out  that  the 
New  York  Rendering  Company  (Turing  the  epizootic  disease  rendered 
2,100<lead  horses. 

Q,  Did  you  ascertain  any  other  facts,  sir?  A,  I  ascei*tained  that 
they  had  twelve  tanks  on  this  rendering-boat,  and  when  they  were  in 
operation  160,000  pounds  of  material  were  used  up  on  the  boat  daily. 

Q,  I  will  ask  you  again  if  there  is  any  fact  within  your  knowledge  1 
A,   Not  that  I  am  aware  of. 

Q.  1  would  inquire  whether  the  fertilizers  are  manufactured  in  New 
York  at  these  establishments  1    A.   Not  that  I  am  aware  of. 
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Q.  (by  a  member  of  the  Board).   What  is  done  with  the  oflU  1    A.  It 
18  teamed  awaj,  given  to  a  party  to  make  fertilizera  of. 

Q,    Is  it  teamed,  or  carried  on  the  riyer  t     ^    It  ia  teamed. 

Croii'txaminedL 

Q.  {by  Mr.  Mclntire).   When  did  you  go  to  New  York  1    A.  Fridiy 
night. 

Q.    And  you  saw  Mr.  Barnard  ?    A,   Yea,  sir. 
Q.   And  he  says  he  is  not  troubled  with  these  bad  smells  t    A.  That 
is  what  he  told  me. 

Q.    Don't  you  know  that  this  rendering-boat  has  not  run  for  fife 
months  %    A.    \  know  that  it  has  run  within  five  months. 

Q.   That  is  a  positive  statement,  is  it  1    A.    1  know  that  they  ran  it 
over  to  the  Jersey  shore,  and  they  stopped  it  there. 

Q.  How  long  since  they  ceased  rendering  on  the  Jersey  shore  1    A.  I 
don't  know. 

Q,    And  they  got  the  smell  from  Jersey  %    A.   Yes,  sir. 
Q,   And   you  know   that   they  have   rendered  within  five  months! 
A.    I  know  what  they  say. 

Q.    Did  you  go  to  Tobey  &  Booth's  t    A.   I  did. 
Q.    Did  you  find  them  killing  )     A.   They  don't  kill  on  Saturdays. 
Q.   Was  everything  sweet  round  there  1     A.    Everything  was  as  sweel 
as  a  nut. 

Q.  Were  there  any  hogs  round  there  1  A.  They  don't  kill  on  Satiff- 
days. 

Q.  What  time  were  you  there  ^  A.  1  was  there  from  nine  to  tea 
o'clock  in  the  morning. 

Q.   Did  you  go  to  Crane's  1    A,   They  were  doing  nothing  there  or  it 
Wood's  place.    At  Tobey's  they  were  engaged  in  filling  tanks  with  tallow. 
Q.   Did  you  go  to  Davis  &  Strand's  1    A,  No,  sir. 
Q,    Or  to  McNeil's  ?    A,    No,  sir. 

Q,  Your  principal  object  in  going  to  New  York,  then,  was  to  ascerUin 
the  number  of  hogs  slaughtered  there,  and  to  see  Mr.  Barnard  1  .4.  N(^ 
sir  ;  I  went  to  see  .him  while  there. 

<?.  Where  these  places  are  is  surrounded  by  business  places  rather 
than  dwellings  1  A.  Not  altogether ;  there  are  some  dwellings  on  Tentli 
Avenue. 

Q.    That  is  after  you  get  away  some  distance  1     -4.    No,  sir. 
Q.    Is  the  space  around  there  within  three  or  four  blocks,  filled  with 
business  places,  and  very  thickly  settled  1     A.   Yes,  sir.     The  dwelling 
houses  begin  at  Eleventh  Avenue,  probably  about  seven  hundred  fxf^ 
from  the  slaughter-houses. 

Q.   What  class  of  dwellings  are  thejr  1    A,   Mostly  poor  people. 
Q.   Within    three    blocks   it  is    almost    exclusively    business-plaoei* 
A,  There  are  very  few  business- places  around  those  slaughter-botiseB. 

Q.   Did  you  see  any  member  of  the  Board  of  Health  while  you  wer« 
there  '\    A.    I  did  not. 

Q,   Did  you  make  any  attempt  to  ]    A.   1  did  not. 
Q,   Did  you  go  to  any  other  place  besides  those  you  have  mentioned* 
A.    I  wont  to  Charles  White's,  in  Fortieth  Street. 

Q.  What  kind  of  a  place  is  that  %  A,  k  slaughtering  establisbmei^^ 
for  hogs. 
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Q,  None  of  these  places  were  running  t  A,  They  were  not  running 
Saturday  morning. 

Ttic  Chairman,  Do'  I  understand  that  none  of  these  establishments 
were  running  Saturday  morning  1  A,  None  of  them  were  running. 
They  very  seldom  kill  on  Saturdays.  They  kill  on  Sundays  for  Monday's 
trade. 

Q,  (hff  Mr.  Derby),  How  large  an  area  is  occupied  by  these  establish- 
ments 1    A,   About  an  acre  and  a  half. 

Q.   For  all  these  establishments  ]     A,   Yes,  sir. 

Q,  Does  their  land  extend  farther  than  that  ]  A,  There  are  hog- 
yards  there,  but  that  is  the  property  of  another  company. 

Q,  So,  altogether,  you  speak  of  only  thirty  acres  devoted  to  this 
purpose  1    A,   That  is  all,  sir. 

Q,  Are  there  not  some  inns  or  hotels  close  to  this  place,  where  people 
put  up  at  1    A,  There  is  the  Allerton  House. 

Q.   That  is  close  by  t    A.   Right  next  to  them. 

Q,  And  beyond  that,  one  or  two  blocks  off,  commence  the  houses  1 
A.  Yes,  sir. 

Q.  Inferior  houses  first,  and  superior  houses  a  little  way  off  1  A,  Yes, 
sir. 

Q.  ifiy  a  member  of  the  Board).  Was  the  rendering  continued  on  the 
Jersey  shore,  or  entirely  abandoned  %  A,  It  is  now  abandoned.  They 
broke  their  contract  with  the  Board  of  Health  somehow  or  other ;  and 
they  used  to  come  with  the  boat  and  get  the  dead  horse,  carry  it  off,  and 
render  it  beyond  the  jurisdiction  of  the  Board  of  Health. 

Q,  (by  Mr,  Mclntvre),  This  boat  is  the  old  Oceanus,  that  used  to  run 
to  Providence,  is  n*t  it  1    A.   It  looks  like  one  of  those  boats. 

Q.  They  come  down  to  the  foot  of  Fortieth  Street,  and  take  away 
their  stuff  1  A.  They  don't  come  there  now.  Other  parties  have  con- 
tracted to  take  it  away. 

The  Chairman.  It  seems  to  mo  this  is  entirely  irrelevant ;  but  I  want 
to  ask  this  one  question,  What  is  that  matter  carried  down  thirty  miles  t 
and  why  was  it  ordered  carried  away  1  A.  It  is  dead  hogs,  goats,  horses, 
and  dogs,  and  was  ordered  carried  away  because  it  was  a  nuisance. 

Q,  (by  Mr,  Derby),  Was  it  the  general  grease  of  the  city  1  A,  Yes, 
air. 

Q.  {by  a  member  of  the  Board),  It  is  the  offal  of  the  city  taken  down 
there  by  team  1    A,   Yes,  sir. 

Q.  (by  Mr.  Derby),  As  to  the  difference  between  the  smell  of  rendering 
grease  and  the  smell  of  the  fat,  how  distinct  is  the  smell  1  Is  it  marked 
or  not  'i    A,   1  should  say  it  was  considerably  so. 

Q.  As  to  how  much  difference,  whether  you  can  distinguish  the  smell 
at  a  distance )  A,  One  of  the  physicians  told  me  at  St.  Luke's  Hospital 
that  he  could  smell  it  at  a  distance  of  ten  miles  up  the  river. 

Testimony  op  Michael  B.  Crowe. 

Q,  (by  Mr,  Derby).  Have  you  been  employed  at  the  establishment  of 
John  P.  Squire  &  Co.  1     A.   Yes,  sir. 

Q.  In  what  capacity,  sir  1  A.  Foreman  of  the  lard  and  sausage  de- 
partment. 

Q,  Have  you  charge  of  the  engine,  or  does  not  that  extend  to  you  1 
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Q.   The  water  falls  out  bj  the  trap  1    A,  Yes,  air. 

Q.   What  is  the  object  of  the  lime  t    A.   To  purify  the  gas. 

Q,  That  is  perfectly  plain  except  one  point,  —  the  separation  of  the 
water  from  the  condensation  of  the  gas  t  ^.  I  should  have  said  that  Ib 
by  a  covered  tube  leading  from  the  trap. 

Q,   What  is  that  fori    A,   This  is  in  case  of  any  escape  from  it. 

Q.    From  the  condensed  water  1    A.   Yes,  sir. 

Q,  Now  in  that  cylinder  (3)  are  horizontal  lines,  —  do  they  represent 
water  or  coil  ]     A.    They  represent  water. 

Q.   The  coil  is  not  in  that  cylinder  at  all  1    A.   No,  sir. 

Q.  After  the  water  passes  through  those  coils,  that  is  a  kind  of  re- 
serve gas  and  condensed  water]     A,   Yes,  sir. 

Q.  {by  Mr,  Derby),  In  practice,  whether  there  is  any  probability  of  an 
escape  of  gas  from  this  machine  that  can  give  offence  to  any  onet 
Jl    No,  sir ;  there  is  no  escape  that  can  give  offence  to  any  one. 

The  Chairman.     Where  is  the  gas  carried  1     A,    Under  the  boilers. 

Q.  {by  Mr,  Derby),  Under  the  fire  and  over  the  coals,  the  blaie  going 
upl     A,   Yes,  sir. 

Q,  (by  a  member  of  the  Board),  Is  n't  it  possible  that  the  gas  can  go 
through  into  the  chimney  without  being  consumed  %  A.  1  don't  see  hov 
it  could. 

Q.  I  should  like  to  ask  how  much  pressure  there  is  on  this  circular  tank 
(3)  aflcr  the  gas  passes  the  coil  1    A.   I  don't  know  how  much  there  ii. 

Q.  How  much  height  of  water  is  there  in  the  trap  (3)  1  A,  About  a 
foot  and  a  half. 

Q,  Then  of  course  there  could  n't  be  pressure  enough  to  force  the 
water  out )    A,   This  water  is  supposed  to  be  left  in  there  all  the  time. 

Q,  (by  Mr.  Derby),    Is  the  gas  all  consumed  ?     A,  It  is. 

Q.    No  smell  escapes  from  it  1    A.    No,  sir. 

7^he  Chah^ian,  What  proof  is  there  of  that  except  your  opinion' 
A,  Nothing,  except  that  the  men  who  have  been  there  can't  smell  any- 
thing. 

Q,  (by  Mr.  Derby),  Is  that  the  usual  method  of  consuming  themt 
A,    It  is,  aud  I  am  satisfied  that  it  is  all  consumed. 

Q,  (by  a  member  of  the  Board).  You  don't  get  any  offence  from  i*» 
A.    No,  sir. 

Q.  (by  Mr,  Derby).  Does  it  blaze  and  light  as  it  goes  in  ]  A.  \  can*t 
see  it,  but  you  can  light  it  and  it  will  blaze. 

Dr.  Derby.  As  the  gasoline  mixes  with  it,  of  course  it  is  a  question 
whether  it  is  all  consumed. 

Q.  (by  Mr,  Derby),  There  is  a  pipe  outside  in  the  yard  where  it  can 
be  seen  1  A,  It  is  carried  into  the  boiler-rooms,  and  it  appears  that  the 
gas  has  all  been  consumed. 

Q.  (by  a  member  of  t/ie  Board),  Do  I  understand  that  you  can't  colle^ 
that  gas  after  it  is  consumed  %  A.  No,  sir ;  we  touch  it  with  a  light  and 
find  it  bums  splendidly. 

Q,  (by  Mr,  Derby),  And  from  that  blaze  does  there  any  smell  come* 
A.   No,  sir. 

7^he  Chairman,  It  is  only  your  opinion  generally,  or  is  there  wT 
chemical  experiment  to  show  that  it  can't  be  smelt  1  A,  No,  sir ;  ^ 
never  smelt  it. 

Q,  (by  a  member  of  the  Board),  You  touched  the  light  to  them  vA 
did  n't  smell  anything  1    A,   No,  sir. 
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Q,  (by  Mr,  Mclntxrt).  Did  you  ever  smell  this  when  it  was  n't  burning  1 
A.  Yes,  sir. 

Q,   How  did  it  smell  then  ]    A,   It  smells  pretty  hard. 

Q,    Pretty  rough,  as  it  is  described,  is  n't  it  1     A,   Yes,  sir. 

Q,   There  is  no  b^imer  on  top  of  the  pipe,  near  the  boiler  1    A.  Yes,  sir. 

Q.  Did  you  ever  know  that  to  be  uncocked  by  mistake  ^  A,  1  know 
it  has  never  been. 

Q.  It  is  so  arranged  that  you  let  it  offi  A,  It  is  so  arranged  that  we 
can  try  it. 

Q.  Do  you  know  that  these  gases  will  bum  from  gasoline '{  A,  1  never 
tried  them.     I  understand  that  thev  will. 

Q.  Do  you  understand  tliat  they  will  bum  by  touching  a  light  to  them  t 
A.   I  understand  that  they  will. 

Q,  Do  you  know  how  much  gasoline  there  is  in  that  tank  there) 
A.  About  half  a  barrel  in  the  tank,  —  it  would  not  make  any  difference 
as  to  a  few  gallons. 

Q,  How  do  you  know  when  that  is  exhausted  ]  A.  We  try  it  every 
day. 

Q.  How  long  does  it  take  to  use  it  all  up )  A.  It  sometimes  takes 
three  or  fouj-  weeks. 

Q.  How  much  of  the  tank  is  not  filled  when  you  put  in  this  half-bar- 
rel t  A,  This  tank  holds  about  two  barrels.  We  put  about  half  a  barrel 
into  it,  —  sometimes  a  little  more. 

Q,  Now  tell  us  whether  the  gas  passes  through  the  gasoline  or  whether 
it  passes  over  it.  A,  This  is  the  gasoline  tank  hero  (5).  The  gas  passes 
into  the  bottom  of  the  gasoline  tank.  A  perforated  grate  near  the  bottom 
lets  the  gas  go  up  through  it.     We  fill  the  tank  (5)  about  a  third  full. 

Q,  What  prevents  that  gasoline  from  coming  up  into  the  pipe) 
A.    The  gas  works  right  up  through. 

Q.   Where  is  the  gasoline  tank  1    A,   At  the  bottom. 

Q.  Does  the  gasoline  come  into  the  pipe  partially  1  A.  It  could ; 
yes,  sir.' 

<?.    What  is  to  prevent  it  from  coming  in  there  1    A.   The  pressure. 

Q.  Well,  there  is  to  be  a  certain  amount  of  pressure  in  order  to  mix 
this  gas  with  the  gasoline  1    A,   Yes,  sir. 

Q.  From  what  is  that  pressure  derived  1  A.  From  the  force  of  the 
•team. 

Q.   But  that  is  condensed,  is  n't  it  1    A.    It  is. 

Q.   The  water  is  to  bo  warm  1     A,    Yes,  sir. 

Q.  (by  Mr.  Derby),  The  water  that  comes  from  the  tank  is  warm  t 
j4.    Yes,  sir. 

Q,  (by  Mr,  Mclntire),  But  it  is  supposed  to  cool  when  it  passes  through 
the  eleven  hundred  feet  of  pipe  ;  and  now,  if  the  water  is  condensed  how 
do  you  get  pressure  to  drive  it  through  the  gasoline  tank  1  It  passes,  as 
I  understand  it,  through  the  coil  into  the  trap,  then  it  rises  and  passes 
through  these  to  shelves  covered  with  lime,  —  now,  how  do  you  get  yo^vc 
pressure  in  order  to  drive  it  through  the  shelves  1  -4.  I  don't  know  that 
it  requires  any  pressure. 

Q,  Well,  does  n't  it  fill  the  pipe  ?  A,  We  fill  this  pipe  back  here 
which  has  gasoline  in  it. 

Q.  Well,  if  that  pipe  is  filled,  how  are  you  to  get  these  gases  through 
it  t    A.   This  pressure  would  drive  it  through. 
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Q.  I  don't  understand  that  there  is  any  pressure  to  it.  Is  there  a 
pressure  1  A.  There  is  a  pressure  ;  it  must  be  when  thej  are  bloving 
off  steam. 

Q,  When  those  gases  are  passing  off  there,  do  you  mean  to  sav  that 
there  is  pressure  there  1    A.   Yes,  sir,  I  know  there  is  ;  I  have  tried  it 

Q,  Well,  now,  what  would  be  the  result  if  jou  let  those  gas^  run  off 
in  the  furnace  when  you  put  fresh  coal  on  1  A,  If  you  light  that  gas  it 
would  bum  right  along.     It  bums  itself. 

Q,  Now,  what  is  the  object  of  putting  it  over  the  coals  1  ^.  In  case 
the  gas  would  work  off  altogether  there  would  be  nothing  to  start  it 

Q,  I  want  to  know  whctlier,  or  why  that  is  run  imder  the  boiler,  if  it 
will  bum  independently  of  itself  when  it  is  run  over  the  fire  1  ^.  The 
reason  is,  that  it  will  stiirt  right  there  ;  you  don*t  have  to  be  there. 

Q,  There  are  some  places  in  the  establishment  where  gas  has  to  be 
burned  all  night  1    A.   Yes,  sir. 

Q.  Why  is  n*t  this  gas  used  to  illuminate  those  portions  of  the  estab- 
lishment if  it  will  burn  so  well  1    A,   They  have  not  attempted  it 

Q.    Is  there  any  place  where  it  can  be  used  as  illuminating  gas  t 

Mr.  Derby,    Suppose  they  were  not  rendering,  it  would  go  out  then. 

Q,  (by  Mr,  Mclntire),  Would  not  this  gasoline  bum  independently  and 
of  itself  without  the  admixture  of  these  gases  1    A.  No,  sir,  it  would  not 

Q,  It  requires  an  admixture  of  other  gases  to  make  it  bum  1  ^  ¥«% 
sir.     I  have  tried  it  and  I  am  sure  of  it. 

Mr,  Derby,  There  would  be  no  gas  coming  out  of  the  gasoline  unkai 
some  pressure  was  upon  it. 

Q,  (by  Mr,  Mclntire).  Well,  what  is  the  outlet,  compared  with  the  in- 
let, where  it  runs  in  and  where  it  runs  out  1  how  do  the  apertures  com- 
pare inside  ?    A.    They  are  the  same  size  and  about  the  same  height 

Q.  Not  the  height,  but  the  size  1  A,  The  hole '  is  two  inches  and  a 
half  in  diameter. 

Q,   And  the  w^ater  keeps  filling  up  to  that  neck  ]     A.   Yes,  sir. 

Q,  How  full  will  that  trap  get  with  water  1     A.  Al)out  one  third  full 

Q,   Does  it  never  get  any  higher  1     A.    No,  sir. 

Q.    How  do  you  know  that  ]    A.    1  know  it  will  run  off. 

Q,  Is  n^t  there  such  a  thiug  as  when  it  gets  so  full  the  water  will  ran 
off]    A.    No,  sir. 

Q,   You  never  knew  of  that  to  happen  1     A,    No,  sir. 

Q.  Well,  now,  how  long  has  it  been  since  that  trap  was  put  in' 
A.    That  trap  was  put  in  last  week. 

Q.  What  kind  of  a  trap  did  you  have  before  last  week)  A,  We  had 
a  trap  about  four  inches  in  diameter. 

Q.  What  is  the  size  of  that  one  1  A,  About  three  feet  and  a  ban 
high  by  two  and  a  half  in  diameter. 

Q.  What  did  you  have  there  before  a  week  ago  ]  A,  We  had  a  trip 
something  similar  to  it. 

Q.    You  did  n*t  have  any  receiver  before  1     A.    No,  sir. 

Q.  Did  you  have  any  receiver  at  all  before  that  was  put  in  ]  A,  Yei» 
sir  ;  we  had  a  trap  similar  to  that,  about  four  and  a  half  inches  in  diaJB* 
eter,  and  about  two  and  a  half  feet  high. 

Q.  Do  you  think  that  that  took  care  of  all  the  gases  1  -4.  I  think  i* 
did. 

Q,   Well,  from  your  own  knowledge  do  you  think  that  that  receive 
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that  was  there  before  this  took  care  of  all  the  gases  and  passed  them  off 
without  trouble  1    A.    Yes,  sir. 

The  Chaimtan,  How  large  is  this  present  one  ?  A,  It  is  three  and  a 
half  feet  high  and  two  and  a  half  feet  in  diameter ;  the  other  one  was 
four  and  a  half  inches  in  diameter  and  two  feet  high.' 

Q,  {hy  Mr,  Mclniire),  Was  the  other  one  made  similar  to  this) 
A,   It  was  made  just  like  this,  only  smaller. 

Q,  How  lai^e  was  this  pipe  then )  A,  It  was  two  feet  then,  and 
now  it  is  three  and  a  half  feet. 

Q,  Is  there  any  connection  between  this  pipe  and  the  old  onel 
A,  This  came  up  so  it  could  go  right  out  into  the  air;  the  water  had  to 
go  right  from  the  top  of  this  (3),  —  right  there.  It  came  from  the  top  of 
the  trap,  right  to  the  end  of  the  tank. 

Q,  Where  did  it  run  into  %  A,  It  ran  out  into  the  air.  We  had  it 
so  we  could  try  it. 

Q.   Is  there  any  place  where  you  can  try  it  t    A,    No,  sir. 

Q,  What  was  the  object  of  putting  it  there  ?  A.  Parties  would  go 
and  look  at  it  and  see  it. 

Q,    Have  you  had  charge  of  this  from  the  beginning  t    A,   Yes,  sir. 

Q,  Did  you  ever  try  the  experiment  whether  you  tsould,  by  putting  on 
pressure,  blow  off  the  gases  through  this  tank  so  rapidly  that  they  would 
not  become  condensed  and  would  come  down  in  the  form  of  steam  1 
A.  No,  sir ;  so  long  as  you  keep  the  water  cold. 

Q,  Did  you  ever  know  of  steam  coming  out  from  the  farther  end 
there  instead  of  gas  1    A.  Never  knew  of  it. 

Q.  Do  you  think  it  is  possible  to  have  it  done  if  you  let  it  all  on  fast  1 
Can't  it  be  done  in  that  machine  %  A,  1  don't  think  it  could,  sir,  by 
keeping  the  water  cold. 

Q,  But  is  it  not  a  fact  that  if  it  goes  through  too  rapidly,  the  water 
warms  in  there  %    A.  We  never  bloW  it  off  in  that  way^ 

Q,  How  do  you  blow  it  off?  Tell  me  that.  A.^  We  open  that  cock 
a  little  at  a  time. 

Q,  Well,  then,  when  you  run  the  machine  you  don't  let  that  on  in 
full  force  t    A,   Yes,  sir. 

Q,   You  have  to  open  it  gradually,  just  turn  it  a  little  t    A.  Yes,  sir. 

Q,  Now  can  you  tell  us  what  the  result  would  be  if  that  was  let  right 
on  in  full  strength  1  A*  The  result  would  be  it  would  condense  it  just 
the  same.     It  would  blow  it  right  through. 

Q.  Then  you  say  if  it  was  open  to  its  full  extent,  the  same  result 
would  happen  as  now  ]    A,  Yes,  sir. 

Q,  How  long  does  it  take  to  blow  off  the  tank  ]  Al,  About  an  hour. 
When  we  blow  it  off  we  open  it  wide  open. 

Q,  You  do  occasionally  open  the  tank  ]  A,  Yes,  sir,  when  wo  blow 
off  in  the  morning. 

Q,  (by  Mr.  Derby).  What  time  in  the  morning]  A.  From  six  to 
eleven  o'clock.  . 

Q.  {by  Mr.  Mclniire).  Do  those  gases  bum  when  you  blow  them  off  1 
A.    Yes,  sir. 

Q.  And  you  think  there  is  no  different  result  when  you  blow  off  as 
usual,  and  permit  it  to  blow  off  with  full  force  1     A.   Yes,  sir. 

Q.  Who  was  the  fireman  on  the  night  of  the  Slst  of  July  ]  A.  A 
man  named  Jordan  had  charge  of  it. 
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Q.   Who  is  the  engineer  1    A,   His  name  is  Richings. 

Q,   Where  is  he  now  ] 

Mr.  Derby.    At  your  service  ;  you  can  have  him  if  you  wish  it 

Q.  (by  Mr.  Mclntire).  Was  there  any  fireman  there  that  evening! 
A,    No,  sir;  not  that  evening. 

Q.  Is  there  any  other  fireman  who  has  had  charge  of  this  apparatus 
who  is  not  now  employed  in  the  works  1     A.    Not  that  I  know  of. 

Q.  Can't  you  think  1  Would  n't  you  know  if  it  was  so  I  You  have 
charge  of  the  apparatus,  would  n't  you  know  whether  there  is  any  one 
not  employed  there  now  ]  Has  n't  there  l>een  some  one  there  that  there 
was  some  difficulty  between  him  and  Mr.  Squire,  and  he  has  since  leftt 
A.   Not  that  I  know  of. 

Q.    You  would  know  of  it  if  it  had  happened  1     A.  Yes,  sir. 

Q.  Was  not  there  a  man  whom  they  thought  burnt  up  too  much  coalt 
A,    I  don't  know. 

Q.  And  you  say  Richings  had  charge  of  it  that  night  1  A,  Yes,  sir; 
I  think  he  had. 

Q.  When  the  committee  were  there  how.  was  that  gas  let  off,  partiaUj 
or  to  its  full  extent  1  A.  All  that  night  we  did  not  have  steam  enough, 
and  we  opened  it  clear  open.  We  did  not  have  steam  enough  to  force  it 
through. 

Q.  Then  your  idea  of  this  apparatus  is  that  there  must  be  a  continual 
pressure  from  the  tank  to  the  fire  in  order  to  force  the  gases  through! 
Do  you  say  that  there  must  be  a  continual  pressure  from  the  tank  to  the 
apertures  where  the  gas  is  consumed,  in  order  to  bum  the  gas  or  send 
M  through  1     A.  The  expansion  of  the  gas  would  drive  it  through. 

Q.    When  cold  1     A.    Yes,  sir. 

Q.  When  the  gas  itself  is  cold  it  will  force  its  way  through  %  A,  Ye^ 
sir. 

Q.  On  the  night  of  the  Slst  where  did  that  refuse  pipe  lead  to,  where 
the  water  runs  oflTI     A.    Under  the  slaughfer-house. 

Q.    And  then  discharged  on  the  flats  ]     A.    Yes,  sir. 

Q.  Did  you  notice  any  scent  that  night,  or  could  n't  you  telH 
A.  The  scent  that  night  was  from  under  the  tanks.  It  was  opened 
every  few  minutes  to  see  if  the  gas  went  through. 

Q.  Now,  is  n't  there  some  danger  of  this  water  drawing  off  the  gaeee 
down  there,  having  the  gas  run  down  upon  the  river  and  upon  the  flats) 
A.    No,  sir. 

Q.  Is  n't  there  danger  of  the  siphon  drawing  off  the  water  so  rapidly 
that  it  would  draw  the  gases  with  it  ]     A.  No,  sir. 

Q.  You  never  knew  that  to  happen  1     A.    No,  sir. 

Q.  Before  that  receiver  was  put  in,  and  the  smaller  one  was  there,  wis 
there  any  danger  from  such  gas  1     A.    No,  sir,  I  don't  think  there  was. 

Q.  Don't  think  then  that  the  water  would  draw  off  the  gas  1  A  Yfli» 
sir. 

Q.  And  you  don't  know  why  this  large  receiver  was  put  in* 
A,  Merely  because  they  would  have  more  body  of  gas.  It  was  an  i©* 
provement  on  the  other  one. 

Q.  On  that  night  of  the  31st  of  July  you  say  you  let  on  the  steam  in 
full  force  1     A.    Yes,  sir. 

Q.  How  long  was  it  before  it  was  closed  on  that  evening  1  When  was 
the  cock  closed,  if  you  remember  ]    A.    That  evening  we  were  ruunin? 
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one  of  those  tanks.  Mr.  Turner  spoke  to  mo  to  hold  back  the  gas  until 
the  gentlemen  of  the  Board  came  there.  I  was  running  off  gas  at  the 
time,  and  come  to  hold  it  back  it  threw  the  steam  into  those  two.  There- 
fore we  did  n't  have  any  gas  there. 

Q,  I  asked  you  how  long  that  cock  was  turned  on  that  night  so  as  to 
let  the  gas  through  1     A.  We  left  it  on  till  we  got  steam  enough  to  run  it. 

Q.   After  that  what  did  you  do  1    A.    We  closed  it  partially. 

Q,    How  long  was  it  open  partiall}'  that  night  1     It  was  open  all  night. 

Q.   Was  n't  the  burner  put  out  Ixsfore  the  committee  left  ]    A.    No,  sir. 

Q,  It  was  burning  there  when  they  left  1  A,  Yes,  sir,  it  was  burning 
all  night  as  long  as  there  was  any  gas. 

Q,  Have  n't  you  known  the  water  to  get  hot  about  this  coil  1  A,  It 
got  hot  that  night  when  they  were  there.  That  was  on  account  of  the 
tide  being  low.     Since  that  we  use  Fresh  Pond  water. 

Q.    Have  you  ever  known  it  to  get  hot  since  then  1     A.   Yes,  sir. 
'    Q.   How  many  times  1    A,   Twice. 

Q,  What  is  the  effect  when  the  water  does  get  hot  t  A.  It  don't 
condense  as  well  when  it  is  hot 

Q,  Well,  what  is  the  effect  on  the  fire  when  the  water  is  hot,  —  what 
ia  the  effect  at  the  opening  of  the  pipe  under  the  fire  ?  ^  It  blows 
through  the  steam. 

Q,  Then  you  have  seen  the  steam  blow  throygh  1  A.  No,  sir ;  I 
should  judge  that  it  was  so. 

Q.  Well,  the  twice  that  it  did  get  hot,  what  was  the  effect  1  A,  We 
■hut  it  off. 

Q,    How  do  you  know  that  the  water  is  hot  1    A,   Simply  by  testing  it. 

Q,  And  you  did  n't  discover  any  change  by  the  working  of  the  appara- 
tus, —  that  the  water  was  hot  1    A,    No,  sir. 

Q.  I  ask  you  again  what  is  the  effect  over  the  fire  at  the  end  of  the 
pipe  when  the  water  in  this  tank  is  hot  ]  Of  coiu-se,  the  water  is  con- 
densed in  the  steam-pipe ;  what  is  the  effect  over  the  pipe  1  A  It 
does  n't  burn  so  much  gas. 

Q,   Does  it  burn  at  all  ?    A,   Yes,  sir. 

Q.  Don't  you  know  that  the  water  is  hot  by  this  fiame  going  out  t 
Ain*t  your  attention  drawn  to  it  by  the  fact  of  the  flame's  going  out  ? 
Ain't  that  a  fact  t  A.  No,  sir.  I  look  after  that  myself  and  have  a  man 
to  look  after  it 

Q,    Did  youever  know  of  the  flame  going  out  at  the  end  ]     A.    No,  sir. 

Q.  On  the  night  of  the  31st  of  July  it  did  n't  bum  at  alii  A.  1  was 
only  running  this  tank.  I  was  told  to  save  three  tanks  against  when 
they  came.     That  was  the  reason  that  we  did  n't  get  any  flame. 

Q.    What  time  was  that  1     A.    About  half  past  eight  o'clock. 

Q.   At  that  time  you  were  not  making  any  gas  I    A,    We  were  making 

onlv  one. 

» 

Q.    Well  then,  there  was  no  flame  at  that  time  1    A.   No,  sir. 

Q.  Have  n't  you  known  that  thing  to  occur  since  then  1  A.  No,  sir. 
It  will  occur  when  we  don't  have  steam  enough  on  the  tanks.  The  way 
it  occurred  that  night  was,  it  drew  steam  from  the  tank  and  drew  them 
back  into  the  other  tanks. 

Q.  Now  don  t  you  know  that  when  that  water  becomes  hot  the  steam 
does  n't  condense  ]    A.    I  know  it  can't  condense. 

Q.   Yety  with  the   pressure   that  you  have   in  the  tank,  driving   it 
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through  this  tank,  won*t  it  drive  the  Bteam  right  through  this  appantust 
A.    No,  sir. 

Q,  The  steam  would  pass  right  off  through  this  pipe  rather  than 
through  this  pipe  1  ^  Of  course,  if  we  get  pressure  enough  it  would 
pass  right  through. 

Q,  Did  you  ever  know  of  this  getting  clogged  there  1     A.   No,  sir. 

Q,   Did  you  over  know  of  any  clogging  of  this  pipe  here  t    A,  No,  sir. 

The  Chairman,  Do  you  ever  notice  the  fire  with  reference  to  that 
establishment  ]  Is  the  fire  ever  influenced  by  that  establishment,  —  that 
apparatus  ?  Is  the  fire  ever  diminished  or  increased  or  altered  in  the 
least  by  the  influence  of  that  apparatus?    A,   0  yes,  sir. 

Q.    How  often  do  you  see  it  influenced  t    A,   When  we  are  ranning. 

Q,   You  notice  it,  do  you.     A,   Yes,  sir. 

Q,  Is  it  ever  diminished  under  the  influence  of  that  apparatnat 
A.   Well,  we  have  it  so  — 

Q.  But  we  want  you  to  answer  the  question  directly,  —  is  the  fire  erer 
diminished.     A,   No,  sir. 

Q,    Is  it  ever  increased  1    A,   Yes,  sir. 

Q.  How  is  it  increased  1    A,   By  its  burning. 

Q.  Is  the  heat  more  powerful  1  A,  Yes,  sir.  When  it  is  bumiog  it 
is  increased. 

Q,  (by  Mr.  Mclniire),  Do  you  make  any  difference  in  the  qnantitj  of 
fuel  burned  now  from  that  which  you  burned  before  this  apparatus  was 
put  in?  Is  there  any  more  fuel  burned  in  the  boilers  than  before  I 
A,    It  burns  about  the  same,  of  course. 

Q,  But  I  am  speaking  of  the  quantity  of  fuel.  A,  I  don't  know  d 
any  difference  in  fuel. 

Q.   You  say  this  tank  is  filled  with  air  %    A,   Yes,  sir. 

Q,   Where  does  it  come  in  1    A,    Right  there. 

Q,    Where  does  it  run  off?    A.    It  flushes  out  there. 

Q,  Is  that  water  kept  running,  or  do  you  simply  fill  up  the  tank  and 
keep  watch  over  it  1     A,    It  is  kept  running. 

Q.  {by  a  member  of  the  Board).  You  think  this  gas  would  bum  if  not 
mingled  with  the  gasoline  ?     A,    I  think  it  would. 

Q,  You  never  tried  it  yourself?  A,  No,  sir.    Mr.  Turner  said  it  would. 

Q,  Do  you  observe  any  difference  in  the  brilliancy  of  the  flame  finom 
the  apparatus  at  different  times  1     A,   No,  sir. 

Q.    You  observe  no  difference  ?     A.    No,  sir. 

Q.  You  have  stated  that  you  have  observed  no  difference  ;  you  have 
also  stated  that  the  condensing  apparatus  has  been  hot  several  times, ^ — 
does  it  make  any  difference  ?  You  said  that  the  condensing  apparatus  ii 
of  no  use  ?  .  -4.   0  no.    As  a  general  thing  that  water  in  there  is  keptcold- 

Q.  But  if  it  is  n't  kept  cold,  that  does  n*t  make  any  difference  ?  J.  I* 
the  water  gets  hot  it  don't  condense  it. 

Q.  What  effect  does  it  have  under  the  boiler  if  the  water  gets  hot? 
A.    We  get  gas. 

Q,   There  is  no  steam  there  at  all  ?    A.    No,  sir. 

Q.  Then  this  condensing  apparatus  is  of  no  use  ?  ^.  I  don't  meaB 
to  say  that. 

Mr.  Mclntire.  I  understood  him  that  its  effect  would  be  to  blow  it  O" 
out  into  the  water. 

Q.  (by  a  member  of  the  Board),     If  the  gas  does  n't  blow  off,  whtf« 
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does  it  go  1  A.  It  goes  out  through  the  water  if  the  condensing  appara- 
tus is  cool  enough. 

Q,  {by  Mr,  McItUire),  I  bave  been  requested  to  ask  you  whether  there 
was  any  such  receiver  there  on  the  night  of  the  3 1  st  of  July.    A.  There  was. 

Q,   You  are  sure  of  that )    A,   1  am. 

Q.  In  the  little  apparatus  there  was  a  receiver  of  that  kii\d,  with  a 
simple  siphon  t    A,   Yes,  sir. 

Q,  That  is,  take  that  tank  right  out  and  that  gas  passes  right  off ;  do 
you  know  of  any  other  machine  like  that  1  A,  No,  sir ;  that  is  the  only 
machine  of  that  kind  that  I  have  seen. 

Q.  (by  a  member  of  the  Board).  The  pipe  which  I  see  leading  from  the 
receiver  for  the  condensed  water  to  throw  off,  —  where  is  that  discharged  1 
A.   That  goes  into  the  tide.  • 

Q.  I  want  to  know  the  point  at  which  it  is  discharged.  A.  It  runs 
into  the  channel. 

Q.  Has  it  run  into  the  channel  from  the  beginning  %  A.  No,  sir ;  we 
ran  it  for  a  month  or  six  weeks  under  the  slaughter-house. 

Q.    How  was  it  on  the  3l8t  1    A,   It  was  nm  under  the  slaughter-houses. 

Q.  Well,  if  it  was  discharged  upon  the  flats  at  low  water  or  high  tide, 
on  the  31st  of  July  t  A.  When  those  gentlemen  were  there  the  tide  was 
out.     It  was  discharged  upon  the  flats. 

Q.  Have  you  ever  perceived  a  disagreeable  smell  from  that  condensed 
water  on  the  flats  1    A,    1  never  have. 

Q.  Never  at  any  time  received  any  disagreeable  odor  from  that  con- 
densed water.     A,  No,  sir. 

Q,  (by  another  member  of  the  Board),  This  tank  (1)  contains  what  kind 
of  material  ?  Is  the  rendering  material  in  this  tank  fresh  lard  %  A.  Yes, 
sir. 

Q,  Suppose  you  should  open  this  gas-pipe  after  it  has  passed  through 
the  condenser,  would  it  be  a  bad  smell  ?    A.   Yes,  sir. 

Q.   Even  if  the  lard  were  fresh  ?    A,  Yes,  sir. 

Q,  {by  Mr,  Derby),    Is  it  leaf-lard  or  trimmings  1     A,   Trimmings. 

Q,    Leaf-lard  is  rendered  in  open  kettles  ]    A,   Yes,  sir. 

Q,  {by  a  member  of  the  Board),  Af^er  the  gas  becomes  cool  then  it  be- 
comes offensive  ?  A,  Yes,  sir.  When  it'is  hot,  blowing  right  into  the  room, 
I  have  known  men,  working  right  there  in  the  room,  say  it  was  not  offensive. 

Testimony  of  William  G.  Carson. 

Q,  (by  Mr,  Derby),  You  are  employed  at  Mr.  Squire's  t  A,  Yes,  sir. 
I  am  acting  superintendent. 

Q,  Now,  tell  me  what  are  your  duties  ^  A,  I  have  general  charge  of 
the  works. 

Q,  What  hours  are  you  on  duty  ]  A,  From  seven  in  the  morning  till 
late  in  the  evening. 

Q,    How  late  at  night  ?     A.    The  time  varies  from  six  to  nine  o'clock. 

Q,  By  nine  o'clock,  then,  your  duties  are  discharged  1  A,  Generally 
they  are  ;  but  sometimes  I  am  there  later. 

Q.  Through  the  night,  sometimes?  A,  Not  during  the  night,  sir; 
but  at  times  I  have  had  occasion  to  be  there  as  late  as  midnight. 

Q,  Have  you  had  any  charge  of  this  machhiet  A,  I  think  I  am 
familiar  with  it. 
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Q.  Have  you  seen  that  machine  before  1  Jl.  I  have  seen  a  machine 
on  this  same  principle  as  late  as  five  years  ago. 

Q.  You  saw  this  machine  at  the  time  i^  was  started  1  J.  I  saw  it 
withiu  three  months.     Since  the  first  of  September,  I  have  seen  it  daily. 

Q,  Will  you  please  state  how  it  operates  and  how  any  deleterions  odor 
can  escape  from  it  1  A.  I  will  say,  first,  that  that  square  tank  (2)  is  filled 
with  a  running  stream  of  cold  water.  That  is  the  preparatory  arrange- 
ment. 

T/ie  Chairman,    Do  T  understand  that  it  gets  hot  sometimes  1 

Mr.  Derht/.    Mr.  Carson  will  explain  whether  it  gets  hot.  * 

Witness,  That  tank  contains  eleven  hundred  feet  of  pipe  surrounded 
by  cold  water,  constantly  renewed  during  the  operation  of  condensing. 

Th$  C/tainnan,  Does  it  become  hot,  or  keep  cool  1  A,  It  cannot  be 
kept  hot  when  constantly  renewed  by  cold  water. 

Q.  {hy  Mr,  Derby),  Did  you  make  this  drawing  yourself  1  A.  Yes, 
sir.  The  drawing  on  the  lefl  represents  the  rendering-tank.  The  outlet 
of  the  pipe  at  the  top  carries  off  the  waste  steam  in  the  latter  part  of 
the  openition ;  but  in  the  earlier  part  of  the  operation  it  carrier  it  off 
in  connection  with  the  gas  which  rises  during  the  primary  part  of  tbe 
operation  of  steaming  lard.  That  is  how,  when  the  gas  passes  off  duriog 
the  latter  part,  there  is  very  little  gas  lefL  As  it  passes  through  the 
eleven  hundred  feet  of  pipe,  the  steam  becomes  condensed  into  water, 
passes  down  into  this  receiver  (3),  which  is  essentially  a  trap,  a  mod- 
ification or  change  from  the  former  trap  which  was  there  when  this  ap- 
pamtus  was  put  in  this  past  week. 

Q.  {by  Mr.  Mclntire),  You  know  only  from  what  you  learn  %  A.  Yei^ 
sir. 

Mr.  McTntire.    That  is  n't  testimony. 

Witness,  I  have  direct  information  that  it  was  put  there  from  the  man 
who  did  it.  This  receiver  or  trap  receives  water  in  the  condensed  form, 
and  allows  the  discharge  of  the  gas  into  the  lime  purifier  (4),  from  which 
the  gas  passes  into  the  gasoline  tank  (5),  by  which  the  gas  becomes  further 
charged  with  gasoline,  and  the  gas  from  there  passes  over  the  fire  and  is 
consumed  (6).  The  water  which  is  condensed  passes  through  this  doubl* 
trap,  the  scption  of  which  is  relieved  by  this  small  pipe  and  passes  it  into 
the  channel. 

Q.  (by  Mr.  Derby),    You  found  it  running  in  September  1     ,4.   I  did- 

Q.  You  found  the  water  running  into  the  condenser  in  a  steady  stream  * 
A.    I  did. 

Q,  You  never  knew  the  water  to  get  hot  1  A,  1  never  have.  Awl  I 
think  the  other  witness  did  n't  intend  to  convey  the  idea  that  the  water 
would  become  hot,  —  only  slightly  warm. 

Q.  Can  you  tell  us  whether,  from  September  down  to  the  present  tim^ 
there  have  been  any  offensive  gases  escape  therefrom  1     A,    No,  sir. 

Q.  The  pipes  run  into  the  channel  and  the  flame  under  the  furnace  ($^ 
I  understand  that  goes  under  the  furnace  in  connection  with  the  blaie' 
A,  There  is  vevy  little  blaze  from  the  hard  coal.  The  gas  constitntei 
the  principal  blaze.     It  goes  out  just  as  it  is  represented  in  the  drawinf 

Q.    Is  that  blaze  large  1     A.    It  is  very  plain,  a  very  large  blaze. 

Q.  Have  you  known  any  gas  not  being  consumed  1  -4.  I  have  n*t  tfj 
doubt  that  the  apparatus  works  thoroughly. 

Q.  .{by  a  member  of  the  Board).    Where  does  that  water  oome  from  tW 
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supplies  the  condenser  1  A.  The  water  that  supplies  this  large  tank  (2)  is 
Fresh  Pond  water. 

Mr.  Mclnttre,   The  water  that  supplies  the  city  is  Fresh  Pond  water. 

Q.  (by  a  member  of  the  Board).  Where  does  it  enter  1  A.  Through 
a  pipe  at  the  top  which  is  not  shown  on  the  drawing. 

Q.  And  it  is  constantly  running  1  A.  Except  when  the  condensation 
is  not  going  on. 

(?.  (by  Mr,  Derby).  It  flows  freely  through  these  coils  1  A,  It  does. 
The  pipe  is  two  inches  in  diameter. 

Q.  What  is  the  size  of  the  supply-pipe  ^  A,  \  cau't  say  precisely  ; 
think  it  is  more  than  an  inch. 

Q.  And  that  is  constantly  open  while  the  process  of  rendering  is  going 
on?    A,   It  is. 

Q.  And  that  steam  and  water  is  constantly  flowing  through  this  con- 
denser (2)  ?    A.    It  is,  sir. 

Q.  Where  is  the  outlet?  A.  The  outlet  is  the  overflow  at  the  upper 
end  of  the  tank  on  the  right.  It  is  perhaps  three  feet  wide.  The  water 
flows  over  the  end,  like  a  little  fall.  It  is  n't  the  pipe ;  it  is  the  overflow 
from  the  end  of  the  tank. 

Q.  (by  a  member  of  the  Board),  I  suppose  the  water  is  introduced  into 
the  bottom  of  this  tank  and  taken  out  at  the  top  ?  A.  No,  sir ;  it  is 
introduced  at  the  top.  It  comes  in  at  one  end  and  passes  out  at  the 
other. 

Q.  (by  Mr.  Derby).  The  first  water-supply  was  pumping  from  the 
basin?    A.    It  was. 

Q.   And  that  was  discontinued  early  ?    A.  Yes,  sir. 

Cross-Examination.     . 

Q.  (by  Mr.  Mclnttre).  You  say  you  keep  it  running  all  the  time? 
^  Yes,  sir. 

Q.  Well,  in  summer  this  Fresh  Pond  water  is  pretty  warm  in  itself? 
^    No,  sir,  I  should  n't  call  it  warm. 

Q.  You  don't  mean  to  say  it  would  take  as  much  steam  to  heat  it  in 
July  or  August  as  it  would  in  winter  1  A.  Probably  not  quite  so  much  ; 
Imt  the  difference  is  not  very  great,  or  hardly  perceptible. 

Q.  Well,  when  that  blows  off^  is  n't  there  a  certain  amount  of  organic 
matter  goes  ofi*  with  it  ?    A.   None  at  all. 

Q.  Do  you  know  anything  of  this  apparatus  except  the  one  you  have 
there  ?     ^.    I  answered  that  l)cforc.     I  knew  of  it  five  years  ago. 

Q.  Now,  don't  you  know  that  it  is  a  fact  that  matter  sometimes  gets 
into  the  machine,  and  clogs  it  up  and  renders  danger  of  explobion? 
A.  No,  sir ;  I  never  heard  that  complaint  of  this  machine,  or  any  with 
which  I  am  familiar. 

Q.  Don't  you  know  that  a  machine  of  that  kind  is  liable  to  clog? 
A.  I  don't  know  what  the  liability  may  be,  but  I  know  it  has  never 
occurred. 

Q.  You  know  that  it  has  never  occurred  ?  A.  That  might  be  saying 
too  much.     I  will  say  it  has  never  occurred  to  my  knowledge. 

Q.   It  has  never  become  clogged  ?     A.    It  has  never  become  clogged. 

Q.  Well,  has  it  ever  had  to  be  taken  out  and  cleaned  or  blown  off'? 
A.   No.  air. 

Q.   Vou  were  away  when  that  was  put  inV  A.   I  was  away. 
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Q.  You  don't  kuow  whether  any  receiver  was  piit  m  then  Y  ^.  I  hare 
every  ^reaRon  to  know  that  a  receiver  was  put  ia. 

Q.  Where  were  you  in  July,  sir  t  A,  \  was  in  Tarioas  parts  of  the 
oountn'. 

Q.  Were  you  around  for  your  health  t  A.  Yes,  sir ;  my  health  has  not 
been  very  good. 

Q.  And  you  were  away  recovering  your  health  \  A.  1  was  away  to 
recover  my  health. 

Q.  You  know  that  one  of  the  boss  slaughterers  has  been  ill  for  some 
time  ?    A,   Yes,  sir. 

Q.  Do  vou  know  who  was  fireman  on  the  31st  of  Julvt  A,  I  ha? e 
been  told  that  Richings  was  the  fireman  on  that  night.  The  present  fire- 
maifs  name  is  Sumner. 

Q.  Has  there  been  any  fireman  there  within  the  last  few  months  who 
is  not  there  now  ?  A.  I  think  there  was  one  fireman  there  in  the  spring 
who  is  not  there  now.     I  can  tell  by  looking  over  the  books. 

Q.  Do  you  kuow  why  he  is  not  there  1  A.  He  is  not  there  becauM 
he  was  not  faithful  to  his  dutv. 

Q,    Did  you  discharge  him  yourself  I     A.    I  did  not. 

Q.    Who  did  1     A,   The  engineer  who  had  charge  of  him. 

Q,  Do  you  know  in  what  respect  he  was  not  faithful  to  his  dutrt 
A.  Perhaps  in  many  respects.  It  was  considered  that  he  was  n't  fiiitih 
ful  to  his  duty  in  not  keeping  the  water  in  the  right  position  in  tbe 
boilers  of  the  engine. 

Q.  Will  you  tell  us,  Mr.  Carson,  —  we  have  heard  it  from  Mr.  Qvmt, 
—  what  would  be  the  effect  provided  the  water  did  become  hot  in  that 
tank  (2),  and  the  steam  did  not  condense  1  A.  The  water  must  nccessanly 
become  very  hot  in  order  that  the  steam  would  not  condense  ;  and  sup- 
posing that  to  be  so,  tbe  result  would  be  essentially  the  same  as  if  the 
apparatus  was  not  there. 

Q.  Wo  know  that,  but  we  want  to  know  at  what  part  of  the  apparatus 
the  steam  would  come  off  1  A.  \  see  no  reason  why  it  should  not  pas 
off  both  waj's.  There  is  nothing  to  hinder  it  from  passing  off  both 
wavs. 

Q.  The  steam,  you  think,  would  have  exit  at  both  ends  1  A.  There 
is  nothing  to  hinder  it  from  going  out  both  ways. 

Q,  Do  you  think  that  the  lard  which  is  rendered  in  those  close  kettles 
is  as  gorxl  as  lard  rendered  in  open  kettles  1    A,   Equally  so. 

Q.  Don't  you  know  that  they  put  upon  lard  which  is  sold  in  the 
market,  "first-class  quality,"  "prime  quality,"  "kettle-rendered  lard^t 
A.    That  is  an  old-fashioned  idea. 

Q.  They  do  put  that  on  1  A.  They  do  in  some  cases.  The  lard  which 
is  rendered  in  close  tanks  and  kettle-dried  is  considered  equally  good  i* 
.  the  markets.  When  the  lard  is  drawn  from  this  tank,  it  is  charged  with 
moisture,  the  result  of  pressure.  It  passes  into  the  kettle,  the  steam  i< 
let  on,  the  moisture  is  evaporated,  and  it  becomes,  then,  essentially,  ket* 
tie-rendered  or  kettle-tried  lard. 

Q.  Well,  then,  the  lard  would  not  be  of  the  best  quality  unless  it 
passed  through  the  close  tanks,  and  was  afterward  put  into  the  kettle  and 
the  moisture  evaporat-ed  1     A,    Yes,  sir. 

Q.  You  want  to  get  all  the  water  out  of  it,  and  that  will  make  it  solid 
lard  ]    A,   That  is  it  precisely.     The  lard  is  precisely  like  butter.  ■ 
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Q,  That  lard  that  is  rendered  in  close  tanks  is  to  a  certain  degree 
filled  by  these  gases  which  pass  through  it  1    A.    \  did  not  state  so. 

Q,  You  do  not  consider  that  there  was  any  gas  in  that  lard  1  ^.  I 
stated  that  the  principal  part  of  the  gas  passes  off  in  the  early  part  of 
the  operation. 

Q.   Do  you  hold  that  the  lard  itself  does  not  hold  a  certain  quantity  of 
gasi     A,  It  is  possible  that  Mr.  Avery  is  better  capable  of  judging  of  the. 
scientific  fact  than  I  am,  but  I  judge  that  it  is  n't,  because  it  comes  out  in 
a  sweet  condition. 

Q,  You  judge,  of  course,  from  your  own  experience.  I  ask  you 
whether  there  is  not  more  scent  from  that,  owing  to  the  gases  which  are 
eraporated,  than  in  common  lard  tried  in  open  kettles.  A,  Do  you 
mean  my  opinion? 

Q,  Yes  ^  A,  1  will  say  it  is  impossible  to  try  kettle  lard,  because  it  is 
thready  rendered. 

Q.  So  you  think  there  is  no  difference  between  the  rendering  of  lard 
m  open  kettles  and  the  trying  of  close-tank  lard  in  o^n  kettles,  —  no 
difference  in  it  because  the  gas  goes  off]  A,  I  did  n't  say  that.  This 
moisture  which  is  given  off  has  not  precisely  the  same  smell  which  kettle 
lard  gives  out. 

Q.  Does  n't  it  smell  something  like  the  gas  which  passes  off?  Don't  it 
psrtake  of  that  kind,  —  of  course  we  don't  pretend  to  say  it  has  as  much 
strength,  —  but  don't  it  partake  of  that  nature  ?  A,  Not  to  a  great  ex- 
tsDt  It  has  a  different  smell.  There  is  a  smell  of  moisture,  a  little 
smell  of  water,  different  from  what  comes  from  kettle-tried  lard. 

Q.  Which  do  you  think  is  the  more  disagreeable  smell,  -^  the  smell 
from  trying  lard,  or  the  smell  from  lard  tried  in  open  kettles  ?  ^.  I  don't 
consider  them  disagreeable. 

Q.  Which  would  be  more  disagreeable  to  an  inexperienced  nosel 
Jl  I  don't  know.     I  think  several  have  thought  them  disagreeable. 

Q.  {f>y  Mr.  Derby).  The  receiver  (3)  of  the  condensed  water  or  gas  you 
1^7  was  put  in  how  long  since  1  A.  The  receiver  itself  was  put  in  last 
week.  ^ 

Q.  I  want  to  ask  you  why  that  was  substituted  for  another ;  if  it 
vss  to  get  it  out  to  show  it  more  easily  to  those  visiting  the  establish- 
BMntl  A.  The  other  trap  was  under  ground  fully,  and  could  not  be 
■Wq  unless  we  dug  down  to  get  at  it.  There  are  many  people  who 
CMne  there  to  see  the  operation  of  this  apparatus.  I  consider  the  other 
^  thoroughly  efficient. 

Q.  As  good  as  this  %  A.  \  see  no  reason  why  it  is  not  as  good  as 
tkisi 

Q.  This  is  a  larger  trap,  merely  that  it  may  be  seen  and  got  at  1 
^  Yea,  sir. 

Q.  You  speak  of  a  trying  process  by  which  the  smell  is  expelled  from 
^  lard,  conducted  in  a  close  tank.  How  long  does  that  operation  take  1 
^  Half  an  hour,  or  |X)ssibly  an  hour. 

Q.  While  the  rendering  process  takes  from  ten  to  eleven  hours,  this 
flying  operation  takes  but  half  an  hour,  you  say  ?    A.   Yes,  sir. 

Q.  Would  there  be  any  offensive  smell  come  from  that  operation] 
^  It  would  be  a  little  of  the  moisture  that  would  come  from  the  simmer- 
^^gof  lard,  and  the  operation  would  be  only  half  an  hour  or  so,  instead 
<tf  eleven  hours. 
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Q.  Well,  with  regard  to  the  pressure  upon  these  pipes.  I  understand 
you  that  the  gas  is  made  iu  the  close  tanks.  Now  I  will  suppose  that 
the  water  becomes  partially  warmed.  Would  there  be  any  gases  driven 
out  in  the  water  sufhcient  to  make  an  offensive  smell  %  A.  No,  sir,  if 
the  outlet  of  the  pipe  is  several  feet  under  water.  From  our  experience 
previous  to  using  this  apparatus,  it  is  my  opinion  that  if  the  water  in  this 
tank  (2)  was  hot,  and  the  pressure  pressed  the  st«am  through  these  pipes 
and  it  escaped  into  the  water,  there  woidd  not  be  any  smell  created  in 
the  air. 

Q.  Well,  suppose  that  it  came  upon  the  flats,  sir,  previous  to  the  rise 
of  the  tide.  1  may  ask  what  might  have  been  the  effect  for  a  few  weeks 
after  the  introduction  of  the  machiucrv  1  Would  it  have  been  offenaiva 
or  not  in  your  opinion  ]  Would  the  bulk  of  it  have  gone  with  the  water, 
or  forward  to  the  furnace  1  ^.  I  will  say,  sir,  that  for  several  years  the 
steam  was  blown  into  the  water  near  the  establishment.  At  the  present 
time  there  are  scores  of  tanks  blown  off  into  the  air  in  New  York  Citv,  in 
thickly  populated  districts.  Instead  of  being  carried  under  the  fumaoe 
nv  blown  into  the  water,  there  are  scores  of  them  emptied  into  the  air, 
and  no  offence  arises. 

Q.  That  is  a  common  way,  is  it,  sir,  of  disposing  of  the  gases  1  A,  It 
is  a  very  common  way,  sir. 

Q.  In  this  apparatus  the  gas  expands  in  the  pipes  as  it  goes  along. 
Is  it  carried  on  by  the  steam  or  by  its  own  expansion  1  I  think  the  gas 
works  its  own  way  along  through  the  pipes.  I  don*t  know  about  the 
steam.  A.  Yes,  sir ;  the  condenser  (2)  and  the  trap  (3)  interpose  betweeD 
the  pressure,  and  it  then  goes  on  by  its  own  expansion.  The  burning  of 
the  gas  creates  a  vacuum  wlrich  draws  the  gas  along  with  it. 

Q.  (fjy  Dr.  JJtrhy),  Have  you  the  apparatus  they  have  been  using  at 
Communipaw  in  rendering  tliere  1  A.  Yes,  sir,  that  is  the  one  to  whidi 
I  refer. 

Q.  The  apparatus  at  Communipaw,  five  years  ago,  was  similar  to  this, 
with  the  exception  of  the  jjasolino  ?  A.  It  was  the  apparatus  which  w« 
found  there  at  the  time  of  our  visi^  two  years  ago.  I  was  with  you  at 
that  time,  sir. 

Q,  Do  you  remember  what  they  told  us  with  regard  to  the  effect  of 
the  condensed  water  upon  the  flats  ?  Do  you  remember  of  their  stating 
to  us  how  essential  they  found  it  to  discharge  this  water  when  the  tida 
was  up,  and  the  effect  it  had  upon  the  establishment  and  upon  the  sur- 
rounding  country  if  they  discharged  that  condensed  water  upon  the  flatst 
A,  I  remember  the  fact,  sir,  that  they  told  us  that  the  water  was  dis- 
charged at  high  tide,  and  that  there  was  an  offensive  smell  created 
tlirough  their  discharging  it  in  large  quantities  upon  the  flats. 

Q.  Do  you  remember  the  force  of  the  expression  used  in  descrihiog 
the  effect  of  discharging  that  water  upon  the  flats  ]  Did  you  hear  what 
they  told  us  about  it  I  A.  My  attention  was  more  particularly  called 
to  the  offence  which  arose  from  that  superphosphate  manufactory,  whiA 
I  learned  was  the  cause  of  more  stench  than  all  the  remainder  of  the  dtj 
of  Communipaw  combined. 

Q.  I  ask  you  if  you  remember  what  the  man  in  charge  of  this  rende^ 
ing  machine  said  of  the  effect  of  discharging  this  condensed  water  upon 
the  flats  1     A,    No,  sir,  I  don't  remember  that  he  mentioned  the  fact. 

Q,  {by  Mr.  Derby),    Have  you  found  anything  offensive  about  the  smell 
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of  the  water  which  encloses  the  pipes  (in  2)  1  ul.  I  spoke  of  the  water 
in  the  pipes.  It  is  undoubtedly  very  offensive.  I  will  say  in  explanation 
of  the  question  which  Dr.  Derby  asks,  that  the  whole  of  the  water  con- 
densed in  from  five  to  ten  tanks  at  Communipaw  was- retained  and  all  let 
off  at  once.  It  was  necessarily  very  offensive  compared  with  a  small 
amount  passing  off  constantly. 

Dr,  Derby,  I  am  only  calling  your  attention  to  the  &ct  that  we  found 
this  apparatus  at  Commimipaw. 

Q.  {by  Mr,  NewhaU),  Can  you  tell  us  whether  or  not  the  gas  will  bum 
without  the  gasoline  %  A,  1  have  not  the  least  doubt  that  it  would  bum 
thoroughly.  It  burned  at  Communipaw,  and  if  it  would  bum  there  it 
would  bum  everywhere.  I  think  this  gasoline  addition  is  not  really  essen- 
tial to  the  operation,  although  the  patentee  has  combined  it  in  his  pro- 
cess. 

The  Chairman,  Do  you  think  this  gas  can  be  burned  with  perfect  ease 
without  smell  ^    A,   1  do,  sir. 

Q.  Why  should  not  they  use  it,  then,  to  light  up  the  establishment  % 
A  There  is  no  reason  why  they  should  not ;  though  the  quantity  evolved 
is  very  slight  compared  with  the  amount  that  we  bum  there  at  the 
vorks. 

Q,   It  could  be  stored  in  receivers  ?    A,  Yes,  sir. 
Mr.  Derby,  We  will  use  it  if  the  Board  will  allow  us. 
Witness,   This  idea  of  disposing  of  the  gases  is  a  new  one,  and  we  have 
not  yet  arrived  at  the  climax  of  it,  which  will  be  the  utilization  and  not 
the  waste  of  it 

Q,  (by  Mr,  Mclntire),  One  question  suggests  itself  to  me.  In  speak- 
ing of  the  dr}'ing  of  the  lard,  do  you  use  a  different  kettle  for  the  drying 
of  the  close-tank  lard  from  that  used  for  the  rendering  of  the  lard  % 
^.  The  only  preference  we  give  is  their  nearness  to  the  tank.  They  are 
all  equally  adapted  to  the  work. 

Q.  As  a  matter  of  fact,  do  you  dry  it  in  a  different  kettle  1  A.  Yes, 
«ir. 

Q.  Where  is  that  kettle  situated  ?  A,  It  is  situated  perhaps  ten  feet 
from  this  close  tank  (I). 

Q.  Is  it  on  the  same  flat  with  the  tank  ]  A.  It  is  one  flat  lower  than 
^herc  the  tank  hangs.  It  is  on  the  same  flat  where  this  tank  is  emptied. 
Tbo  tanks  are  suspended  in  the  story  above  where  the  jacket  kettles  are 
^tuated. 

Q,  I  am  speaking  of  the  flat  where  the  kettle  is,  as  compared  with 
that  on  which  you  do  your  rendering.  Is  it  not  a  story  higher  1  A.  The 
tank  is  charged  in  the  story  above  that  in  which  the  kettles  are  placed. 

Q.  Which  kettles  1  A,  We  have  nine  kettles,  jacket  kettles.  They 
are  situated  on  one  floor,  and  the  tank  is  suspended  on  the  floor  above. 

Q,  Whether  the  kettle  in  which  you  reflne  the  lard  is  on  the  same  flat 
with  the  jacket  kettles  where  you  render.  There  are  no  kettles  above  the 
kettles  in  which  you  render  ?  A,  Not  at  all ;  and  all  the  kettles  are  on 
that  one  floor. 

Q,  And  the  kettles  that  you  dry  or  clarify  in  are  on  the  same  floor, 
are  they  %  A,  Now  that  I  think  of  it,  there  are  three  tanks  above,  situ- 
ated in  a  story  still  higher  than  that. 

Q,   What  is  done  in  these  kettles  1    A,  The  lard  is  reflned  and  dried. 
Q.   The  tank  lard  1    A,   The  tank  lard  and  kettle  lard  also. 
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Q,  Do  you  call  those  tanks  or  kettles?  A,  We  call  them  tanks. 
You  might,  perhaps,  call  them  kettles.  They  are  open,  and  there  is  no 
pressure  put  on  them.     They  are  very  large. 

Q,  Whether  these  kettles  are  on  a  flat  a  story  higher  than  the  tanks  1 
A.   They  are  a  story  higher  than  the  top  of  that  tank. 

Q.  How  much  do  they  hold  1  ^.  I  have  not  their  capacity  in  my 
mind  at  the  present  time  ;  20,000  pounds  of  lard  each,  perhaps. 

Testimony  of  Hon.  Georob  0.  Brastow. 

Q,  {by  Mr,  Mazzey),    You  are  the  Mayor  of  Somerville  1     A,   Yes,  air. 

Q.  And  have  held  that  office  how  long,  sir  \  A.  Two  years,  on  the 
1st  of  January. 

Q.    And  you  are  Councillor  elect  from  your  district  ?    A,   Yes,  sir. 

Q,  Now,  sir,  within  the  last  two  years  have  you,  or  have  you  not,  as 
Mayor  of  Somerville,  paid  attention  to  the  matter  of  the  Miller's  River 
nuisance,  and,  if  so,  will  you,  in  your  own  way,  give  a  history  of  the  mat- 
ter to  this  Board  1  A.  Previous  to  my  having  been  elected  Mayor,  the 
town  authorities  of  Somerville,  together  with  the  authorities  of  Cam- 
bridge, had  sought  for  some  remedy  by  which  the  nuisance  arising  from 
the  stench  of  the  Miller*8  River  basins  could  be  abated.  Some  progresa 
was  made,  but  not  much.  When  I  was  elected  Mayor  I  thought  that  the 
greatest  responsibility  that  rested  upon  the  first  city  government  was  the 
abatement  of  that  nuisance.  And  in  my  first  inaugural  I  laid  down 
what  was  my  judgment,  and  it  was  the  judgment  of  the  old  Board  of 
Selectmen  as  given  to  me  by  one  of  the  members,  —  the  proper  mode  of 
procedure,  —  which  was  the  filling  of  the  basins.  I  said  that  the  basins 
must  l>e  filled  and  the  territory  thoroughly  sewered.  At  about  that  time 
Cambridge  had  introduced  a  petition  to  the  Legislature,  asking  for  the 
authority  to  compel  the  owners  of  the  flats  to  fill  them.  Somerville  at 
once  joined  in  that  petition,  and  an  effort  was  made  before  the  Legisla- 
ture to  get  authority  for  the  two  cities  to  compel  these  basins  to  be  filled 
and  the  territory  properly  sewered.  We  failed  in  our  efforts,  and  a  Com- 
mission was  appointed,  constituted  of  the  Board  of  Health  and  the  Har- 
lx)r  Commissioners,  to  investigate  the  whole  subject,  and  report  to  the 
mayors  of  the  two  cities  a  plan  fof  the  abatement  of  the  nuisance,  — 
the  plan  to  embrace  if  possible  the  keeping  open  of  the  lower  basin.  The 
report  of  the  Commission  was  everything  that  the  city  of  Somerville 
could  ask  for.  It  substantiated  the  theory  of  the  government  of  the  city 
of  Somerville,  certainly,  that  the  whole  territory  must  be  filled  ;  that  the 
whole  basins  had  become  so  corrupt  that  nothing  short  of  filling  them  to 
the  depth  of  thirteen  feet  above  mean  low  water  would  correct  the  evils. 
I  have  myself  felt,  from  the  experience  of  over  thirty  years  in  ridin^^  by 
there,  that  these  basins  were  so  corrupt  as  to  cause  an  immense  stench 
and  nuisance,  —  a  nuisance  almost  insufferable.  My  great  effort  has 
been  directed  to  getting  the  basins  filled  and  the  territory  thoroughly 
sewered,  with  the  feeling  that  that  was  the  great  cause  of  the  nuisance. 
I  may  not  be  right.  I  am  unaccustomed  to  the  modes  of  rendering 
meat,  and  have  not  examined  into  them  at  all.  I  have  been  invited 
sometimes  to  go  in  and  sec  this  tank  and  that,  and  observe  the  improve- 
ments that  had  been  made,  and  I  did  go  up  to  Brighton  once  to  see  one, 
and  that  was  the  only  one  I  ever  particularly  examined.     And,  in  refer- 
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ence  to  the  fact  of  whether  this  kind  of  trying  of  lard  or  of  putrid  meats 
could  be  carried  on  without  being  offensive,  I  have  been  invited  several 
times  to  go  out  and  examine  various  kinds  of  machinery ;  but  I  have  never 
been  out.  My  whole  efibrt  has  been  to  fill  the  basins.  That  work  is 
aow  going  on.  We  have  made  in  Soraerville  quite  a  progress  in  the  con- 
Btriiction  of  the  main  sewer,  and  are  very  sorry,  indeed,  that  we  have 
not  been  able  to  finish  it  this  year.  But  winter  has  closed  upon  us,  and 
the  work  will  now  be  completed  to  East  Cambridge  early  in  the  coming 
sectsoD.  From  present  appearances  I  should  think  that  the  main  part  of 
the  filling  will  be  substantially  finished  before  the  hot  weather  of  another 
season. 

Q.  Let  me  ask  you  whether  the  legislation  of  last  winter  was  the  re- 
sult of  an  agreement  between  the  two  cities  and  Mr.  Squire,  appearing 
for  his  interest  before  the  committee  1    A,   Substantially  it  was. 

Q.  And  whether  or  not  he  has  been  personally  faithful  to  that  legisla- 
tion t  A,  I  should  only  say  what  I  have  said  everywhere.  I  have  my 
own  theories  about  this  whole  matter.  I  may  provoke  criticism  probably 
by  coming  here,  even  though  under  a  summons,  and  I  would  not  have 
come  but  for  it.  My  people  very  well  know  the  course  I  have  taken  in 
this  matter.  No  one  has  been  more  earnest  and  determined  in  their 
efforts  to  abate  this  nuisance  and  to  get  these  basins  filled  and  the  terri- 
tory properly  sewered.  But  I  am  here,  and  I  shall  say,  having  been 
nunmoned  here  against  my  wish,  —  and  I  have  always  said  it,  —  that  no 
one  is  pursuing  the  work  more  diligently  and  made  better  progress  than 
Mr.  Squire.  To  use  an  old  expression  of  mine,  Mr.  Squire  has  l)eaten  all 
the  rest  The  legislation  was,  as  the  counsel  has  suggested,  substantially 
the  result  of  a  compromise.  Mr.  Squire  did  oppose  very  vigorously  the 
filling  of  the  lower  basin.  He  has  opposed  the  authorities  of  Somerville 
s>Mi  Cambridge,  and  he  was  a  most  formidable  opponent.  But  since  the 
very  moment  tliat  the  present  arrangement  was  made,  which  is  substan- 
ti^y  in  accordance  with  the  recommendation  of  the  Joint  Commission,  I 
^  no  fairer  man  than  Mr.  Squire  has  been.  He  said  to  me  at  once, 
e?en  before  the  bill  was  passed,  to  **  hurry  that  bill  through  and  let  us 
commence  at  once.  I  want  to  be  the  first  one  to  commence  and  the  first 
^e  to  finish  my  filling.  It  is  going  to  cost  me  a  great  deal  of  money, 
hnt  I  w^t  to  fill  it,  and  I  will  enter  into  $  20,000  bonds  to  have  my 
filling  accomplished  as  soon  as  the  sewer  is  completed."  That  is  the 
wbstance  of  what  Mr.  Squire  has  always  told  me,  and  I  have  seen 
'^ing  in  his  action  to  lead  me  to  doubt,  in  the  least,  his  sincerity, 
^^ertainly  his  works  show  that  he  is  in  earnest.  I  don't  mean  to  say 
ttything  against  the  other  slaughtering  establishments,  although  they 
have  not  made  so.  much  progress,  that  is,  I  am  inclined  to  think  that 
•wne  of  them  were  not  so  fortunate  in  the  men  with  whom  they  con- 
^Acted  ;  although  they  are  at  work,  they  have  not  made  so  great  progress 
M  Mr.  Squire  has. 

Q,  Well,  Mr.  Mayor,  has  or  not  Mr.  Squire  l>een  obedient  to  orders 

fiwn  the  Somerville  Board  of  Health  1  A.  1  don't  know  that  we  have  had 

to  issue  any  orders  to  him.     We  have  had  no  trouble  with  Mr.  Squire, 

except  that  he  was  determined  that  he  would  not  fill  the  basin,  and  we 

vere  determined  that  he  should.     Since  that  was  decided  we  have  got 

along  all  right. 

Q.  Do  you  represent  the  public  sentiment  of  Somerville,  as  well  as 
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express  your  own  views  on  this  matter  \  A.  1  iim  not  prepared  to 
answer  that  question.  A  great  many  people  would  feel,  I  suppose,  as  though 
they  would  be  glad  to  see  the  slaughtering-houses  destroyed.  1  am  treat- 
ing this  matter  strictly  in  a  business  |X)int  of  view.  We  have  made  a  fair 
and  square  arrangement  with  the  slaughtering-houses,  and  while  they 
keep  good  faith  with  us  I  am  certainly  not  disposed  to  break  faith  with 
them.  These  basins  are  a  great  nuisance.  They  are  the  most  corrupt 
places  of  filth,  probably,  in  Massachusetts,  and  we  are  very  anxious  to 
get  them  filled,  but  as  I  have  always  said  to  Mr.  Squire  and  the  other 
slaughtering  men,  ''  When  this  is  done,  when  your  filling  is  accomplished 
and  the  sewer  completed,  if  you  can  demonstrate  to  us  that  you  can  carry 
on  your  business  without  l)eing  a  nuisance  I  certainly  have  no  objection 
to  it.  I  feel  that  you  should  have  a  fair  chance.  Finish  the  sewer  and 
this  filling  and  then  if  you  cannot  go  through  another  season  without  in- 
flicting upon  the  public  the  same  amount  of  nuisance  that  you  have  for 
the  last  two  years,  why  you  must  remove.  There  is  no  use  to  talk  about 
it.  The  public  cannot  endure  what  they  have  been  through  for  several 
years,  and  my  doctrine  is  that  in  that  event  you  must  start  at  once." 

Ifr.  Miuxey,     We  are  willing  to  go  in  that  event. 

Dr.  Derby,  You  speak  of  Mr.  Squire  doing  all  that  the  Joint  Com- 
mission desired  to  have  done  in  reference  to  the  basin.  I  would  ask  you 
if  you  remember  that  the  Joint  Commission  recommended,  in  as  strong 
terms  as  they  could  possibly  use,  the  complete  filling  of  these  basins,  and 
whether  several  acres  of  that  basin  under  the  establishment  are  not  being 
left  unfilled. 

Mayor  Brastow.  That  was  part  of  the  compromise  that  was  made,  and 
I  will  tell  you  why  it  was  assented  to  by  the  authorities  of  Somerville  and 
Cambridge.  It  was  this.  Mr.  Squire  proposed,  as  he  said,  to  excavate 
all  the  filth  under  his  establishment,  and  make  it  perfectly  clean,  and  use 
a  bulkhead  for  a  wall  agaiust  the  filling.  We  at  once  said,  "  Well,  if  you 
are  willing  to  take  the  risk  of  that,  and  be  subject  still  to  the  authority 
of  the  State  Board  of  Health,  and  the  Boards  of  Health  of  Cambridge 
and  Somerville,  —  for  the  bulk  of  it  is  in  Somerville,  —  we  certainly 
shall  not » object."  Those  are  the  circumstances  under  which  Somerville 
and  Cambridge  acted. 

Q.  (by  Dr.  Derby.)  You  speak  of  the  basin  arrangement  being  a  com- 
promise. Is  it  not  the  second  great  compromise  made  in  that  matter, 
the  first  being  the  attempt  on  the  part  of  Mr.  Squire  to  reserve  the  entire 
basin  on  which  his  establishment  stands  1     A.  Yes,  sir. 

Q.  And  part  of  the  citizens  of  Cambridge  and  Somerville  also  com- 
promised and  assented  that  the  basin  should  be  kept  open.  But  the 
Joint  Commission  did  n't  think  proper  to  recognize  it.  That  was  the 
first  compromise.  Then  the  second  is  that  the  whole  portion  .of  the 
basin  under  Mr.  Squire's  buildings  is  to  be  left  open.  That  is  the 
second  compromise  1  A.  Yes,  sir.  The  first  one  did  n*t  amount  to  any- 
thing. 

Q.    It  was  a  proposed  compromise  for  Mr.  Squire  1    A.    Yes,  sir. 

Q.  (by  Mr.  Mazzey.)  In  reference  to  that  matter,  after  the  Joint 
Commission  had  decided  that  it  wtis  best  to  fill  the  basin,  did  not  Mr. 
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Sqiiire  cheerfully,  and  of  his  own  accord,  go  to  the  Legislature  and  ask  for 
an  Act  requiring  the  filling  1    A,  I  don't  know. 

Mr.  Muzzey,    We  shall  show  that.  « 

Maytrr  Brastow.    But  I  recollect  perfectly  well  after  we  got  there  that 
▼e  hardly  knew  what  we  were  about,  —  these  lawyers  are  genei'ally  ex- 
pected to  mystify  things  all  they  can,  —  and  I  recollect  the  first  thing 
that  the  City  Solicitor  asked  Mr.   Squire's  counsel,  Mr.  Muzzey,  what 
be  was  there  for,  and  what  he  was  going  to  do.     Mr.  Muzzey  rose  and 
said  that  if  the  cities  of  Somerville  and  Cambridge  were  prepared  to  carry 
out  precisely  the  recommendationB  of  the  Joint  Commission,  Somerville 
and  Cambridge  would  meet  with  no  opposition  from  Mr.  Squire.     But 
with  all  due  deference  to  the  Commission,  I  may  as  well  state    here 
that  the  first  recommendation  in  regard  to  the  sewering  don't  meet  with 
our  approbation.    We  prefer  numbers  two  and  three  to  number  one.    The 
two  cities  being  perfectly  willing  to  leave  the  responsibility  upon  Mr. 
Sqaire,  of  leaving  that  territory  under  his  building  without  being  filled, 
the  Legislature  granted  that  bill.     It  was  not  done,  Mr.  Chairman,  with 
any  disrespect  to  the  judgment  of  the  Joint  Commission,  by  any  means. 
The  two  cities  were  wilHug  to  have  the  responsibility  rest  upon  Mr.  Squire. 
Dr,  Derby.    I  only  spoke  of  it  to  qualify  your  expression  that  the  plan 
of  the  Joint  Commission  had  been  carried  out. 

Mayor  Brdstoxv.  I  meant  to  say,  substantially,  sir ;  that  is,  as  to  the 
niatter  of  filling. 

Q.  (by  Mr.  Muzzey).  Before  the  Legislative  Committee  last  winter, 
was  any  voice  raised,  in  behalf  of  Mr.  Squire,  in  opposition  to  anything 
contained  in  the  recommendations  of  the  Joint  Commission  and  their 
engineer  %    A.    I  don't  recollect  of  any. 

I  Cross-Examination. 

Q'  (by  Mr.  Mclntire).  Does  not  that  bill  contemplate  that  in  case 
Mr.  Squire  and  others  do  not  fill  that  space,  Somerville  and  Cambridge 
*^11  go  on  and  do  the  tilling  ]  A.  It  provides  that  they  may,  or  shall,  I 
^'t  know  which. 

(?.  Well,  you  consider  that  it  is  better  for  Cambridge  and  Somerville 

*«at  Mr.  Squire  and  others  shall  do  it  than  that  the  cities  of  Cambridge 

^  Somerville  should  do  it  1     A.   We  very  much  prefer  they  should  do 
it 

Q'  That  is,  your  position  is  a  position  of  expediency,  is  it  not  1  That 
^  if  you  allow  him  to  go  on  and  fill,  the  cities  feel  that  it  is  better  for 
them  to  allow  these  nuisances  to  go  on  rather  than  that  they  should  be 
■^t  away  now  and  that  Somerville  and  Cambridge  should  have  to  go  on 
*^  do  the  filling  1  A.  Well,  that  is  pretty  sweeping.  I  could  almost 
^Mtr  it  yes ;  still  I  should  want  to  qualify  it  a  little. 

Q.  We  have  talked  this  matter  over  before  1  A.  Certainly,  and  we 
^^*t  agree,  I  find.  I  have  been  frequently  snubbed  because  I  have  said 
^^  have  nothing  to  do  in  this  business  until  the  filling  is  done  and  the 
^er  built.  When  that  is  done,  if  the  evil  is  not  remedied,  I  will  take 
kold  again,  with  my  coat  off.  I  have  been  at  work  some  time  in  this 
inatter. 

Q,  Don't  you  remember  that  last  summer  you  expressed  yourself  sub- 
stantially as  I  expressed  myself  just  now,  very  much?  A.  Yes,  I  don't 
think  it  would  require  a  great  qualification.     I  say  it  here,  1  am  willing 
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to  give  them  a  fair  show.  Fill  the  basins,  aewer  it ;  abate  joar  liTO-heg 
stink,  —  for  I  Baid  a  year  and  a  half  ago  to  both  Mr.  Squire  and  Mr. 
I^orth,  "  If  the  territory  were  611ed  and  thoroughly  sewered,  my  judg- 
ment is  that  the  live-hog  smell  would  be  a  great  and  insuffermble 
nuisance."  But  they  told  me  about  disiufectants  and  other  things  they 
were  using  by  which  they  were  going  to  make  ever)' thing  sweet  and  nice. 
And  I  must  say  that  I  am  satisfied  that  a  great  improvement  has  been 
made.  I  have  been  through  Squire's  and  North's  establishments,  and 
there  was  something  thrown  on  the  floor  which  I  think,  to  a  certain  ex- 
tent, abates  the  most  offensive  part  of  this  live-hog  smell,  which  to  me  is 
about  as  bad  as  the  basin. 

Q,  Well,  then,  if  I  understand  you.  Mayor,  you  are  willing  to  stand  all 
the  other  smells  provided  the  basin  is  filled  1  That  is,  you  only  want  one 
thing  at  a  time  1  A.  1  think  the  hog-smell  has,  to  a  certain  extent,  been 
abated.  When  the  filling  is  accomplished,  if  the  stench,  the  coloring  of 
the  houses,  and  the  smells  are  as  unendurable  as  they  have  been,  I  am 
willing  to  take  off  my  coat  and  go  in  for  another  campaign.  I  want  the 
basins  filled  and  the  sewer  accomplished,  and  then,  in  good  faith,  I  think 
they  should  have  an  opportunity  to  show  whether* they  can  do  business 
as  they  did  for  the  first  ten  years. 

Q,  You  don't  meau  to  give  us  to  understand  that  you  represent  the 
opinion  of  the  citizens  of  Somervillel  A.  No,  sir.  This  is  my  own 
private  opinion,  call  it  personal,  or  official,  just  as  you  have  a  mind.  I 
have  not  consulted  half  a  dozen  people  about  it.  I  recollect  of  seeing  one 
httle  article  about  some  caucus  or  other,  where  a  very  nice  gentleman,  a 
clerg}'man,  an  excellent  man,  offered  a  resolution  that  no  person  should 
be  elected  to  any  State  or  city  office  who  should  not  be  pledged  to  the 
annihilation  of  these  slaughter-houses.  I  don't  know  that  I  have  spoken 
to  anybody  al)out  it.     I  don't  know  whether  it  was  adopted  or  not. 

Q.  You  have  already  spoken  of  being  affected  by  the  live-hog  smell 
and  the  basin  smell.  I  would  like  to  ask  if  you  have  not  distinguished 
smells  which  are  entirely  different  from  them  ?  A.  If  you  meau  the  ren- 
dering smell,  yes,  sir.  I  must  say  frankly  that  I  myself  have  not  distin- 
guished, with  any  distinctness,  the  rendering  smell,  but  I  hear  a  great 
many  other  people  talk  alK>ut  it.  One  of  the  most  offensive  smells  I  can 
designate  is  the  scalding-water  odor.  When  the  vats  have  been  turned 
out  I  have  been  able  to  detect  that  out  of  the  other  smells  for  several 
years. 

Q.  Have  not  you  detected  the  rendering  smell  1  A.  1  know  people 
are  talking  al)out  an  offensive  smell  that  comes  from  the  top  of  the  chim- 
neys at  night.  If  it  is  so,  I  don't  smell  it.  I  have  smelled  odors  from 
Miller's  River  twice,  I  think,  last  summer.  I  got  it  one  night  when  not 
thinking  of  it,  and  my  first  expression  was  "  Miller's  River  basin." 

Q.  Do  you  think  it  would  he  hardly  fair  to  Mr.  Squire  to  let  him  go 
on  and  fill  this  basin,  helping  Cambridge  and  Somerville,  and  then  drive 
him  away  because  of  the  smells  of  the  hogsl  A,  Yes,  sir,  certainly.  If 
he  cannot  cfxiry  on  his  establishment  free  from  nuisance,  clear  him 
out. 

Q.  If  you  were  satisfied  that  he  could  not  carry  on  his  business  with- 
out creating  an  offence  to  the  people,  should  you  think  it  fair  to  make 
him  go  on  filling  the  basin,  and  then  drive  him  out  1  A.  Well,  that  is 
sort  of  argumentative,  a  little.     I  think  Mr.  Squire  owns  the  territory  he 
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bas  filled,  and  it  is  not  going  to  be  a  loss.  I  think  he  should  fill  it 
whether  he  stays  or  goes.  I  don't  think  he  should  stay  unless  he  can 
carry  on  his  busineiib  free  from  offence. 

Q.  There  has  been  some  action  of  the  city  of  Somerville  in  regard  to 
these  places,  and  the  town  authorities  have  refused  to  allow  0*Neil  to  use 
his  close  tanks,  haven't  they  %    A,  1  think  they  have. 

Q.  That  is  under  an  ordinance  or  statute  under  which,  unless  by  the 
authority  of  the  Board  of  Health,  a  person  cannot  extend  his  works  ? 
Tke  Ch4drman,    That  is  for  putrid  grease. 

Mayor  Brastow.  Probably  Somerville  would  refuse  to  license  another 
single  person  to  establish  anything  of  this  kind  of  rendering  business. 

Q,  {by  Mr.  Mclntirf).  Do  you  know  whether  the  town  government  of 
Somerville,  in  1871,  undertook  to  regulate,  or  passed  resolutions,  in  re* 
gard  to  these  rendering-places?  A.  I  know  generally  that  they  did 
make  some  kind  of  a  contract  with  the  establishments.  I  think  the  con- 
tract was  drawn  so  that  at  a  certain  season  of  the  year  no  soup  or  solid 
mbstance  should  be  poured  into  the  basins. 

Q.  Do  I  understand  you  to  say  that  the  policy  of  Somerville 
it  to.  prevent  the  establishment  of  any  new  slaughtering-houses  1 
For  instance,  if  a  large  concern  like  Squire's  or  Boj'nton's  should  pro- 
pose to  put  up  an  additional  building  in  Somerville,  on  the  Miller's 
River  district,  do  I  understand  you  to  say  that  that  would  be  the  policy 
of  the  city  of  Somerville  with  reference  to  that  establishment '{  A.  1 
think  the  feeling  would  be  pretty  strong  against  the  erection  of  any 
Bucb  establishment,  particularly  as  the  population  is  becoming  so  dense. 
There  was  no  objection  to  it  formerly.  Speaking  of  CNeil's,  his  is  a 
•  wnaU  concern,  but  my  impression  is  that  he  has  rendered  very  offensive 
nuttter  there ;  and  that  when  he  asked  for  a  license  to  increase  it  was 
Infused.  I  think  the  general  feeling  would  be  entirely  against  the  in- 
^f^ease  of  that  kind  of  manufacturing  business,  particularly  in  our  densely 
popuUted  parts  of  the  city. 

Q.  That  was  the  case  with  North  k  Merriam's,  and  the  Boynton 
Peking  Company,  too  1  A,  Yes,  sir.  We  don't  invite  these  industrial 
•Dterprises,  but  we  feel  disposed  to  treat  them  fairly. 

Q'  {by  a  member  of  the  Board).    Have  not  you  licensed  Mr.  Squire  to 

^crease  his  establishment  recently  %    A.    \  have  no  recollection  of  it. 

Q.  It  has  been  testified  to  that  he  has  been  doubling  his  capacity. 

Mayor  Brastow.     I  want  to  say  this  in  vindication  of  myself :  I  am 

getting  old  and  gray-bearded,  and  I  don't  change  my  opinions  easily, 

^688  I  have  some  basis  to  change  them  upon.     Some  people  think  that 

I  btve  had  Miller's  River  nuisance  on  the  brain.     I  think  some  people 

we  got  the  rendering  smell  on  the  brain.     For  twelve  years  after  Mr. 

Squire  went  there,  I  don't  know  that  any  complaint  was  made  against 

•^wn,  or  that  any  houses  were  discolored  by  the  effect  of  the  business 

ttere.    There  were  no  complaints  of  silver-ware  corroding.     It  all  goes  to 

*h)vme  that  the  results  complained  of  come  from  the  basins,  for  they  have 

•Iways  rendered  here  more  or  less.     I  know  that  it  is  only  within  a  few 

fears  that  we  have  heard  complaints,  and  this  establishment  has  been  in 

^tence  some  fifteen  to  seventeen  years,  more  or  less.     My  theory  has  • 

tlways  been  that  the  basins  should  be  filled  and  sewered,  and  I  am  not 

going  to  change  it  until  I  have  some  good  reason  for  changing  it.     I 

have  often  said  that  if  the  territory  had  been  thoroughly  sewered,  and  the 
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sewers  carried  to  deep  water,  things  would  have  been  altogether  differen* 
than  they  have  been  within  the  last  four  years. 

Q.  (by  Mr.  Mclntire).   You  arc  speaking  now  of  the  houses  and  paint 


but  not  with  regard  to  the  smell  1  A.  0  yes,  sir.  I  think  the  gas^a 
come  from  the  flats  and  the  basin.  It  is  what  you  may  call  a  ooe^ 
glomeration  of  odors.  You  must  excuse  me  if  I  say  that  you  give  a  litt^« 
too  much  importance  to  the  sewers,  when  the  fact  is  that  Somerville  h(i.c^ 
not  water,  and  was  not  connected  with  the  sewers  emptying  into  these 
basins  till  they  had  come  to  be  very  corrupt.  We  had  n't  the  water  "to 
do  it  with,  but  Cambridge  had. 

Q.   They  had  water  earlier  than  you  1    A,   Yes,  sir.     I  have  always 
tried  to  treat  the  slaughtering-houses  fairly,  and  allow  them  to  fill  these 
basins;  and  I  rejoice  that  they  are  doing  it,  and  I  hope  it  will  only 
be  a  short,  time  before  the  work  will  be  done. 

Q.  (by  the  Chairman).  As  Mayor  of  the  city  of  Somerville,  you  haie 
received  complaints,  have  you  not,  with  regard  to  this  so-called  nuisance, 
and  yet  you  don't  know  exactly  where  it  comes  from  ?  A.  We  have  had 
no  ofHcial  complaint. 

Q.    Has  not  the  complaint  been  brought  to  you  by  individuals  thst  it 
was  a  source  of  great  trouble  to  them  'i     A,    1  have  no  recollection  of 
any  communication  from  any  citizen  or  from  any  number  of  citizens^ 
officially,  within  the  two  years  I  have  been  Mayor. 

Q.   But  you  have  had  the  smells  1     -4.    0  yes,  sir. 

Q.  Has  the  city  government  ever  made  any  attempt  to  thoroughl/' 
trace  out  the  origin,  or  the  special  origins,  of  these  various  snoells^ 
A.    No,  sir,  we  have  not.     I  have  no  knowledge  of  it. 

Q.  (by  Dr.  Derby),  Have  not  they  stopped  some  of  the  small  estab- 
lishments? Have  not  they  stopped  O'Neil'sl  A.  I  am  not  sure.  X 
don't  know  but  that  he  is  using  open  kettles.  He  had  some  open  kettle* 
and  wanted  to  enlarge,  and  promised  to  put  in  improved  apparatus  an<i 
it  was  objected  to.  I  don't  know  whether  he  is  using  the  open  ketdo* 
or  not. 

Testimony  of  Hon.  Estes  Howe. 

Q.  (by  Mr.  Mrazey).   You  reside  in  Cambridge,  Doctor  1     A,   Yea,  sir. 

Q.  Aud  have  lived  there  how  many  years]  A.  The  greater  parto» 
the  time  for  forty-five  years. 

Q.  Have  you  owned  property  in  the  vicinity  of  the  Miller's  Riv^^ 
basius  1     -4.    I  own  property  in  East  Cambridge. 

Q.    The  flats  lying  near  Miller's  River  1     A.    Yes,  sir. 

Q.  Have  you  watched  the  growth  of  the  trouble  in  the  Miller's  Rit*^ 
valley '{  A.  \  have  had  it  impressed  upon  me  by  my  senses  and  by  tb* 
talk  about  it. 

Q.  You  have  been  in  the  vicinity  frequently  during  this  period* 
A.   Yes,  sir. 

Q.  Have  you  examined  Mr.  Squire's  establishment,  and  been  over  i*' 
A.   I  have. 

Q.  In  what  condition  did  you  find  it  at  your  visit  1  ^.  In  a  reij 
good  condition  ;  orderly,  cleanly,  and  well  managed.  I  found  in  th« 
whole  establishment,  from  beginning  to  end,  nothing  offensive  in  the  waj 
of  smell,  and  I  saw  no  evidence  of  any  opportunity  for  an  accumulatioo 
of  matter  to  putrefy.    The  only  veiy  perceptible,  decided  odor  was  that 
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which  is  xiot  generally  considered  objectionable,  —  at  least,  only  in  a  mod- 
erate degree.  I  know  when  we  were  boys  we  always  liked  to  have  dough- 
nuts. It  is  the  smell  of  doughnuts  cooking  in  the  kitchen  which  comes 
from  the  trying  out  of  the  fresh  lard  in  open  kettles,  —  a  sweet  odor.  I 
think  if  there  had  been  putrid  material  in  it  the  odor  would  have  been 
Tery  offensive.     But  as  it  was,  it  was  the  smell  of  boiling  lard. 

Q.  Now,  suppose  these  open  kettles  to  be  abolished,  and  the  rendering 
of  the  sweet  lard  to  be  done  in^  close  tanks,  is  there  anything  else  about 
the  establishment  which  is  in  your  opinion  offensive  'i  A.  1  could  not 
perceive  anything,  sir.  I  was  surprised  to  find  to  what  extent  the  smell 
of  the  hogs  itself  had  been  controlled.  The  hog-smell  is  one  particularly 
offensive  to  me.  I  can  perceive  it  from  a  train  of  hogs  a  quarter  of  a  mile 
away,  as  everybody  can.  I  was  surprised  to  find  to  what  extent  it  seemed 
to  be  controlled.  Of  course  it  was  perceptible  to  a  cei'tain  degree ;  but, 
in  approaching  the  place  where  the  hogs  were,  where  the  pens  were  located, 
I  noticed  that  you  had  to  be  in  their  immediate  vicinity  before  you  could 
perceive  it.  It  did  n't  seem  to  be  powerful  enough  to  extend  itself 
outside. 

Q.  Was  the  rendering-process  going  on  1  A,  In  several  of  the  tanks, 
but  not  in  all  of  them ;  that' is,  they  were  heated  up.  Of  course  I  could 
not  look  inside  them ;  they  were  hot. 

Q.  Did  you  examine  the  machinery  now  used  for  burning  the  gases  1 
A.   I  did. 

Q.  How  did  that  work,  sir  1  A,  It  seemed  to  be  working  pretty  well. 
It  is  a  patent  process.  There  is  one  matter  connected  with  it  which,  to 
satisfy  myself  upon  a  scientific  question,  I  would  like  to  have  seen 
tested.  The  mixing  of  the  gas  with  gasoline  I  believe  to  be  one  of  the 
humbugs  that  belongs  to  the  patent.  I  don't  believe  it  is  of  any  value 
in  connection  with  the  process,  but  I  could  not  tell  without  making  the 
experiment  of  having  it  carried  on  without  the  gasoline.  The  gas,  of 
course,  gave  a  very  bright  light,  and  probably  would  satisfy  people  who 
don^t  work  out  the  analysis  of  the  matter.  It  looked  as  if  it  were  burn- 
ing up  a  little  more  than  if  you  had  had  simply  the  products  of  the  ani- 
mal matter  carried  into  the  flame.  It  probably  would  have  made  very 
little  show.  But  Professor  Horsford  could  state  to  you  more  alK)ut  that. 
I  regard  the  gasoliiie  as  a  simple  superfluity.  I  should  think  that  the 
gas  should  bum  well  enough  without  it,  knowing  where  it  comes  from. 

Q.  Well,  now,  as  a  citizen  of  Cambridge,  frequently  in  the  neighlwr- 
hood,  having  watched  the  progress  of  the  difficulties  in  the  Miller's  liiver 
valley,  to  what  do  you  trace  the  offensive  smells  that  pervade  the  atmos- 
phere 1  A.  Well,  sir,  I  don't  live  so  near  nor  have  1  had  so  frequent  op- 
portunities for  observation  as  Mayor  Brastow  has  had.  But  I  have  heard 
his  evidence,  and  it  coincides  precisely  with  my  judgment  of  the  matter  ; 
that  is,  that  the  l)asiu  has  been  growing  corrupt  by  the  accumulation  of 
sewage  matter  of  every  conceivable  kind,  and  that  of  late  years  it  lias 
become  so  foul  that  the  amount  of  salt  water  that  comes  in  there  at 
every  tide  is  not  sufficient  to  purify  it,  and  under  favorable  circumstances 
for  fermentation  it  develops  these  gases  which  are  so  oflcnsive.  It  is  not 
so  offensive,  let  me  say,  whenever  I  have  seen  it,  as  the  flats  at  the  mouth 
of  the  sewer  at  the  foot  of  State  Street  were  before  it  was  carried  out  to 
deep  water. 

Q,    Did  you  ever  perceive  a  smell  at  the  sewer  at  the  foot  of  I9tate 
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Street  similar  to  that  you  find  in  this  basin  1    A.   PiieciBelj.     I  landi 
there  one  niglit  in  a  boat  and  observed  the  same  odor. 

Q.  (by  the  Chairman).    What  was  jour  question  1 

Mr,  Mtazey,  Whether  he  had  perceived  the  same  stench  at  the  foot 
State  Street  before  the  sewer  was  carried  out  to  deep  water  that  he  pe^-*- 
ceives  in  the  Miller's  River  valley?  Witness,  I  didn't  analyze,  or  1 
did  n't  compare  it  as  I  should  compare  the  smell  of  cologne  with  that  osf 
jockey  club,  but  generally  it  was  the  putrid  sulphuretted  hydrogen  smell 

Q,   That  is  the  general  character  of  the  smell  in  the  Miller's  River 
Talleyf    A,   Yes,  sir. 

Q,  If  there  had  been  no  slaughtering-houses  there,  in  your  opin- 
ion would  the  odor  have  been  any  different  1  A,  Well,  sir,  I  have  not « 
doubt  that  the  slaughtering-houses  have  contributed  a  lai^  quantity  of 
material  to  it. 

Q,  But  take  the  slaughtering-houses  away,  do  you  believe  there  woold 
now  be  any  difference  1    ^.    I  should  think  not,  sir. ' 

Q,  So  that  if  the  slaughtering-houses  that  are  on  the  basins  should 
be  removed,  in  the  state  the  basin  now  is,  would  you  expect  the  Ud 
odor  to  remain  ?  ^.  I  have  not  the  slightest  doubt  we  would  have  the 
same  smell  next  spring  if  Mr.  Squire  stopped  slaughtering  there  to^iaj; 
that  is,  if  you  don't  cover  it. 

Q.  In  other  words,  as  I  understand  you  :  if  Mr.  Squire's  establish- 
ment and  the  others  were  stopped,  and  the  basins  allowed  to  remain  for 
another  year  without  filling,  you  would  not  expect  any  relief  ftom  the 
smell  ^    A.    \  don't  believe  there  would  be  any  material  relief. 

Dr,  Derby.  I  understand  Dr.  Howe  to  express  an  opinion  whidi 
amounts  to  this  :  that  after  all  the  testimony  which  has  been  received  bf 
this  Board  of  a  distinctive  rendering  smell  which  has  awakened  people 
from  their  sleep,  and  destroyed  the  comfort  of  ten  thousand  persons,  that 
odor  he  has  never  perceived  1 

Dr.  Howe,    I  said  I  had  never  perceived  it. 

Q.  (by  Dr.  Derby).  But  you  disbelieve  in  the  existence  of  a  render- 
ing smell  which  may  produce  such  an  effect  "i  A.  1  cannot  say  that 
I  am  convinced,  Doctor. 

Q.  You  said  just  now  that  you  thought  that  if  all  these  establishments 
were  closed,  the  same  smells  would  be  perceived  the  coming  summ^ 
as  last  1     A.    Yes,  sir,  the  same  smells  that  I  perceive. 

.  Then  you  have  never  perceived  the  rendering  smell  in  the  estab* 
lishment,  except  as  the  smell  of  cooking  doughnuts  'i  A.  I  have  never 
perceived  any  other  smells. 

Q.  (by  Mr.  Newkalt).  Where  is  your  residence  ]  A,  Two  miles  frotf*^ 
Mr.  Squire's  in  a  westerly  direction. 

Q.  {by  Mr.  Muzzey).  I  wish  to  ask  you  whether,  from  your  examin**' 
tion  of  Mr.  Squire's  premises  and  an  inquiry  into  the  processes  there  ooi>' 
ducted,  you  think  it  is  possible  that  any  such  gases  could  be  evolveo 
from  it  as  would  cause  sickness  to  ten  thousand  people,  irritation  os 
the  throat,  and  depression,  so  that  they  would  be  awakened  in  the  night » 
A,  Certainly,  so  far  as  my  observation  would  go,  I  did  n't  see  anything 
going  on,  and  I  saw  no  arrangements  for  anything  to  go  on,  which  should 
produce  such  results.     1  don't  know  what  they  would  do  another  time. 

(^.  They  were  killing  the  hogs ;  the  scalding-tub  was  in  operation,  and 
also  the  open  kettles  and  close  tanks )  A,   Yes,  sir. 
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Q.  Tou  saw  all  the  different  processes  that  go  on  when  they  are  activelj 

t  i^ork  ^    A,  1  was  told  that  I  saw  all.    I  did  n't  go  into  the  smoke-house. 

Q.  {by  the  Chairman),  How  many  times  have  you  been  in  there  %    A,  1 

Ave  never  been  there  of  late  years  but  once.    Some  years  ago  I  was  there. 

Q.    How  long  did  you  stay  at  this  time  1    A,   Two  hours. 

Q.  {by  Mr,  Newhall),    How  often  were  you  in  the  neighborhood  1   -4.  I 

m  in  East  Cambridge  every  day.    I  have  had  occasion  to  be  in  that  part 

f  Cast  Cambridge  a  great  many  times  within  the  last  few  months. 

Q,    Do  you  ever  get  the  odor  of  the  soap- factory  1    A,   There  used  to 
e  fm  establishment  over  there  that  I  got  the  odor  of. 

Q,  Do  you  know  what  it  is  1     A,   1  am  not  familiar  with  it. 
Q.   Did  you  ever  get  the  odor  of  that  in  that  neighborhood  1  A,  There 
ire  two  places  in  that  neighborhood  where  it  has  been  very  recently. 

Q,   You  have  smelled  that  odor  1     A.  That  is  the  odor  of  putrid  meat. 

The  latest  time  I  can  recollect  smelling  must  have  been  two  or  three 

years  ago.     When  Merrill's  establishment,  on.  Bridge  Street,  was  at  work, 

it  was  almost  always  offensive  when  I  went  by.     That  establishment,  I 

vai  told,  is  not  at  work  now. 

Q,  Do  you  know  what  is  called  Reardon's  place,  on  Cambridge  Street  1 
Do  you.  ever  go  by  that  ?  A.  The  Reardon*s  that  I  refer  to  is  on  Win- 
flor  Street,  and  is,  perhaps,  a  quarter  of  a  mile  from  the  main  street. 
That  is  as  near  as  I  go  to  it. 

Q.  Do  you  ever  get  any  odor  from  that  1  -4.  I  don't  remember  per^ 
Bomdlj  to  have  smelled  it,  but  I  have  heard  of  it.  There  is  a  place  that 
I  think  used  to  belong  to  Conlon,  and  one  belongs  to  a  man  named  Win- 
chester. I  have  frequently  perceived  odors  of  that  kind  which  I  suppose 
came  from  one  or  the  other  of  these  establishments.  I  have  never  recog- 
luied  any  such  smell  as  that  coming  from  Mr.  Squire's.  I  didn't,  in 
looking  through  the  establishment,  see  any  process  going  on  there  that 
would  give  rise  to  such  an  odor. 

Q.  Is  this  place  that  you  speak  of  as  Conlon's  situated  near  the  estab- 
Itthment  of  the  Boynton  Packing  Company  1    A.  Yes,  sir. 

Mr.  Muzzey,  Well,  that  is  called  Reardon's.  There  are  two  Reardons. 
,  The  one  that  the  Doctor  spoke  of  is  in  Cambridge. 

Jfr.  Newhall,  The  place  was  not  material.  I  was  only  trying  to  see  if 
•"^y  one  had  distinguished  that  putrid-meat  rendering-odor. 

'V'*'  Mazzey.    There  is  a  complaint  before  the  Board  against  one  Rear- 

™»  who  is  the  keeper  of  the  place  that,  the  Doctor  described  as  Conlon's, 

near  Boynton's,  where  he  got  these  offensive  odors. 
r 

V-  (2y  Mr.  Miuzey),  Do  you  know  a  place  kept  by  a  man  named  Barry, , 

I    ^^^  Boynton's  '\    A,    \  don't  know  of  the  name. 

Q.  Do  you  know  of  any  other  grease-boiling  places  ^    A,  No,  sir. 

(?.  Do  you  ever  smell  this   putrid-meat  odor  at  your  house  1    -4.   I 

;    "On't  think  I  ever  do.    Once  or  twice  some  members  of  my  family  thought 

-   they  perceived  the  smell  of  Miller's  River. 

Q'  You  don't  get  any  other  smell  1     A.    We  have  a  smell  from  the 

'Wuish  factory  over  in  Brighton.     That  gives  us  the  most  of  our  odors. 

Q'  Where  do  you  reside  1    A.    On  Kirkland  Street,  near  the  head  of 

Miller's  River. 
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CroM-Exafnination, " 

Q.  {hy  Mr,  Mclntire),    Remove   the  basins  or  fill  them  up,  and  woulcf 
you  be  content,  with  the  doughnut  smell  and  the  hog  smell,  or  either,  to 
live  within  two  hundred  feet  of  Mr.  Squire's  establishment  t    ^.   I  don't 
think  I  should  buy  a  house  within  two  hundred  feet  of  such  a  place. 

Q.   Or  five  hundred  feetl     A.   Probably  not. 

Q.  Well,  you  say  the  doughnut  smell  is  agreeable  to  you  t  JL  I  say 
it  i<  not  disagreeable.    Still  I  should  not  want  It  for  a  smell  in  roy^lor. 

Q,   You  would  not  want  it  in  your  parlor  or  chamber  t     A.   No,  sir. 

Q,   Or  the  live-hog  smell  1     A,   No,  sir. 

Q,  Well,  have  not  your  cars  on  the  Union  Railway  been  discolored  by 
some  of  the  gases  that  have  arisen  from  these  basins  ?  A.  Not  to  my 
knowledge. 

Testimony  op  Hon.  Isaac  Bradford. 

Q.  (Jnf  Mr.  Muzzey).   You  'are  the  Mayor  of  Cambridge  1     A.  Yea,  sir. 

Q.  You  have  held  that  office  during  the  present  year,  and  are  re-electedl 
A,   I  am,  sir. 

Q,  Have  you  in  your  official  capacity  had  occasion  to  examine  the  es- 
tablishment of  Mr.  Squire  *{     A.    \  have,  sir. 

Q,  How  frequently  1  ^.  I  think  I  have  been  there  four  or  five  times 
during  the  past  year. 

Q.  Do  you  remember  when  you  made  your  first  visit  1  ^.  My  fint 
visit  was  made,  I  think,  in  the  latter  part  of  June. 

Q,  And  your  last  visit?  A-  It  was  as  recent  as  the  1st  of  Septem- 
ber ;  somewhere  in  that  neighborhood. 

Q.  Were  you  in  the  place  on  the  night  of  the  Slstof  Julyl   A.  Iwii- 

Q.  You  were  accompanied,  sir,  by  what  members  of  the  city  govern- 
ment ?  A.  I  think  the  whole  Board  of  Aldermen  were  present.  I  thinly 
there  was  no  exception. 

Q.  Had  the  night  been  fixed  upon  for  a  visit  of  the  Board  and  youwetfi 
or  was  it  an  informal  visit  1  Had  there  been  an  appointment  1  A,  M^- 
Squire,  as  I  remember  it,  if  I  am  not  greatly  mistaken, — I  cannot 
remember  whether  that  was  Wednesday  night  or  not,  — but  as  I  realtor 
ber  it,  Mr.  Squire  extended  an  invitation  to  the  Board  of  Aldermen  to 
visit  his  place,  he  having  complied  with  a  certain  regulation  of  the  B(«r<* 
in  the  introduction  of  a  gas-bunier.  It  was  a  quite  hasty  corapliano* 
with  his  invitation.  I  don't  know  whether  it  was  Wednesday  night  wbe** 
the  Board  was  in  session,  or  on  Thursday  night.    I  don't  know  how  it  was- 

Q.    You  went  on  invitation?     A.   Yes,  sir;   to  inspect  the  operatiaO 
of  the  e:as-burner  which  had  heen  introduced  bv  our  order. 

Q.  I  won't  ask  yoti  to  go  into  the  details.  You  have  been  into  thi^ 
establishment  and  seen  all  its  various  proce8.se8  and  operations  from  tim* 
to  time.  Now,  taking  into  account  all  the  recent  improvements  tha* 
have  been  made,  give  the  Board  the  benefit  of  your  opinion  as  to  whetb«f 
offensive  gases  are  generated  by  any  of  these  princesses,  and  also  state 
whether  you  think  the  health,  comfort,  and  convenience  of  the  inhab- 
itants requires  the  suppression  of  these  works? 

Mr,  Mclntire,  I  think  it  has  been  already  testified  by  Mr.  Carson  tW 
offensive  gases  are  generated. 

Q,  (by  Mr,  Muzzey),  Well,  whether  they  can  get  abroad  to  the  injiuy 
of  the  community  )    A,    Without  going  into  the  details  of  the  matter,  I 
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would  simply  say  that  the  Committee  on  Health  in  Cambridge,  by  ordi- 
nance, does  not  join  the  Mayor  to  that  committee,  although  as  Mayor  I 
am  Chairman  of  the  Board  of  Health.  Early  in  June  an  order  was  in- 
troduced before  the  Board  of  Health  to  instruct  the  Committee  on  Health 
to  visit  these  establishments,  especially  the  establishment  of  Mr.  Squire, 
and  to  that  committee  the  Mayor  was  joined.  We  made  the  visit  to  the 
establishment,  and  afterward  visited  the  Abattoir  at  Brighton  and  the 
rendering  works  of  Mr.  Upton  in  Brighton.  The  result  of  what  we  saw 
was,  that  we  became  convinced  that  there  were  certain  gases  evolved  by 
this  steam  rendering  that  might  be  noxious, —  at  any  rate,  disagreeable  and 
offensive.  From  what  I  saw  at  Mr.  Upton's  place  I  became  convinced 
that  by  the  combustion  of  these  gases  the  odors  were  removed.  I  would 
say  personally  that  two  years  previous  to  that  I  had  often  experienced 
disagreeable  odors  from  establishments  that  came  to  Ward  One  in 
Cambridge,  and  had  recognized  the  entire  absence  of  these  odors  at 
places  where  this  improvement  had  been  made.  It  was  only  in  con- 
nection with  this  matter  that  I  visited  it.  The  result  of  the  matter  was, 
that  the  order  was  introduced  in  the  Report  of  the  Committee,  and  the 
order  was  passed  by  the  Board  of  Health,  making  it  imperative  that  all 
parties  engaged  in  steam-rendering  should  introduce  some  burner  to  de- 
stroy their  gases.  A  short  time  elapsed,  and  1  have  reason  to  believe  —  in 
fact,  I  know  —  that  Mr.  Squire,  as  well  as  other  parties,  complied  imme- 
diately with  the  regulation  of  the  Board.  Mr.  Squire  introduced  the 
method  to  bum  by  the  aid  of  naphtha.  An  invitation  was  extended  to 
the  full  Board  of  Aldermen  jto  visit  the  place  on  the  Slst  of  July,  in  the 
evening.  On  ray  arrival'  the  process  failed  somewhat  of  satisfactory  re- 
sults. It  was  only  temporary,  however,  and  lasted  for  perhaps  ten  min- 
utes. It  was  understood  that  it  was  owing  to  the  fact  that  the  water 
had  become  heated  about  the  coil  in  the  condenser.  It  was  replaced, 
80  I  understood  by  parties  there,  by  colder  water,  and  then  we  had 
another  display  of  this  combustion.  The  next  evening,  with  Alderman 
Kendall,  I  visited  East  Cambridge,  —  it  was  the  night  when  the  indigna- 
tion meeting  was  being  held,  I  understood,  at  East  Cambridge, —  unex- 
pectedly went  to  the  establishment  of  Mr.  Squire.  That  was  on  the  1st 
of  August.  I  went  into  the  boiler-room,  and  there  observed  that  there 
was  this  volume  of  combustion.  They  had  a  pipe  that  was  introduced 
directly  into  the  boiler,  independent  of  the  pipe  that  went  under  the 
furnace.  I  remarked  to  the  gentleman  who  showed  me  about  the  build- 
hig  that  I  desired  that  the  volume  should  be  extinguished  from  this 
burner,  and  it  was.  I  then  requested  that  the  gas  should  be  turned  on 
unbumed.  It  was  done,  and  it  was  quite  offensive.  It  was  then  burned 
again,  and  we  remained  there  ten  or  fifteen  minutes,  I  should  think,  in 
that  close  boiler-room  without  experiencing  any  annoyance  whatever.  To 
make  sure  that  these  gases  came  directly  from  the  retorts  or  close  tanks, 
I  visited  first  the  condenser,  and  had  a  small  valve  turned,  and  received 
the  offensive  odor  directly  from  the  coil.  Then  I  visited  the  rendering- 
tanks  and  had  a  valve  turned  there,  and  was  then  convinced  that  the 
odor  was  contained  in  the  tanks.  As  I  remarked  before,  everything 
seemed  to  be  so  entirely  satisfactory  that  I  went  away,  at  least  assured 
that  there  was  a  successful  process  in  operation  for  burning  up  this 
gas,  or  destroying  the  offensive  part  of  it.  I  still  enjoy  that  belief.  I 
cannot  believe  that  I  was  deceived  on  that  night.     I  know  I  was  not.     I 


856 

know  there  were  odors  in  the  tank,  and  that  I  got  the  odors  at  the  con- 
denser, and  also  of  its  exit ;  and  on  fire  being  brought  in  contact  with  it, 
it  was  entirely  destroyed, — that  is,  the  odor. 

Q,  (by  a  member  of  the  Board),  Was  the  gas  brought  out  under  the 
boiler  1  A.  No,  sir.  This  was  my  second  visit.  As  I  say,  the  pipe  led 
directly  into  the  boiler-room  and  turned  up  as  an  inverted  siphon  or  a 
jet.  The  flame  was  extinguished  there,  and  then  the  gas  was  let  on  and 
I  could  smell  it  very  perceptibly. 

Q,  Was  the  gas  lighted  immediately  after  it  was  turned  onl  A.  Yes, 
sir.     It  was  set  fire  with  a  match. 

Q,  Was  it  not  under  the  boiler  and  over  the  fires  1  A,  The  pipe  led 
under  the  boiler  or  furnace,  and  then  made  a  joint,  and  came  out  into  the 
boiler  distinct,  so  that  it  burned  through  all  the  boilers  and  in  the  open 
arm.  On  the  first  visit  to  the  establishment,  my  first  introduction  was 
into  the  narrow  court-yard  of  the  building,  and  I  fou)id  rather  a  dis- 
agreeable odor  there.  I  went  to  the  window  that  overlooked  Miller^s 
River  basin,  and  the  window  was  opened  and  a  perfectly  intolerable  odor 
came  in.  We  fortunately,  or  imfortunately,  arrived  there  at  the  time  of 
the  investigation,  when  the  tide  was  low,  and  we  got  the  odor  from  the 
flats  in  all  its  force  and  fragrance. 

Q.  That  was  on  the  31st  1  A.  No,  sir,  that  was  in  the  middle  of 
June,  on  my  first  visit.  I  have  since  been  there  when  the  water  was  out 
of  the  basin  and  noted  the  same  effect. 

Q,  {by  Mr.  Miuzey),  The  window  you  speak  of  looked  out  of  a  shed  % 
It  was  in  the  extreme  easterly  part  of  the  establishment  1  A,  It  looked 
out  on  to  the  basin. 

Q,  And  the  odors  that  arose  from  the  basin  were  what  you  received! 
A,   Yes,  sir,  entirely  from  the  basin. 

Q.  Do  you  think  the  introduction  of  charcoal,  with  carbolic  acid,  is  a 
substantial  improvement  1    A.  I  think  it  is. 

Q.  How  is  the  ofiensiveness  of  the  animal  affected  by  it  1  A,  Well,  on 
my  last  visit,  after  the  introduction  of  the  charcoal  dust  and  carbolic  acid — 

Q,  (by  Mr,  Mclntire).  Do  you  know  that  there  is  carbolic  acid  used  ? 
A,    I  saw  the  charcoal  dust ;  the  odor  was  scarcely  perceptible. 

Q.  (by  Mr,  Muzzty),  A  very  great  improvement,  in  your  judgment, 
over  the  pens  without  it  ?    A,   Very  great ;  yes,  sir. 

Q.  About  their  general  appearaAce  as  to  cleanliness  1  A,  They  are 
entirely  clean,  I  may  say,  sir.  I  will  say  that,  about  the  1st  of  Septem- 
ber, I  visited  the.  place  entirely  unexpectedly,  with  a  gentleman  who  was 
very  desirous  of  seeing  the  establishment ;  so  that  that  visit  was  entirely  un- 
expected. We  visited  the  pens,  and  they  were  in  an  entirely  clean  condition. 

Q.  Well,  now,  will  you  give  the  Board  the  benefit  of  your  opinion,  as 
Mayor  of  the  city  of  Cambridge,  whether  the  public  health,  comfort,  and 
convenience  of  the  community  require  the  suppression  of  Mr.  Squire's 
establishmcut  1  A.  In  answer  to  that  question,  of  course  I  can  simply 
speak  within  my  knowledge  of  what  I  have  experienced.  I  live  in  an- 
other part  of  the  city,  in  Ward  1,  two  miles  distant  I  have  received  no 
such  experience  as  would  lead  me  to  believe  that  it  is  unendurable.  I 
am  unable  to  judge  as  to  how  far  the  establishment  may  be  responsible 
for  any  odor.  I  am  conscious  that  very  offensive  odors  have  come  from 
the  basin.  But  my  own  individual  belief,  if  expressed,  would  be  that  we 
should  first  fill  the  basins  and  then  ascertain  whether  there  be  any  real 
cause  for  grievance ;  it  seems  so  impossible  to  do  it  now. 
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Q.  (by  Dr,  Derby).  I  would  like  to  see  whether  the  odor  of  renderiDg 
has  been  offensive  to  the  people  of  Cambridge.  I  ask  jou,  as  the  head  of 
the  city,  whether  you  know  the  opinion  of  the  citizens  f  The  smell  of  the 
basin  I  understand  you  to  testify  to  of  your  own  knowledge.  I  ask  you 
now,  whether  the  smells  arising  from  the  hog-slaughtering  and  rendering 
establishments  of  the  city  are  a  source  of  offence  to  the  citizens ;  whether 
they  are  the  subject  of  complaint ;  whether  it  has  come  to  your  knowledge. 
A,  The  only  knowledge  I  possess  on  this  point,  is  the  fact  that  certain 
gentlemen  of  East  Cambridge  have  appeared  before  the  city  government, 
and  have  now  appeared  before  your  honorable  body.  That  is  the  only 
knowledge  that  I  have.  I  havejiot  heard  much  said  about  it  beyond  the 
complaint  made  at  City  Hall,  and  the  knowledge  that  came  to  me  that 
there  was  a  meeting  holden  on  the  night  of  the  1st  of  August. 

Q.  (by  the  Chairman),  Has  the  city  government  ever  taken  any  meas- 
urea  to  trace  these  smells  1  I  have  asked  this  of  the  Somerville  and  Charles- 
town  authorities,  and  I  would  like  to  know  about  Cambridge.  Have  you 
taken  any  measures  to  efficiently  trace  these  smells  to  their  origin  or 
origins  %  A,  No  further,  sir,  than  the  action  through  this  committee  at 
&  certain  time. 

Q,  You  don't  know  of  any  special  arrangements  being  made,  by  which 
you  might  trace  the  odors  1  A,  We  don't  get  any  smells,  sir,  except  that 
from  the  basin,  that  we  arc  conscious  of. 

Q.  The  question  is,  whether  the  city  authorities  have  made  any  ar- 
rangements to  trace  out  these  smells )  A,  We  have  made  no  rigorous 
examination. 

Q.  (by  Mr,  Muzzey).  Has  not  the  Board  of  Aldermen  refuded,  by  a  vote 
of  eiglit  to  one,  after  a  visit  to  the  place,  to  appeal  to  the  State  Board  of 
Health  to  suppress  it  f    A.   They  have,  sir. 

Q.  When  was  that  occasion  1  A,  That  was  during  the  month  of 
Angiist     I  think  about  the  middle  of  August.  • 

Q.  Well,  there  was  a  hearing,  wtis  there,  on  an  application  to  your 
^Qard,  asking  the  city  Board  of  Health  to  indict  this  establishment,  and 
^^  failed  by  a  vote  of  eight  to  one,  after  a  hearing  of  the  petitioners ) 
-^«  Yes,  sir. 

Q.  Have  you  visited  any  soap-making  or  grease-boiling  places  in  the 
^icinity  of  Mr.  Squire  and  North  k  Merriam's  t  A,  At  the  time  when 
^  was  joined  to  the  committee  we  made  a  very  general  examination,  and 
"^'isited  different  places.  There  was  one  place  that  we  visited  where  wo 
^tind  them  rendering  that  which  was  quite  objectionable,  to  say  the  least, 
•Jid  the  party  complied  immediately  with  our  requirement. 

Q,  What  place  was  that  1    A,  That  was  on  Winsor  Street,  at  Reardon's. 

Q.  (by  Mr.  Derby).   It  was  the  rendering  of  grease  1    A.  1  think  it  was. 

Q.   Pretty  strong]    A.   Yes,  sir. 

Q.  (by  Mr.  Muzzey).  No  such  smell  as  that  was  perceptible  at  Mr. 
Squire's  establishment  1    A.   At  no  time  when  I  have  been  there. 

Q.  Are  there  any  other  places  that  you  have  gone  into  in  your  official 
capacity,  where  this  business  of  grease-boiling  has  been  carried  on,  in 
that  general  vicinity]  A.  No,  sir,  I  think  not.  It  will  be  observed 
that  a  very  small  part  indeed  of  even  Mr.  Squire's  establishment  is  within 
Cambridge,  the  line  being  drawn  so  that  Miller's  River  is  not  the  divid- 
ing-line between  Cambridge  and  Somerville,  so  that  the  place  on  Winsor 
Steeet  was  the  only  one  in  Cambridge. 
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Q.  There  are  located  over  the  line  in  SomerviUe  seTcral  places  con — 
ducted  substantially  the  same  as  Reardon's  was  )  jL  Yes,  sir.  I  knov^ 
that  in  one  place  we  saw  an  open  kettle  in  a  place  in  SomerviUe,  that 
presume  its  Mayor  referred  to. 

Q.    How  has  Mr.  Squire  been  in  his  attitude  toward  the  local  Board 
Health  of  Cambridge  1     Has  he  been  prompt  in  ol)eying  the  orders  givdxi 
himi    A,    Entirely  so,  sir.     Since  the  order  of  the  State  was  issued  — 
and  I  may  remark  that  the  act,  as  I  understand  it  tx>  be,  says  the  cities 
may  fill,  etc.  —  the   cities   of  SomerviUe  and   Cambridge   immedintelj 
passed  the  orders  for  the  owners  to  fill.     A  little  time  elapsed  before  Mr. 
Squire  became  ready  or  able  to  undertake  the  work. 

The  Chairman,  We  admitted  the  testimony  of  Mayor  Brastow  on  thii 
point. 

Q.  (by  Mr,  M^izzey),  I  will  ask  you  whether  or  not  Mr.  Squire  hat 
proceeded  in  a  manner  entirely  satisfactory  to  the  city  of  Cambridge  t 
A,    Entirely  so,  sir. 

Cross-Examxnatum. 

Q,  (by  Mr,  Mclntire),  You  have  said  that  committees  appointed  at  tbd 
indignation  meeting  have  appeared  before  the  Board  of  Aldermen,  and 
asked  you  to  complain  of  this  and  other  establishments  to  this  Board.  I 
will  ask  you  whether  the  Board  of  Aldermen  were  not  incensed  by  soma 
expressions  which  were  made  at  that  meeting,  and  whether  that  didn'fc 
furnish  mainly  the  topic  for  discussion  when  the  subject  was  brought  be- 
fore them.  Whether  the  expressions  that  were  used  in  relation  to  aa 
Alderman  there  did  not  give  ofl'ence.  A.  I  know  that  there  was  soiimk 
thing  of  that  kind  said,  but  I  don't  suppose  it  had  any  influence  on  the 
decision  of  the  Board. 

Q.    Don't  you  thiiik  Alderman  Sawin  — 

Mr,  Muzzey,    I  object  to  this. 

Mr,  Mclntire,  It  has  been  put  in  here  as  a  matter  of  testimony  fsTcr- 
able  to  Mr.  Squire,  may  it  please  your  Honors,  that  the  city  Board  af 
Health  took  no  action  in  this  matter.  Now  I  think  we  can  show  that 
they  acted  hastily,  or  were  vexed  at  something  that  had  been  said  by  th© 
citizens.  I  think  I  ought  to  be  allowed  to  put  that  in,  and  to  show  what 
controlled  their  action  at  that  time.  I  wish  to  put  in  the  reasons  whj 
that  favorable  action  was  taken. 

Mr.  Muzzey,  That  will  siniply  oblige  us  to  call  in  these  eight  Alder- 
men out  of  ten  to  say  that  they  hold  the  same  opinion  that  they  ex- 
pressed that  night.  We  will  do  it,  if  you  choose  to  hear  them,  but  w« 
give  notice  in  advance. 

Mr,  Mclntire,  I  wish,  if  the  Board  will  allow  me,  to  put  in  that  testimony. 

Mr,  Netvhall,  That  would  be  trying  the  Aldermen,  to  see  whether  the/ 
acted  as  they  should. 

Mr.  Mclntire,  But  if  it  shows  that  the  Board  of  Health  refused  this 
action,  we  certainly  should  show  why  they  did  so.  I  don't  think  there 
was  any  fraud  in  their  action,  but  I  do  think  we  can  show  that  there  vtf 


859 

interest  in  the  matter  on  the  part  of  a  certain  Alderman ;  also  that  there 
irere  opinions  formed  there  upon  the  action  of  citizens,  and  that  some 
gentlemen  were  vexed  at  words  that  were  said  at  that  meeting.  For  in- 
stance, suppose  we  can  show  here  that  there  were  spoken  there  statements 
in  relation  to  the  action  of  the  Board  of  Aldermen  in  relation  to  this  very 
puisance  ;  suppose  we  can  also  show  that  the  Chairman  of  the  Committee 
on  Health  was  himself  engaged  in  the  slaughtering  business,  and  has 
since  been  condemned  by  this  Board;  suppose  we  show  that  another 
member  of  the  Committee  on  Health,  Mr.  Kendall,  is  employed  constantly 
in  the  works  of  Mr.  Squire,  North  &  Merriam,  and  Mr.  Boynton,  in  put- 
ting in  the  steam-apparatus, 'and  gets  thousands  of  dollars  per  year  out 
of  it ;  why  should  not  that  be  put  in  if  the  other  is  to  have  any  weight 
with  this  Board  ? 

The  Chairman,  For  my  part  it  has  no  weight,  either  the  one  or  the 
other.     It  has  no  weight  whatever  in  this  matter. 

Mr,  Mclnivre,    If  that  is  so,*I  don't  care  to  put  it  in. 

Q.  {by  Mr,  Mclntire),  I  will  ask,  then,  if  on  the  evening  of  the  31st, 
when,  with  other  gentlemen,  you  visited  Mr.  Squire's  establishment,  you 
did  n't  yourself  distinguish  any  odor  which  was  offensive  to  you  %  A,  Yes, 
air ;  I  did  for  a  few  moments. 

Q,   You  expressed  yourself  in  that  way  there  1     -4.    I  did. 

Q.  And  whether  you  did  n't  pass  outside  the  factory  and  there  distin- 
guish it  outside  the  walls,  and  mention  it  to  Mr.  Stevens,  a  reporter,  and 
pass  into  the  yard  again,  and  Bpd  the  water  heated  'i  A,  \  did ;  if  I 
may  be  allowed  to  enlarge,  on  this  visit,  as  remarked  to  the  Board,  I 
arrived  there  about  nine  o'clock,  and  went  into  the  boiler-room.  The 
pipe  was  let  in  underneath  the  furnace,  and  the  gas  failed  to  burn.  I 
felt,  of  course,  somewhat  disappointed,  and  while  there  discovered  the 
odor  and  stepped  out  into  the  yar(),  and  a  gentleman  present  said  to  me, 
"Smell  this  dock  smell!"  Said  I,  "That  is  not  the  dock  smell, 
that  is  the  rendering  smell."  I  had  discovered  its  nature  previously  only 
by  having  that  valve  turned  at  a  previous  visit.  In  the  course  of  ten 
minutes  it  was  stated  that  the  water  having  become  heated,  there  being 
no  method  for  renewing  it,  it  had  been  drawn  off  and  replaced  with  cooler 
water.  Then,  there  was  all  the  flame  we  could  desire  to  see.  In  fact,  the 
jet  of  flame  reached  almost  to  the  ceiling  of  the  boiler-room.  It  was  an  im- 
mense flame,  and  came  from  a  pipe  at  least  tw*  or  three  inches  in  diameter. 

Q,  I  understood  you  to  say  that  you  found  an  offensive  odor  at  the 
end  of  the  pipe  when  it  was  let  out ;  you  also  found  an  offensive  odor  as 
the  gas  passed  through  the  condenser  and  also  through  the  trapl 
A,  No ;  you  mistake  me  there,  sir.  The  process  is  this  :  that  the  ma- 
terial is  put  into  tight  tanks ;  the  steam  then  is  drawn  off  and  passes 
through  the  coil  into  the  condenser ;  from  the  condenser  it  passes  into 
the  purifier,  and  from  that  into  the  naphtlia,  and  then  under  the  furnace. 
After  discovering  the  odor  of  the  pipe,  I  visited  the  condenser.  At  the 
condenser  there  was  a  valve  that  was  turned,  and  there  was  this  odor. 
I  then  went  to  the  tank  ;  I  had  heard  it  said  that  the  operation  was 
simply  the  burning  of  naphtha,  and  I  wanted  to  discover  for  myself 
whether  it  was  so  or  not. 
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Q.   Then  joa  tnoed  these  odors  hack  1    A,   Yea,  sir. 

Q.  Did  jou  ODdenUnd  whether  it  wu  fresh  matter  or  othenriae  in 
the  tank }  A.  I  forget  The  impreasioa  that  I  had  there  was  that  one 
ci  these  tank^  had  rusty  material,  and  the  other  perhi^ie  sweeter  and 
deaner  material 

Q,  When  those  odors  were  found  do  jou  remember  the  expression,  of 
yourself  to  Mr.  Squire,  that  the  smell  had  at  last  been  located;  what  it 
eame  from  }    A,   1  did  n't  hear  that. 

Q.   Did  JOU  hear  the  testimony  of  Mayor  Brastow  \    A,   I  did 

Q.  Well,  do  you  agree  with  him  in  what  he  says  in  regard  to  the  ex- 
pediency of  this  matter  of  filling  1  That  is,  he  expressed  himself,  if  I 
understood  him,  that  it  was  better  if  we  can  hare  the  filling  done  now 
and  wait  a  year  to  see  whether  there  are  any  .smells  that  will  arise,  than 
it  would  be  to  close  up  the  place  now  and  prevent  the  carrying  on  of  the 
filling  f  A.  I  can  simply  answer*  to  that,  sir,  that  it  would  not  prsTent 
the  filling  from  going  on  if  the  places  were  stopped. 

Q,  Certainly  not ;  but  of  their  filling  by  Mr.  Squire,  I  mean.  In  the 
first  place  we  have  about  three  or  four  acres  in  Cambridge,  a  laige  por- 
tion of  which  the  city  has  undertaken  to  Ml  fen*  private  parties  !  A  Xei, 
sir ;  but  that  is  let  out  under  contract  to  Mr.  Squire  himself. 

Q.  So  I  have  understood ;  and  the  city  itself  is  to  recover  finom  the 
owners  1  A,  The  reason  why  the  several  owners  did  n't  undertake  that 
filling  themselves,  was  that  if  they  had  gone  on,  the  first  man  to  fill  wouM 
have  filled  his  neighbor's  land.  The  surface  was  too  sloping  for  each  to 
fill  and  do  only  his  share. 

Q,    I  will  ask  you  the  same  question  that  I  asked  Dr.  Howe,  whether 
you  would  be  willing  yourself,  with  the  odors  you  find  there  fit)m  the 
basins,  and  in  that  factory,  from  the  hog,  from  the  scalding,  from  the  open- 
iilg,  from  the  rendering,  to  live  within  five  hundred  or  eight  hundrA 
or  even  one  thousand  feet  of  the  establishment  and  basin,  —  whether  yoix 
would  be  willing  to  reside  there  yourself  and  have  your  family  there  ^ 
A,    I  should  not.  4  . 

Q,  Well,  should  you,  with  all  that  you  found  there,  with  all  tiB^ 
modem  apparatus,  with  the  other  scents,  exclusive  of  the  Miller's  RifCj 
smell,  would  you  be  willing  to  live  within  a  thousand  feet  of  it)  ^.  * 
should  find  no  objection  from  what  I  have  seen. 

Q.  Do  you  smell  that  doughnut  smell  ?    A.  Within  the  building  Ho. 

Q.  But  you  do  smell  the  rendering  smell  outside.  Well,  now,  would 
that  doughnut  smell,  suppose  it  got  outside  the  building,  be  agreeable  in 
your  house  1  A.  Well,  I  don't  know  that  it  would  be  very  disagreeable  or 
unpleasant.    I  canuot  say  thlit  a  house  within  a  thousand  feet  would  get  ii 

Q.  No ;  but  I  am  siipposing  that  it  would.  Would  you  be  willing  to 
have  that  constantly  in  the  atmosphere  of  your  rooms  1  A.  No,  I  shouH 
desire  a  change  of  air  once  in  a  while. 

Q,  Have  you  ever  experienced  these  excessive  rendering  odors  ifl 
passing  there  1  A.  I  never  have.  Of  course,  as  I  have  answered  the 
honorable  Chairman,  I  have  heard  complaints,  but  I  have  never  experi- 
enced the  odors. 

Q.  Do  you  know  whether  Mr.  Hastings  has  not  requested  yoursdf 
and  members  of  the  Board  of  Aldermen  to  stay  at  his  house  and  experi- 
ence these  smells )    A,    It  is  not  within  my  recollection. 

Q,  (6y  Afr,  Newhall),    Had  the  gas  which  you  saw  burning  been 
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through  the  gasoline  1  A,  It  had  been  through  the  gasoline  ;  so  I 
understood.  The  tank  or  reservoir  of  gasoline  was  represented  to  us 
as  being  buried  in  the  yard  for  bafety. 

Q,  {by  Mr,  Mclntire),  These  rendering  odors  you  experienced  on  the 
31st  of  July,  —  how  long  do  you  think  they  affected  you  after  leaving  the 
establishment  1    A,   What  odors  ? 

Q,  Don't  you  remember  saying  that  you  had  them  for  breakfast  next 
morning  f  A.  That  was  the  ^i*st  visit  to  the  tanks.  The  first  morning 
that  we  went  there,  the  two  other  gentlemen  of  the  committee  had  busi- 
ness engagements  that  took  them  away  at  an  earlier  hour.  I  remained 
there  with  Mr.  Brine,  I  think  till  aftout  twelve  o'clock,  viewing  the  prem- 
ises, every  comer.  At  that  time  one  of  these  tanks  was  turned  on  ;  and 
I  think  it  was  then,  on  that  night,  that  I  made  that  remark.  That  is, 
the  smell  got  into  my  mustache  and  tainted  it.  I  think  there  were 
three  members  of  the  committee,  at  least,  present  at  that  time  when  the 
tank  was  turned  on. 

Q,  You  would  not  say  that  you  didn't  discover  the  odors  there) 
A,   I  would  not  say  we  did  not.     That  is  in  our  report,  I  think. 

Q.  That  is,  that  there  were  odors  proceeding  from  the  rendering  1 
A,  But  not  that  we  discovered  them  outside.  It  was  simply  that  these 
odors  were  turned  on  and  the  valve  turned  at  our  request.  I  remarked 
at  the  time  to  Mr.  Squire  :  "  How  do  you  get  rid  of  these  odors  1 "  Said 
he,  "  We  have  a  pipe  that  runs  down  to  the  water,  where  it  floats  off  at 
high  tide." 

Q,  (by  a  merrilkr  of  the  Board),  Did  you  try  these  odors  that  came 
from  the  tank  to  see  if  they  would  bum  before  they  passed  through  the 
gasoline  f     A,   No,  sir. 

Q.  I  thought  there  was  a  cock  there  by  which  you  could  smell  the 
gas  before  it  reached  the  receiver  %  A,  There  may  have  been  one  ;  but 
this  was  at  the  end  of  the  coil,  between  the  coil  and  the  purifier. 

Q,  {by  the  Chairman),  How  long  did  the  odors  stay  by  you,  did  you  say  1 
You  said  something  about  noticing  them  the  next  morning  %  A,  I  don't 
think  the  odor  stayed  over  night.     I  said  that  perhaps  in  pleasantry. 

Q,  (by  Mr.  Derby).  A  few  minutes,  was  it  not,  sir  !  A.  K  few  min- 
utes ;  it  was  not  very  bad. 

Testimony  of  John  M.  Merrick. 

Q,  (by  Mr,  Muzzey),  What  is  your  business  !  ^.  I  am  a  consulting 
chemist  for  the  city  of  Boston. 

Q.  What  other  situations  do  you  hold  1  -4.  I  am  employed  by  various 
manufactories  in  the  city  and  vicinity.  I  am  a  Fellow  of  the  American 
Academy. 

Q.  Are  you  familiar  with  the  Report  of  Professor  Horsford  1  A,  Yes, 
sir ;  I  have  read  it. 

Q.  State  whether  at  his  request  you  made  the  analyses,  the  results  of 
which  are  presented  on  pages  11,  12,  13,  14,  and  15  of  Professor  Hors- 
ford's  Report  %  A.  1  made  those  analyses,  sir ;  they  are  numbered  from 
one  to  twenty-eight,  inclusive. 

Cross-  Examination. 

Q.  (by  Mr,  Mclntire),  You  are  not  connected  with  Professor  Horsford  in 
any  other  way  than  this  t    A.  Not  at  all,  sir.     I  was  formerly  his  student 

Adjourned. 
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TENTH    DAY. 

Fiidajy   D«eember   19^  1873. 

Testimony  op  Charles  W.  H.  Martix. 

Q.  (hij  Mr,  Derby).  You  are  by  occupation  a  ladder-maker  1    A.  Yes,  ^ir. 

Q.    You  do  business  at  East  Cambridge  and  reside  at  East  Cauibridgic/ 
You  occupy,  sir,  a  tract  of  land  bordering  upon  the  Squire  Basin,  —  abou^ 
a  quarter  of  an  acre  1     A.    About  ten  thousand  feet  filled  in,  and  fifleen 
thousand  feet  of  flats  that  is  not  filled. 

Q.  You  project  out  into  the  basin  below  Mr.  Squire's,  near  what  street  f 
A.    Near  Gore  Street. 

Q.    Opposite  what  cross  streets  1     A.    Between  Fifth  and  Sixth. 

Q.  You  conduct  the  business  of  ladder-making  in  this  place,  immedi- 
ately over  the  edge  of  the  basin  1    A.    1  do.  i 

Q.  You  have  lived  in  that  neighborhood  for  the  last  four  or  five  years t 
A,    For  four  years. 

Q.  State  the  streets  you  have  lived  on  there.  A.  First,  in  1870, 1 
lived  on  Third  Street,  between  Gore  and  Winter. 

Q.   Have  you  lived  on  Fourth  Street  also  1    -4.  I  went  from  there, 
lived  directly  opposite  the  works,  on  Gore  Street 

Q.    How  long  did  you  live  opposite  1    A,   One  year.  • 

Q.  Where  else  have  you  lived,  sir  1  A,  1  lived  a  year  on  Winter  Street^ 
No.  62,  near  Fifth  Street. 

Q,  Very  near  the  basin  1    A.  The  nearest  point  I  have  lived  to  the  \rsm. 

Q.  Have  you  lived  on  any  other  street,  sir  1  A,  1  live  now  at  158 
Cambridge  Street,  at  the  corner  of  Fifth.  "    *:'  '   ^ 

Q.  Then,  if  T  understand  you,  sir,  within  the  last  four  years  you  baif« 
lived  at  four  diflbrent  places  :  for  one  year  opposite  Mr.  Squire's  worH 
then  on  Third  Street,  then  on  Winter,  and  now  you  are  on  Cambridge 
Street.  Very  well.  Now  inform  the  Board,  sir,  whether  when  you  liwd 
on  Third  Street  and  Cambridge  Street  and  at  your  shop  you  have  ex- 
perienced bad  smells  from  the  basin  ]  A.  While  living  on  Third  Street, 
I  did  n't  smell  the  dock  smell  very  much ;  and  I  did  n't  smell  the  factory 
then  at  all.     That  was  in  1870. 

Q.    You  mean  to  say  Mr.  Squire's  Victory  ]     A.    Yes,  sir. 

Q.  You  did  n't  smell  anything  from  the  factory,  dock,  or  anything  else' 
A.    Only  a  little  from  the  dock  when  I  left  there. 

Q.  Well,  now,  sir,  you  have  moved  to  one  or  two  other  places  1  -i.  On 
Winter  Street  was  the  worst  place  I  have  lived.  It  was  very  near  the 
basin,  and  the  smell  was  awful.  The  houses  there  were  changed  mort 
than  at  any  other  point.  It  is  a  peculiar  smell  there,  but  I  never  ex- 
perienced anything  from  the  factory  there  at  all. 

Q.  You  did  experience  from  the  dock  a  very  strong  smell,  that  altered 
the  color  of  the  houses,  and  made  it  almost  insuflbrable  to  live  there? 
Well,  was  that  the  basin  smell,  sir]  A.  I  am  well  satisfied  that  it  wi8 
nothing  else. 

Q.    Now,  in  course  of  time,  did  you  live  opposite  the  counting-room  of 
the  factory  1    A,  Yes,  sir. 
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Q.   Directly  opposite  for  a  year,  summer  and  winter  ^    A,   Yes,  sir. 

Q,  Will  you  state  whether  you,  with  your  family,  were  disturbed  there  1 
A.  I  have  no  family.  I  boarded  there.  That  was  the  best  place  that  I 
found.  The  dock  smell  I  did  n't  get  there,  not  much  of  it  as  compared 
with  what  I  received  on  Winter  Street.  My  idea  of  that  was  that  the 
buildings  came  between  me  and  the  dock,  and  kept  away  the  dock  smell. 

Q.    Intercepted  it  ]     A,   Yes,  sir. 

Q,  Well,  as  compared  with  the  spots  where  you  have  lived,  you  found 
this  the  best  place  to  live  in  ?     A.    1  did,  sir. 

Q,  Of  your  four  years'  residence  in  Cambridge,  you  found  it  the  best 
place  %    A.   1  did,  sir. 

CroBs-Examination . 

Q.  (by  Mr,  Mclntire),  Did  you  live  at  Mr.  Greaves's  1  A,  No,  sir  ;  I 
did  not.     My  factory  is  at  Mr.  Greaves's,  but  I  have  not  lived  there. 

Q.  When  on  Winter  Street,  did  you  live  near  where  Mr.  Greaves  did  1 
A.    No,  sir.     Quite  a  distance  away. 

Q.  How  far  1  A.  It  is  one  street  and  part  of  another.  He  is  near 
Sixth  Street,  and  I  lived  between  Fourth  and  Fifth. 

Testimony  op  Harvey  George. 

Q,  (bt/  Mr.  Derby),  Have  you  retired  from  business  1  ^.  I  have  been 
an  invalid  a  dozen  years,  and  have  n't  been  able  to  do  anything. 

Q.    Do  you  reside  in  East  Cambridge  1    A,   Yes,  sir. 

Q,  In  what  part  of  East  Cambridge  do  you  reside  ?  A.  On  Otis  Street ; 
a  little  east  of  Fifth  Street. 

Q,  (by  the  Chairman).  How  near  is  that  to  Mr.  Squire's  1  A,  About 
five  or  six  hundred  feet. 

Q,  (by  Mr,  Derby),  Do  you  know  of  a  place  .for  trj'ing  grease  kept  by 
Mr.  Reardon  1  A,  A  number  of  years  ago  I  sold  the  land  to  Mr.  Cunlon. 
Thfere  was  a  grease  place  built,  and  I  have  n't  been  near  it  for  a  dozen  years. 

Q,  Well,  do  you  know  who  occupies  it,  sir  1  -4.  I  don't  know  of  my 
own  knowledge. 

Q.  On  what  street  is  that,  sir  ]  A,  That  is  on  Winsor  Street.  The 
man  who  bought  it  erected  a  place  for  rendering  of  grease.  He  bought 
the  land  to  do  what  he  pleased  with  it. 

Q,  Whether  you  know  that  any  grease  was  tried  there,  or  if  there 
were  any  bad  smells  1  A,  I  don't  know  about  grease  being  tried  there  ; 
but  I  have  smelled  this  bony,  greasy  smell. 

Q,    Offensive  1     A,    Well,  it  is  not  very  pleasant. 

Q,  At  what  hours  of  the  night  have  you  smelled  it  1  A.  It  was  as 
early  as  ten  or  eleven  o'clock. 

Q.  Was  it  previous  to  that  time  "i  A,  I  have  smelled  it  in  the  day- 
time and  in  the  night,  but  not  very  frequently.  If  the  wind  is  right,  it 
will  come,  but  not  so  strong  as  it  used  to  bo  when  I  lived  up  there  close  to 
it.     I  now  live  up  on  Cambridge  Street,  five  or  six  hundred  feet  from  it. 

Q,  How  long  since  you  have  moved  from  that  place,  sir  ?  A.  About 
a  dozen  vears. 

Q,  You  have  recently  smelled  it  by  day  and  night  1  A.  1  have  smelled 
it  occasionally  in  the  day-time. 

Q,   Will  you  describe  to  the  Commissioners  whether  it  is  a  pretty  bad 
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smell  1  A.  It  is  not  so  bad  as  a  bone  factory.  Then  there  was  a  place 
called  Merrill's.  I  used  to  get  that  more  frequently  and  more  sensibly. 
It  seemed  very  offensive.  And  then,  from  off  this  direction,  I  occasionally 
smelled  this  odor  ;  but  it  has  never  come  so  acute  as  at  the  other  place.; 

Q.  But  you  have  experienced  it  at  various  hours  of  night  and  day,  and 
found  it  very  offensive  ?  Has  it  ever  made  you  close  your  windows  in  the 
night,  sir  1     A,   Well,  we  do. 

Q.  For  the  bad  smell  ?  A.  That  is  one  reason  ;  but  I  don't  like  the 
night  air. 

Q.  Does  it  ever  make  any  of  your  family  sick  to  your  knowledge,  or 
yourself?  A.  None  of  my  family  ;  but  one  of  my  boarders  was  sick  on 
the  31st  of  July.  He  went  ^o  bed,  he  said,  and  went  to  sleep,  and  in  a 
little  while  he  was  waked  up.  His  windows  were  up.  He  said  he  smelled 
a  terrible  smell,  and  supposed  they  were  clearing  vaults  under  .the  windows. 
He  got  up  and  looked,  and  saw  nothing.  He  shut  down  his  windows,  and 
retired  again.  He  asked  me  if  the  authorities  allowed  that  work  to  be 
done  in  the  night ;  and  I  told  him  I  guessed  not.  He  said  he  liad  a  hard 
one,  and  thought  it  was  on  this  account. 

Cro88-Examination. 

Q,  {by  Mr,  Melntire),  You  live  next  house  to  Mrs,  Binney  %  A.  Yes, 
sir. 

Q.   You  live  in  one  half,  and  Mrs.  Binney  in  the  other  %    A,   Yes,  sir. 

Q.   Were  you  here  when  she  testified  %    A.    I  was  not. 

Q.   You  say  you  get  the  rendering  smell  a  little  1    A,   Yes,  sir. 

Q.  Did  you  smell  anything  last  night,  between  six  and  eight  o'clock  t 
A.    I  did. 

Q.    The  tide  was  up  last  night,  was  it  not  1    ^.    I  don't  know. 

Q.  You  say  you  did  smell  something  last  night,  between  six  and  eight 
o'clock.  What  was  it  1  A.  It  was  n't  a  very  pretty  smell.  .  The  night 
before  last,  at  the  stable  at  the  foot  of  Fifth  Street,  three  men  were 
standing ;  and  as  we  got  the  odor,  one  of  them  said,  **  There 's  brimstone," 
meaning  the  odor. 

Q.   And  the  tide  was  high,  was  it  not  1    A,  Not  when  I  am  speaking  of. 

Q.  Did  n't  it  last  after  seven  or  eight  o'clock  on  that  evening  1  -4.  I 
don't  know. 

Q.  You  don't  know  whether  people  complained  night  before  last  near 
the  corner  of  Sixth  and  Cambridge  Streets  %     A.    \  don't  know. 

Q.    Do  you  know  the  fact  of  people  complaining  1     ^.    I  do  not. 

Q.  You  have  not  got  the  rendering  smell  within  two  or  three  years  t 
A,    Yes,  I  have.     I^ay,  not  so  much. 

Q.    Have  3'ou  got  it  at  night  1     A.    Not  after  ten  o'clock. 

Q,  You  sleep  with  your  windows  shuti  A,  I  do  generally.  The 
moment  I  distinguish  the  smell,  I  shut  the  windows,  take  a  fan,  and  go 
to  bed. 

Q.  What  part  of  the  house  do  you  sleep  in  1  A,  In  the  southwest 
comer. 

Q.  Well,  now,  when  you  lived  on  Cambridge  Street,  up  near  Conlon's 
or  Reardon's  place,  you  spoke  of  Mr.  MeiTill's  establishment  as  smelling 
bad  1     ^.   It  was  not  up  there. 

Q,  When  did  you  get  that  smell  ?  A,  Since  I  have  lived  in  the  Third 
Ward. 
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(?.  How  do  you  know  that  you  get  it  from  Mr.  Merriirs  1  Is  not  Mr. 
Merrill  directly  in  a  straight  line  from  you  3  A.  No,  sir ;  he  is  five  or  six 
hundred  feet  to  the  north  of  me. 

Q,   You  live  between  Fourth  and  Fifth  Streets  1    A,   Yes,  sir. 

Q,  What  made  you  think  the  odor  came  from  Mr.  Merrill's  1  A,  I 
judged  from  the  way  the  wind  was. 

Q.  You  never  traced  it  to  Mr.  Squire's  1  You  never  followed  it  up? 
A.   No,  sir. 

Q,   Did  you  get  the  scent  of  the  Slst  of  July  1    A,   Yes,  sir. 

Q.   At  what  time  ?    A.   Just  about  ten  o'clock. 

Q,  Where  were  you  then  1  A,  On  my  sidewalk.  In  warm  weather  I 
frequently  walk  on  the  sidewalk.  I  cannot  sit  down  a  great  while  at  a 
time,  but  have  to  exercise.  I  walk  the  house  a  great  deal.  In  pleasant 
weather  when  it  is  warm  I  go  out  and  walk  along  the  sidewalk. 

Q,  Which  way  did  the  smell  that  you  got  on  the  31st  of  July  come 
from  1    A,    From  a  westerly  direction. 

Q.  Coming  up  Otis  Street  from  the  Court  House  1  A,  Yes,  sir ;  as 
it  did  over  a  year  ago,  from  the  same  direction. 

Q,  Then  you  distinguished  one  that  night  1  A,  I  did,  but  it  was 
light  It  was  one  of  those  sultry  nights ;  we  have  a  great  deal  of  that 
kind  of  weather  occasionally.  We  can  always  feel  it,  but  we  cannot  see 
it  as  we  can  a  fog.  We  know  wc  arc  in  an  immense  smell,  but  we  cannot 
see  it.     Sometimes  it  is  hard  to  distinguish  where  it  comes  from. 

Q,  After  you  got  into  your  house  and  had  shut  the  windows  down  you 
were  not  troubled,  but  one  of  your  boarders  was  ]    A,   Yes,  sir. 

Q.   Whowasthat,— Mr.  Hiin    A.   Yes,  sir. 

Q,  Have  you  ever  expressed  your  idea  as  to  what  that  smell  was  1 
Jl  I  think  very  likely  I  have  many  times. 

Q,  Did  you  ever  say  what  you  thought  that  smell  was  before  coming 
here  t    A.   Yes,  sir. 

Q.  What  was  your  idea  1  -4.  I  hardly  know.  They  told  mo  that 
there  was  something  at  the  factory  that  smelled  so,  but  I  was  never  there; 
I  had  always  supposed  thatJt  came  from  the  dock  and  the  common  sew- 
ers. I  got  these  smells  in  my  cellar ;  when  the  wind  was  in  a  northerly 
direction  it  filled  my  cellar  with  this  smelL  This  was  three  or  four  years 
•go. 

Q,  Do  you  know  what  was  done  at  the  factory  'i  A.  1  don't  know 
anything  about  it.  I  know  they  manufacture  hats  or  caps  there,  I  don't 
know  which. 

Q,   Oil-cloth  hat«,  caps,  and  tarpaulins  1    A,   Yes,  sir. 

Q.  But  you  don't  know  anything  that  occurs  in  there  that  would  cre- 
ate a  smell  ?    A,   No,  sir. 

Q,  Have  you  ever  been  at  Mr.  Squire's  establishment  1  A,  Yes,  sir, 
a  great  many  times. 

Q,    Have  you  ever  smelled  anything  there  1     A.    I  have. 

Q,  Have  you  ever  smelled  anything  at  your  house  reminding  you  of 
that  smell  %  A,  1  have  got  the  scent  of  the  cooking,  especially  when 
they  used  to  try  that  bad  stuff.     I  have  not  smelled  it  of  late. 

Q,  Did  you  ever  try  to  trace  any  of  the  smells  you  have  described  to 
any  place .1  A,  No,  sir.  I  went  right  off  after  the  Slst  of  July  and 
asked  the  foreman  at  Mr.  Squire's  if  they  let  off  anything  to  make  the 
odor,  and  he  said  he  did  n't.     I  saw  Mr.  Squire  afterwards.     I  don't  know 
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OS  I  had  spoken  to  him  before.     I  asked  him  if  ho  did,  and  ho  said  there 
was  not. 

Testimony  op  Alderman  Cortis  Davis. 

Q.  {by  Mr,  Mazzty).    You  reside  in  Cambridge  1    A.   Yes,  sir.   ' 

Q,    And  have  resided  there  how  many  years  1     A,    Forty. 

Q,  You  have  been  in  public  office,  in  the  Legislature,  and  are  at  pres- 
ent an  Alderman  of  Cambridge  1     A,   Yes,  sir. 

Q.  Have  you  l)een  into  Mr.  Squire's  works  in  your  official  capacity  u 
Alderman  1     A.    Yes,  sir. 

Q.    You  have  been  over  there  and  inspected  them  1     A,   Yes,  sir. 

Q,    How  many  times  ]     A,    Once,  in  my  official  capacity.  ' 

Q.    When  was  thati     A,    I  think  in  July. 

Q.  How  many  times  have  you  been  there  unofficially  \  A.  \  don't 
recollect  of  being  there  but  twice.  I  may  have  been  there  more  times 
than  that. 

Q.  Do  you  remember  the  times  1  A,  This  I  speak  of  now  was  in  the 
night. 

Q,    On  the  night  of  the  31st  of  July  1     A    I  think  it  was. 

Q.    You  accompanied  the  Board  of  Aldermen  %     A.    \  did. 

Q.  At  what  hours  were  you  there  that  night  1  A,  From  seven  till 
nine  o'clock. 

(?.    And  the  Mayor  was  also  present  \    A.   Yes,  sir. 

Q.  How  many  of  the  Board  of  Aldermen  %  A.  \  could  not  teU.  I 
don't  recollect  whether  they  were  all  there  or  not. 

Q.  Well,  now,  speaking  from  the  knowledge  acquired  at  that  visit  and 
at  the  other  visits  you  have  made,  will  you  please  state  to  this  Board  in 
what  condition  you  found  it,  and  whether  or  not  anything  of  the  nature . 
of  a  nuisance  was  discovered  by  you  there  1  A.  That  particular  time  in 
the  building  itself  I  did  n't  discover  anything  that  was  very  objectionable 
to  myself,  —  nothing  that  I  should  consider  a  nuisance.  There  was 
nothing  bad  to  me  about  the  rendering  of  the  lard  or  the  slaughtering 
of  hogs.  Outside,  in  the  yards,  there  was  a  stench  that  was  a  little  difr 
agreeable  to  me. 

Q.  Where  did  that  come  from  %  A.  \  don't  know  as  I  can  explain 
that.  It  is  where  the  gjis  passes  through  the  water.  It  was  a  place 
where  there  was  a  little  leakage  among  some  of  the  valves  where  this  gtf 
escaped. 

Q.    l*he  water  in  tlie  machine  got  hot  that  night  1     A,    Yes,  sir. 

Q.  How  long  did  that  odor  last,  sir]  A.  I  was  travelling  around 
through  the  place  considerable,  and  I  don't  know  whether  it  continued 
all  the  time  I  was  there. 

Q.  Well,  aside  from  the  escape  of  the  gas,  was  there  anything  about 
the  place  which  was  offensive  %     A.    Not  to  me. 

Q.  Now,  Mr.  Davis,  to  what  do  you  trace  the  odors  that  prevail  in 
that  region  %  A.  \  had  always  supposed  that  they  came  from  the  dock, 
the  creeks,  mud-holes,  backhouses,  and  other  places. 

Q,  How  much  do  you  think  the  foul  condition  of  the  river  and  liaani 
has  contributed  to  it  ]    A,    Very  largely.     I  don't  know  how  much. 

Q.  It  has  been  suggested  here  that  the  Board  of  Aldermen  in  dismiss- 
ing the  complaint  against  Mr.  Squire  by  a  vote  of  eight  to  one,  —  that  the 
majority  of  that  Board  acted  under  some  excitement  — 


867 

The  Chairman,     I  understand  that  subject  is  not  to  be  brought  in. 
Mr.  Mtiziey,     Very  well,  I  won't  pursue  the  investigation. 

CroM'Examination, 

Q,  (by  Mr,  Mclntire),  You  say  that  you  found  nothing  disagreeable  to 
you.  You  said  that  two  or  three  times.  I  suppose  you  mean  that  the 
rendering  smell  is  not  disagreeable  to  you  1    A.    No,  sir ;  it  is  not. 

Q,  You  carried  on  the  rendering  business  some  years  ago  1  A.  Not 
now.     I  have  in  years  past ;  a  great  many  years  ago. 

Q.  You  have  a  soap  establishment  in  Cambridge  1  A,  Yes,  sir,  it  is 
on  Broadway. 

Q,    How  long  have  you  been  there  %    A,    1  bought  the  place  in  1851. 

Q,  You  carried  on  rendering  more  or  less  till  when  %  A,  \  think  I 
never  rendered  in  that  factory, —  since  1851. 

Q,    Where  is  your  rendering^done  1     A.   We  buy  the  stock. 

Q,   And  make  soap  of  it  1    A,   Yes,  sir. 

Q.  Did  you  ever  have  any  complaint  against  your  place  for  getting  up 
plenty  of  smells  of  any  kind  ?    A,    No,  sir. 

Q.    Not  in  that  locality  1    A.   No,  sir. 

Q.  You  have  nothing  new  to  say  as  to  your  visit  with  the  Mayor  and 
Aldermen  on  the  31st  of  July  1  Your  experience  was.  about  the  same  at 
Mr.  Squire's  1  A.  With  regard  to  the  escape  of  the  gas,  I  presume,  sir, 
I  have  not. 

Mr,  Mclntire.   You  have  expressed  yourself  substantially  as  they  did  1 

Q,  (by  Mr.  Mvzzey).    You  did  find,  as  I  understand  you,  disi^greeable 

odors  that  arise  from  the  sewers,  sinks,  drains,  etc.  ;  from  what  direction 

did  they  come  1     A.    There  are  never  any  at  my  place,  nor  in  that  sec- 

•  tion  that  I  have  ever  discovered.     I  live  some  ways  off  from  Mr.  Squire's 

establishment. 

The  Cliairman.  You  reside  at  Cambridge  1  A.  Yes,  sir.  We  used 
to  have  a. dock  in  the  rear  of  our  factory,  but  it  is  filled  up  uow. 

Testimony  of  Hon.  James  D.  Greens. 

Q,  (by  Mr,  Mttzzey),  You  were  the  first  Mayor  of  Cambridge,  sir,  and 
took  the  chair  in  184G  1    A.   Yes,  sir. 

Q.  And  have  held  that  office,  beside  your  first  term,  twice,  I  believe, 
since  1    A.   Yes,  sir. 

Q.  Where  did  you  first  reside  in  Cambridge  1  A.  In  f^st  Cam* 
bridp^e. 

Q,    And  when  did  you  go  there  to  live  1     A.   In  1830. 

Q.  You  were  then  the  settled  Unitarian  clergyman  in  that  place  %  A.  1 
Was,  sir. 

Q.  I  believe  you  were  a  resident  of  East  Cambridge  when  there  was 
trouble  alxiut  odors,  from  1830  till  1843  1  A,  On  one  or  two  occasions 
I  remember  there  were  offensive  odors. 

Q,  Proceeding  from  what  source,  sirl  A,  I  am  not  sure,  sir.  I 
think  they  were  said  to  have  come  from  Winchester's  slaughtering  estab- 
lishment and  soayi-making  place  ;  soap-making,  I  think. 

Q,    You  still  reside  in  Cambridge  ^     A.    I  do,  —  in  Old  Cambridj^c. 

Q.  Where  did  you  go  in  1813,  —  directly  to  Old  Cambridge  1 
A.   Yes,  sir. 


868 

Q.  So  you  hare  resided  in  East  Cambridge  for  thirteen  jean,  and  tbe 
remainder  of  the  time  in  Old  Cambridge  I     A.  Yes,  sir. 

Q,  You  have  been  familiar  with  the  Miller's  River  district  and  the 
locality  spoken  so  much  about  f     A.    Not  all  of  it. 

Q.  You  have  known  the  locality,  and  hare  visited  it,  more  or  less? 
A.  There  arc  portions  of  East  Cambridge  that  I  have  not  visited  scarcely 
at  all.  I  may  specify  this  section  of  E^  Cambridge  where  Mr.  Squire's 
establishment  is.  That  I  have  not  visited  it  but  once,  I  think,  for  thirty 
years.  When  residing  at  East  Cambridge  I  formerly  passed  throu^ 
there  when  there  were  probably  not  more  than  six  or  eight  houses  in  the 
whole  section. 

The  Chairman,    Is  it  worth  while  to  go  into  this  matter,  so  far  back? 
Mr.  Muzzey.    He  has  been  there  more  recently.     I  only  wish  to  make 
a  comparison  of  the  state  of  affairs  between  the  two  periods. 

Q.  (hy  Mr,  Muzzey),  Mr.  Greene,  you  state  that  at  the  time  when  joa 
visited  that  section  where  Mr.  Squire's  establishment  is,  there  were  bat 
few  houses  1    A.  At  the  period  when  I  resided  at  East  Cambridge  1 

Q,  Yes,  sir ;  before  Mr.  Squire^s  establishment  was  there  t  A.  There 
were  few  houses  there  then. 

Q,  When  did  tbe  neighborhood  begin  to  grow  and  become  popnloiu; 
sir?  "A.  Within  the  last  ten  or  twelve  years  the  population  has  gathered 
there  very  nipidly.  There  was  but  little  increase  until  within  about  fif- 
teen years,  I  should  say.     I  have  not  passed  through  it  lately. 

Q,   W^ell,  have  you  visited  Mr.  Squire*s  establishment?     A,    I  have. 

Q.  Will  you  state  to  the  Board  in  what  condition  you  found  itV 
A,  (yonsidering  the  magnitude  of  the  establishment,  I  should  consider  it 
to  he  ill  a  remarkably  good  condition  ;  that  is,  remarkably  free  from 
offensive  odors,  when  we  consider  the  magnitude  of  the  business  that  ii 
carried  on. 

The  Chairman.    When  was  this  visit  made  %     A.    K  week  ago. 

Q.  You  consider  the  establishment,  taking  its  magnitude  intoaccoant, 
as  ill  a  remarkably  clean  condition  and  free  from  offensive  odors  1 

The  Chairman.  It  seems  to  me  that  you  might  produce  a  great  many 
witnesses  who  would  say  the  same  thing  that  he  does.  I  don't  think  it 
would  be  worth  while  to  introduce  any  more  of  that  evidence. 

Mr.  Mazzey.  I  put  Mr.  Greene  upon  the  stand  because  he  represents 
public  opinion  and  has  a  general  and  wide  knowledge,  and  has  had,  with 
others,  occasion  to  look  into  these  things. 

Q.  (by  Mr,  Miuzey).    Will  you  give  the  Board  the  benefit  of  your  opin- 
ion, whether  the  health,  comfort,  and  convenience  of  the  inhabitanuj  of 
Cambridge  demand  the  suppression  of  this  establishment  at  the  preaent    | 
time  1     -k.    I  don't  think  I  am  entirely  qualified  to  answer  that  question. 
I  could  not  Ik5  able  to  form  any  opinion  as  to  what  would  be  the  condition 
of  these  works  during  the  whole  year,  for  my  acquaintance  with  it  is  very 
limited  indeed,  except  at  this  season  of  the  year.     What  it  would  be  in 
the  hot  season  I  am  wholly  unable  to  conjecture.     As  the  business  is 
managed  now  I  see  no  cause  for  offence  without  the  enclosure.     I  pe^ 
ceivcd  nothing  outside  of  the  enclosure,  and  very  little  inside. 
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Cross-Examinatum, 

Q,  (by  Mr.  Mclntire),  How  came  you  to  visit  the  establishment  of 
Mr.  Squire  \  A,  \  was  invited  to  call  there,  sir.  I  don*t  know  the 
name  of  the  gentleman  who  called  upon  me. 

Q,    He  called  at  your  house  and  asked  you  to  go  1    A,   Yes,  sir. 

Q,   What  time  in  the  day  was  it  1    A,    In  the  evening  I  went  there. 

Q,  You  were  invited  to  be  taken  there  and  shown  about  1  Was  there 
any  one  else  present  invited  but  you  ?  A,  I  don't  know  about  the  invi- 
tations ;  there  were  other  persons  present. 

Q,  Who  was  there  at  that  time  %  A,  Dr.  Howe  and  Mr.  Parker,  for- 
merly city  solicitor. 

Q,  Any  one  else  that  you  remember  1  A,  Yes,  sir ;  Mr.  Merrill,  ex- 
Mayor. 

Q,  Did  you  find  them  there,  or  did  they  arrive  subsequently  1  A.  Dr. 
Howe  went  at  the  same  time  that  I  did. 

Mr,  Muzzey,  I  will  spare  you  any  examination  on  this  subject.  These 
gentlemen  were  all  invited  by  us  to  visit  the  establishment,  and  were 
sent  for  personally,  so  that  they  should  be  able  to  come  here  and  say 
what  they  thought  upon  the  question  before  this  Board. 

Mr.  Mclntire,    I  only  wanted  to  know  whether  it  was  sq  or  not 

Q,  (by  Mr,  Mclntirf).  Then  you  discovered  nothing  very  disagreeable 
outside  ]  Did  you  visit  any  of  the  hog-pens  ?  A,  Yes,  sir ;  we  saw  all 
the  hog-pens,  I  think. 

Q.  Were  there  many  hogs  there  f  A,  I  think  all  the  pens  I  saw 
were  empty. 

Q,   Did  you  see  any  live  hogs  1    A,   Yes,  sir. 

Q,  How  many  did  you  see  1  ^.  I  am  unable  to  say,  sir.  I  should 
say  twenty  or  thirty  ;  possibly,  forty  or  fifty.  We  saw  one  pen  that  had 
a  considerable  number  in  it. 

Q.  Well,  should  you  think  that  in  all  the  pens  you  saw  more  than 
fifty  %  A.  \  don't  know.  I  don't  think  I  did.  I  don't  know  what 
others  may  have  seen. 

Q,  Was  there  any  scent  at  all  coming  from  these  unoccupied  pens  1 
A,    I  don't  recollect  any  unpleasant  scent  there  from  them. 

Q,  The  pens  were  very  clean  and  were  sprinkled  with  charcoal  1 
A,  Yes,  sir. 

Q.  Were  many  of  the  animals  dressed  and  hanging  up  1  A,  Yes,  sir ; 
quite  a  large  number. 

Q,  Were  they  at  work  at  the  time,  killing  and  scalding  1  A.  They 
were. 

Q,  Did  you  perceive  any  odor  from  the  scalding-tanks,  —  any  smell  1 
A,  Yes,  sir,  there  was  some  smell,  but  it  was  not  very  disagreeable.  It 
was  the  smell  of  the  hog. 

Q,  They  were  rendering  at  any  time  while  you  were  there  1  A,  They 
were. 

Q.  Where  1    A,  In  the  room  appropriated  for  it. 

Q,  I  know ;  but  I  understand  there  is  a  story  above  where  the  render- 
ing is  done,  as  well  as  below  1  A,  We  saw  the  tanks  that  are  used  for 
that  purpose. 
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Q,  What  were  they  rendering  in  these  tanks  %  A.  I  could  not  say. 
They  were  close  tanks.  There  was  one  open  tank,  where  the  pork  was 
being  boiled,  or  tried  out,  I  suppose. 

Q.  Did  you  go  up  a  story  above  the  top  of  the  close  tanks  and  see  any 
tanks  up  there  'i  A,  1  did.  The  close  tanks  are  partly  in  one  story  and 
partly  in  another.    We  saw  them  both  below  and  above. 

Q.  In  the  story  above  the  close  tanks  did  you  see  three  lai^  open 
tanks  1    A,   No,  sir,  I  did  not 

Q.  Did  anybody  go  up  there  1  A,*  I  can  only  say  where  I  went 
myself. 

Q,  You  have  already  said  that  you  don't  visit  that  locality,  and  live 
far  away  from  it  1  A,  I  have  never  visited  it,  sir,  until  about  a  week 
ago. 

R&^irect  Examination. 

Q,  {by  Mr,  Muztey).  Have  you  made  any  other  visit  privately,  on  your 
own  account?    A,   I  have,  sir. 

Q,  Now,  in  what  you  state  to  the  Board,  are  you  speaking  of  the  ob- 
servations you  made  at  the  time  you  went  by  invitation,  and  also  as  to 
when  you  went  privately  1  A,  1  have  spoken  of  my  first  visit  I  went 
of  my  own  accord  a  few  days  afterward.  I  had  seen  the  interior,  and  I 
wanted  to  see  the  exterior  of  the  building. 

Q.  Did  you  discover  anything  on  your  second  visit  that  yon  made  pri- 
vately, without  notice,  different  from  what  you  found  in  your  previous 
visit?  A,  No,  sir.  I  found  everything  in  about  the  same  condition. 
I  found  no  disagreeable  odors  from  Mr.  Squire's  establishment ;  but  from 
the  adjoining  establishment,  which  I  think  was  O'Neil's,  I  think  there 
were  offensive  smells. 

Q,  {by  Mr,  Mclntire),  You  say  from  the  adjoining  one,  which  is  0*Neil's ; 
which  one  do  you  mean  1    A,   1  mean  the  one  on  the  opposite  side. 

Mr,  Mclntire,  That  belongs  to  Charles  H.  North  &  Co.  Mr.  O'NeiFs 
is  half  a  mile  away.  Mr.  North's  establishment  is  on  the  railroad,  just 
above  Mr.  Squire's. 

GROWTH   OF    POPULATION    AND   BUSINESS. 

Mr.  Derby,  With  regard  to  the  growth  of  business  and  the  increase  of 
population  in  East  Cambridge  and  Somerville,  I  wish  to  put  in  a  table  from 
the  census  of  the  United  States  and  from  the  books  of  the  assessors  :  — 

Population  of  Ward  8,  Cambridge, 

In  1860 *     .        .         7,091 

In  1870 9,171 

An  increase  of  30  per  cent 

Assessors*  Valuation  of  the  Ward. 

In  1860 S  8,886,800 

In  1870 6,710,800 

In  1878 9,680,700 

It  has  nearly  trebled  from  1860  to  1873. 

Population  of  Somerville. 

In  1860 7,997 

In  1870 14,685 

An  increaae  of  82  per  cent 
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Assessor^  Valuation  of  Somervitte. 

In  1860 $  5,851,700 

In  1870       .        .        • 12,590,900 

In  1873 29,648,100 

The  witness,  Mr.  Rapp,  who  was  examined,  put  in  a  few  tables  which 
were  not  read,  as  at  that  time  the  Board  were  about  to  adjourn.  I  hold 
the  tables  in  mj  hand,  and,  with  your  permission,  I  will  put  them  mto 
the  case:  — 

Slaughtering,  Cutting,  and  Packing  Houses  in  the  20th  Ward  of  New  York, 

Acres  in  the  Ward 512 

Popniation 75,407 

SUughtereri 8 

Hogs  killed  daily  ........  7,400 

Tanks  used  in  the  Ward 17 

Hog9  cat  and  packed     • 2,270 

Tanks  used         ...                ......  20 

Tallow  rendered  daily 28,000  lbs. 

In  the  9th  and  leth  Wards, 

Acres       • 540 

Popniation 95,349 

Packing-houses 10 

Hogs  cut  and  packed  dally 1,895 

Tanks  used 18 

The  Butchers'  Hide  and  Tallow  Association  renders  20,000  pounds  of 
tallow  daily,  and  uses  three  tanks. 

In  the  10th  and  1 7th  Wards. 

Acres       .        • 475 

Bopolation 136,778 

Packing-houses 10 

Hogs  slaughtered  daily 1,525 

Tanks  used 15 

Testimont  of  Mr.  Edward  E.  Richards. 

Q.  (by  Mr.  Muzzey).  Where  do  you  reside  1  A.  At  the  comer  of  Sixth 
and  Cambridge  Streets,  East  Cambridge. 

Q.  What  is  your  employment  1    A.    Mechanical  engineer. 

Q.  Where  are  you  employed  1    A.   At  the  Revere  Sugar  Refinery. 

Q.  I  don't  recollect  where  that  is.  A.  It  is  by  the  New  England 
Glass  Works. 

Q.  Have  you  been  troubled  at  your  house  with  bad  odors  %  A.  \  have, 
sir. 

Q.  Proceeding  from  what  source  \  A.  1  supposed  from  Miller's  River 
flats. 

Q.  What  are  your  reasons  for  saying  that  1  A.  Because  I  have  never 
uoticed  the  odor  till  the  flats  were  uncovered,  and  the  more  they  are  un- 
covered the  more  the  odor  is  increased. 

Q.  Has  any  injury  to  your  dwelling-house '  resulted  1  A.  Nothing 
more  than  the  general  discoloration  of  paint. 

Q.  How  about  the  health  of  yourself  and  family  1  Has  it  been  af- 
fected at  all  by  this  odor  1    A.  Not  very  materially.    We  cannot  sleep. 


372 

• 

It  makes  us  feel  as  though  we  had  an  extra  tax  upon  our  nenrous 
system. 

Q,  Have  jou  noticed  in  what  direction  the  wind  has  been,  whenever 
you  have  experienced  this  effect  upon  yourself  and  family  1  jL  No,  sir, 
I  have  not  particularly. 

Q,  Have  you  ever  observed  the  wind  when  the  odor  has  prevailed  1 
A,  No,  sir ;  because  these  smelU  are    generally  in  the  night     I  don't 

know  that  I  have  ever  smelled  them  in  the  dav-time. 

•I 

Q,  Does  the  state  of  the  atmosphere  make  any  difference  with  yoni 
A,  Yes,  sir,  it  does. 

Q.  In  what  state  of  the  atmosphere  do  you  get  that  smell  ?  .^  I  get 
the  smell  more  plainly  just  before  a  rain,  or  with  a  low  temperature.  On 
the  night  of  the  31st  of  July  the  smell  was  severe,  so  severe  that  an  in- 
dignation meeting  was  held  on  account  of  it  I  have  noticed  that  these 
smells  have  preceded  a  rain,  and  when  the  air  is  heavy  and  muggy. 

Q,  Have  you  ever  experienced  such  smells  as  trouble  you  at  your 
house  in  Elast  Cambridge  in  other  localities  1     A,  Yes,  sir. 

Q.  Where,  for  instance  1  A,  In  Havana,  at  Vera  Cruz,  and  on  board 
steamships,  —  the  bilge- water. 

Q.  You  identify  the  smell  as  of  the  same  kind  that  you  have  experienced 
in  Havana,  Vera  Cruz,  and  elsewhere,  and  also  on  board  steamships? 
A.  Yes,  sir. 

CrosS'Examination, 

Q,  {by  Mr,  Mclntire).  How  long  have  you  lived,  Mr.  Richards,  at 
the  comer  of  Sixth  and  Cambridge  Streets  1     ^.  A  little  over  a  year. 

Q.  How  long  have  you  lived  in  East  Cambridge  1  A,  About  two  yean 
and  a  half. 

Q  Do  you  ever  trace  any  of  these  smells  1  A,  Well,  no  more  than 
that  we  pump  some  1,500  gallons  of  water  daily  to  the  top  of  the  sugtf 
refinery,  and  I  know  that  when  the  water  is  low  we  have  that  same  smell 
at  the  top  of  the  building  that  there  is  in  the  basin. 

Q.   Do  you  ever  smell  any  rendering  smell  1     A.  Occasionally  I  do. 

Q.  At  what  time  ]  A.  At  no  particular  tjme.  I  have  smelled  it  at  all 
times. 

Q.  What  direction  did  that  come  from  ^  A,  \  suppose  it  came  from 
the  slaughtering  establishments,  but  I  don't  know. 

Q,  Was  that  disagreeable  to  you  1     A,  Not  at  all. 


Testimony  of  Captain  Charles  J.  Adams. 

Q.  {by  Mr,  Muzzey).   Are  you  Master  of  the  House  of  Coirection  1    i.  I 
am,  sir. 

Q.  How  long  have  you  held  that  place  %    A.  For  twenty-three  years. 

Q.  You  are  keeper  of  the  jail  also  1     A.  Yes,  sir. 

Q.  Well,  at  the  House  of  Correction  have  you  detected  bad  odOTsI 
A.  I  have,  sir. 

Q.   Springing  from  what  source  1     ^.   I  have  no  doubt,  sir,  but  what 
thev  came  from  the  basin  and  the  sewers, 

Q.    Has  there  been  a  sewer  emptying  by  the   House  of  Correction  t 
A.  There  has. 

Q.  And  has  that  made  any  nuisance  ?    A,  Some,  sir. 
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Q.  I  bclieTe  the  County  Commissioners  have  made  a  change  there, 

—  have  they,  sir  1  Have  they  appropriated  money  for  the  carrying  out 
of  the  sewer  ?    A,  Yes,  sir.     It  should  have  heen  months  ago. 

Q,  Has  it  been  done  1    ^.  It  has  not  been  done  yet. 

Q,  Is  there  trouble  still  from  the  place  1    A,  There  is. 

Q,  Well,  now,  you  say  that  the  smell  comes  from  the  sewers  and  basins, 

—  do  you  mean  from  the  basins  of  Miller's  River  1  A,  Yes,  sir,  and  the 
sewers  about  Broad  Canal  and  Charles  Street,  —  Thomdike  Street  and 
Otis  Street  sewers.  They  all  come  into  the  basin  there  into  what  we 
call  the  County  sewer,  which  was  built  some  twenty  years  ago,  before 
those  buildings  there,  excepting  the  House  of  Correction. 

Q.  Do  the  tide  or  the  atmosphere  make  any  difference  in  the  per- 
ceptibility of  the  smells  at  the  House  of  Correction  ?    ^.  It  docs. 

Q.  What  is  the  difference  1  A»  When  the  tide  is  in  we  don't  smell  it. 
When  the  tide  is  out  we  get  the  smell. 

Q.  Now,  about  the  state  of  the  atmosphere.  Do  you  perceive  any 
difference  as  to  the  prevalence  of  the  odors  from  that  1  A.  Well,  when 
it  is  low,  muggy  weather  we  get  it  worse. 

Q,  Did  you  observe  the  condition  of  things  on  the  31st  of  July) 
A.  I  did,  sir. 

Q,  In  your  company  that  evening  were  some  gentlemen  present 
at  your  office  %    A,  There  were,  sir. 

Q,   Who  were  there  1    A,  Mr.  Meacham  and  Mr.  Chaffee. 
Q,   About  what  time  did  you  separate  1    A,  Soon  after  nine  o'clock. 
Q,   When  you  went  out  of  the  office  did  you  notice   the   direction 
of  the  wind  %    A,    1  did,  sir. 

Q.  In  what  direction  was  the  wind  about  nine  o'clock  on  the  evening 
of  the  31st  of  July  1    A,   It  was  a  little  east  of  south. 

Q.  Was  the  attention  of  the  party  called  to  this  smell  in  connec- 
tion with  any  reports  that  had  been  circulated  that  bad  odors  came  from 
Mr.  Squire's  establishment  1    A.   It  was. 

Q.  What  was  saidi  A.  As  soon  as  we  went  out  of  the  office  we 
•naelled  this  bad  odor,  and  I  looked  to  see  which  way  the  wind  was,  and 
I  remember  one  gentleman  said,  "  You  can't  lay  this  to  Mr.  Squire,  for 
the  wind  is  n't  right." 

Q.  How  did  you  knowl  A,  I  looked  at  the  vane  on  the  church, 
^en  we  got  a  little  way  up  toward  Mr.  Squire's  we  did  n't  smell  it  at 
•1    We  smelled  it  more  plainly  by  our  place  than  at  any  other. 

Q.  Was  there  a  breeze  blowing  that  night )  A»  No,  sir,  there  was 
^  There  was  just  breeze  enough  so  that  we  could  see  that  it  turned 
ti»e  vane,  and  we  could  feel  the  air. 

Q.  Are    there  any   facts  within  your  observation   in  reference   to 
the  controversy  as  to  where  the   smells   come   from   that  you   would 
like  to  state  1    A,   Well,  sir,  I  have  smelled  these  bad  odors  and  have 
rttrted  from  the  office  to  trace  them.     I  have  been  into  Mr.  Squire's 
pboe  a  great  many  times  both  night  and  day.     I  never  perceived  any 
loch  smell  about  Mr.  Squire's  place  as  we  get  at  the  house,  but  I  have 
around  the  basin.     I  will  say,  too,  that  I  think  the  smell  has  increased 
•very  year.     It  is  very  much  worse  now  than  before  we  had  the  water 
works  in  Somerville  and  Cambridge.     Every  one  has  a  water-closet  run- 
ning right  into  the  sewers,  and  I  think  that  it  has  a  great  deal  to  do  with 
the  condition  pf  the  basin. 
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Q.  What  thej  used  to  eanj  off  in  cute  now  ifl  carried  into  the  sewen, 
and  into  the  basin  1    A.   More  or  leee. 

Q.   Do  jou  remember  when  Mr.  Squire  came  there  t    A.   Yee»  sir. 

Q.  I  want  to  know  what  the  state  of  the  neighborhood  then  was  about 
him  t  A,  There  were  Terr  few  about  him  at  dbat  time.  The  populalion 
that  has  since  gathered  about  him  was  not  there  when  he  came,  bat  has 
gathered  there  year  by  year  since  he  began  his  boaineas.  There  has  been 
a  constant  increase. 

Q.  You  have  visited  the  establishment  recently,  have  you  t  A.  Yes, 
air,  and  a  great  many  timea. 

Q.  What  has  been  the  condition  of  it  as  you  have  perceived  it  doriDg 
jour  visits  \  A,  I  have  not  seen  it  f<Mr  a  great  while  but  what  it  wu 
perfectly  clean  and  neat.  I  was  up  there  last  Wednesday  night  between 
nine  and  ten  o'clock,  and  went  over  the  whole  concern. 

Q.  There  were  complaints  about  odors  on  Wednesday  of  this  wedLt 
Jl   There  were. 

Q.  And  you  went  into  that  establishment  t  A.  Yea,  sir ;  after  it  was 
locked  up,  between  nine  and  ten  o'clock. 

Q,  Well,  now,  did  you  or  not  perceive  within  that  establishment  or  in 
its  immediate  vicinity  the  smell  that  troubled  the  people  that  night  1 
A.    No,  sir,  nothing  that  we  smell  upon  the  street. 

Q,  The  smell  which  you  had  upon  the  street,  and  which  troubled  the 
people,  you  did  n't  find  within  the  establishment  or  within  its  immediate 
vicinity  t    A,   Nothing  like  it. 

Q,  {by  Mr,  Netehall),   You  heard  the  complaint  t    ^.    I  did,  sir. 

Q.  Did  you  perceive  this  odor  before  you  heard  the  complaint,  or  was 
your  attention  called  to  it  1  A,  My  attention  was  called  to  it.  I  did  n*t 
smell  it  until  I  started  out 

Q,  Before  you  started  out,  near  your  place,  did  you  smell  it  t  A,  Not 
very  strong.     I  have  smelled  it  very  much  worse  than  on  that  night 

Crass-Examinatian, 

Q,  (by  Mr,  Mclntire),  That  was  on  the  17th  you  visited  it,  — Wednes- 
day night.  Do  you  know  how  the  tide  was  1  A,  When  I  was  up  theis 
it  was  full  tide,  very  nearly. 

Q.  On  the  3l8t  of  July,  do  you  know  how  the  tide  was  when  'jff^ 
came  out  of  the  office  %    A,   1  don't  know. 

Q.  Do  you  know  that  it  was  not  high  water  1  A.  I  have  never 
smelled  the  smell  when  it  was  full  tide. 

Mr,  MclfUire,  As  a  matter  of  fact,  the  tide  was  not  out  of  the  basin 
that  night  until  half  past  ten  or  eleven  o'clock,  on  the  31st  of  July.  It 
was  going  out 

Q,   Do  you  ever  get  any  rendering  smells  %    A.  Never  at  my  place. 

Q,  You  are  only  troubled  by  the  other  smells  1  Q,  But  I  bsTS 
smelled  it  upon  the  street,  the  rendering  smell. 

Q.  Where  1  A,  Well,  in  going  up  Cambridge  Street,  and  going  bj 
Mr.  Squire's  place. 

Q,  Was  it  disagreeable  to  you  f  A,  Not  at  all,  sir.  Not  half  so  bad 
as  the  boiling  of  cabbages. 
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Q.  What  was  the  smell  like  to  you  t  ^  It  was  like  the  frying  of 
doughnuts  or  the  rendering  of  lard. 

Q.  You  noticed  the  vane  on  the  Unitarian  Church,  on  the  Slat.  Do 
you  know  that  it  turned  at  all  on  that  day,  from  morning  till  night? 
A,  I  know  which  way  it  pointed.  The  vane  is  very  reliable,  and  the  vane 
on  the  Court  House  is  not. 

Q.  I  ask  you  whether  it  had  not  been  so  all  day  \  A,  1  don't  think 
it  had. 

Q,  Have  you  described  the  smell  from  the  basins  and  sewers  1  A.  It 
is  very  much  like  the  smell  at  the  National  House  in  Washington,  the 
whole  dock  flats,  and  everything  put  together. 

Q.  Anything  of  the  putrid-meat  character,  has  it)  A.  Not  that  I 
know  of.     I  have  nothing  but  what  comes  from  the  basin. 

Testimony  of  Mr.  James  Alexander. 

'     Q,  (by  Mr,  Derby).   You  represent,  sir,  the  Cunard  line  of  steamships  1 
A.   Ido, 

The  Chairman,  I  think  that  with  regard  to  property  we  have  decided 
to  hear  nothing. 

Mr.  Derby.  Mr.  Alexander  has  visited  several  establishments  in  Chi- 
cago, and  I  propose  to  ask  him  two  or  three  questions  about  them. 

Q.  You  receive  large  shipments  from  this  firm  of  J.  P.  Squire  &  Co.  t 
A.   We  do. 

Q.   You  have  been  in  the  works  t    ^.   I  have  once,  sir. 

Q»   Have  you  been  also  to  the  establishments  in  Chicago  'i    A.  I  have. 

Q.  1  will  ask  you  to  make  a  coinparison  between  those  establishments 
in  Chicago  and  this  establishment  of  Mr.  Squire,  in  point  of  neatness, 
order,  and  management,  so  far  as  your  observation  went  "i  A.  1  visited 
several  establishments  in  Chicago  — 

The  Chairman.  What  is  the  use  of  bringing  that  into  this  case  t  We 
are  considering  whether  the  health,  comfort,  and  convenience  of  the  people 
require  the  suppression  of  Mr.  Squire's  establishment. 

Mr.  Derby.  I  wish  to  show,  sir,  that  this  establishment  is  far  better  than 
thoae  in  other  cities. 

Mr.  Mclntire.  I  will  admit  that  this  establishment  is  as  good  as  any 
other,  and  as  well  conducted  as  it  can  be. 

Mr.  Derby.    If  that  is  admitted  I  am  content. 

Q.  (by  Mr.  Derby).  I  will  ask  you  whether  the  packages  that  come  to  your 
wharf  are  free  from  smell,  and  are  in  good  condition  when  you  receive 
themt    A.   They  are. 

Q.  As  good  as  any  part  of  your  cargo  1  A.   In  perfect  order. 

Q.  No  bad  odor  about  them )    A.   No  offensive  smell ;  not  at  all. 

Mr.  Mclntire.  When  I  say  that  this  establishment  is  neat  and  is  well 
eooducted,  I  mean  it  is  conducted  as  well  as  such  an  establishment, 
built  in  such  a  way  — 
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Mr,  Muzzey,    Is  it  conceded  that  our  establishment  is  in  as  good  con. 
ditiou  as  any  establishment  for  the  purpose  can  be  % 

Mr.  Mclntire,   As  a  hog-rendering  establishment,  built  as  that  is,  with 
the  machinery  and  appliances  there,  can  bo. 

Mr.  Muzzey.  Well,  we  propose  to  show  that  it  is  as  good  as  any  m 
the  world.     We   propose  to  show  that  there   are  necessities  for  these 
places ;  that  they  are  necessary  for  all  communities ;  and  that  ours  ia  as 
good  as  any  in  the  world.     If  that  is  conceded,  we  are  satisfied  to  let  tbe 
testimony  pass ;  otherwise,  we  wish  to  make  this  comparison. 

Mr.  Newhall.  But  suppose  it  should  turn  out  that  this  establishment  is 
dangerous  to  the  health,  comfort,  and  convenience  of  the  people,  how  can 
it  do  you  any  good  to  show  that  other  people  are  conducting  the  same 
business  in  the  same  way  ? 

Mr.  Muzzey.  Because  I  shall  have  the  honor,  when  I  am  speaking  at 
the  close  of  this  case,  to  offer  it  to  your  discretion,  whether  it  is  in  as  good 
order  as  any  other  establishment  is  to  be  found ;  whether  the  business  is 
not  necessary  to  every  community,  and  whether  some  district  must  not 
suffer  for  the  whole  community,  in  the  way  of  unpleasant  odors.  That  is 
the  only  light  in  which  we  wish  to  put  this  in. 

The  Chairman.  You  may  put  it  in.  Some  members  of  the  Board  would 
like  to  hear  it.     I  myself  don't  care  anything  about  it 

Q.  (by  Mr.  Derby.)  I  will  ask  you  to  compare  this  establishment  with 
the  works  at  Chicago,  and  say  how  it  compares  in  neatness  and  in  any 
other  particular  with  them.  A.  1  visited  three  of  the  establishments  in 
Chicago.  I  have  only  visited  Mr.  Squire's  establishment  once.  The  com- 
parison is  entirely  in  favor  of  his  works.  I  was  struck  with  the  absence 
of  noxious  odora  in  his  establishment.  In  comparison  with  the  establish: 
ments  in  Chicago  his  was  remarkably  free  from  offensive  odors. 

Q.  As  I  understand  you,  it  is  superior  to  those  establishments  in  all 
particulars  1     A.    Yes,  sir. 

Q.  You  arc  from  Scotland,  I  think,  sir,  —  from  Glasgow  on  the  Clyde t 
A.    Yes,  sir. 

Q.    And  have  charge  of  a  line  of  steamers  running  from  Glasgow  to 
Belfast,  Ireland,  every  day.    A.    The  company  with  which  I  am  connected 
owns  a  lino  of  steamers  which  sail  between  Glasgow  on  the  Clyde  to 
Belfast,  Ireland,  —  some  six  or  eight  steamers.     There  is  one  point  which 
I  have  seen  brought  out  in  the  published  account  of  the  evidence  here, 
and  which  I  think  should  be  observed  by  the  Board,  and  that  is  with 
regard  to  the  blackening  of  silver  in  the  houses  in  the  vicinity  of  Charles 
River  basin.     I  happen  to  know  that  the  silver  plate  on  board  our  steam- 
ers, which  sail  up  the  Clyde  in  the  morning,  is  blackened  every  day  bf 
the  noxious  gases  which  escape  from  the  river  Clyde.     The  sewage  of 
the  city  of  Glasgow  falls  into  the  Clyde,  and,  in  hot  weather,  the  condi- 
tion of  the  river  is  something  terrible.     I  have  myself  seen  the  river  on  a 
hot  day  seethe,  and  present  the  appearance  of  water  boiling,  in  conse- 
quence of  the  escape  of  the  noxious  gases  from  the  water.     I  am  in  the 
habit  of  almost  daily  passing  the  Milldam  on  Beacon  Street,  Boston,    b 
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hot  weather,  and  when  the  tide  is  out,  I'observe  the  same  odor  which  I 
have  found  at  Glasgow.  I  think  that  the  annoyance  of  the  parties  living 
in  the  neighborhood  of  Miller's  River  basin  has  been  from  the  exposure 
of  the  flat«  in  that  basin  at  low  water,  particularly  in  hot  weather.  An- 
other observation  I  have  made  is  this  :  I  know  that  the  city  of  Glasgow  is 
at  present  engaged  in  the  consideration  of  the  question  of  improving  its 
sewerage.  Works  of  very  great  magnitude  are  being  discussed  for  that 
purpose.  The  population  of  Glasgow  is  double  that  of  Boston.  I  think 
that  a  great  many  of  these  things  have  a  bearing  upon  this  point. 

Q.  Is  the  plan  of  draining  parallel  with  the  river  1  A,  It  is  proposed 
to  carry  the  sewage  of  the  country  seat  to  the  seaside,  forty  miles  away 
from  the  city. 

Q.  By  drains  %  A,  \  gave  Mr.  Squire  an  elaborate  report  published 
by  the  engineers,  explaining  it  fully. 

Q,  They  propose  to  pump  it  up  and  discharge  it  through  the  sewer  as 
in  London  1     A,   Yes,  sir. 

Q.  You  see  an  indication  of  the  same  kind  in  Charles  River  now,  do 
you,  sir  1    -4.  I  do. 

Q,  Do  you  draw  the  inference  that  when  our  population  reaches  that 
of  Glasgow  we  shall  have  the  same  difficulties  1  ^.  I  think  you  have  the 
same  difficulty  here  to  some  extent  already,  in  that  basin.  I  am  not  my- 
self an  engineer,  but  it  seems  to  me  that  Boston  has  got  to  do  what  Lon- 
don has  lately  done  ;  and  that  it  would  be  greatly  for  the  benefit  of  the 
public  if  that  basin  was  embanked,  and  these  flats  covered. 

CrasS'Eocamination. 

Q,  {by  Mr,  Mclntire),  Do  you  know,  Mr.  Alexander,  whether  the  smell 
from  the  water  of  the  river  Clyde  is  perceptible  at  any  distance  from  the 
banks  1    A.    Yes,  sir,  it  is. 

Q.  How  far  away  ]  -4.  I  could  not  state  with  exactitude  the  precise 
distance  at  which  these  odors  are  felt,  but  they  threaten  the  health  of 
the  city.  In  Glasgow  public  attention  is  drawn  to  the  obnoxious  state 
of  affairs,  very  much  as  it  is  now  being  drawn  here  to  Miller's  River 
basin. 

Q.  Did  you  ever  perceive  any  blackening  of  the  houses  a  quarter  of  a 
mile  from  the  river  1     A,    The  houses  in  Glasgow  are  all  black. 

Q,  It  is  not  the  blackening  of  the  gases  ?  A,  Well,  I  could  not  say 
how  much  might  be  color  and  how  much  gas.  Most  of  them  are  built  of 
brick  and  stone. 

Q,  There  are  not  many  wooden  houses  painted  with  lead  paint  1 
A.    Not  many. 

Q.  Whether  any  of  these  wooden  houses  are  discolored  as  if  by  am- 
moniacal  gases  1  ^.  I  think  it  is  im{)ossible  for  me  to  say  what  gases 
blacken  the  houses  of  Glasgow,  or  how  much  is  due  to  the  gas  and  how 
much  to  something  else.  The  obnoxious  gases  that  escape  from  the 
Clyde  are  dreadful. 

Q,  Well,  there  is  no  tide  there,  is  there  1  —  that  is,  no  such  tide  as  we 
have  in  Charles  River  1     A.   Yes,  there  is  a  tide. 

Q.  I  mean  such  a  baring  of  the  flats  as  we  have  here  ;  such  an 
exposure  of  flats  as  we  have  in  Charles  River  1  A.  The  banks  of  the 
river  are  laid  bare  at  low  water  partially. 
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Testimoxt  or  Hox.  J.  Wambes  Mbbeill. 

Q.  (by  Mr.  Muzzey).  You  have  been  Slajor  of  Cambridge  t  A.  For 
two  year*. 

Q,  Also  a  member  of  the  Board  of  Aldermen  t  A»  Yes,  sir,  for  aeTenI 
years. 

Q,   And  a  member  of  the  Legislature  from  Cambridge  t     A.  Yes,  or. 

Q.   Have  vou  visited  the  Squire  establishment  t    .^    I  have,  sir. 

Q,   On  what  occasion  %    A,    Within  a  fortnight. 

Tht  Chairman.  The  same  day  that  the  other  gentlemen  were  there,  I 
suppose  t     A.   Yes,  sir ;  I  think  so. 

Q.  {by  Mr.  Muzzey).  Will  you  state  in  what  condition  you  found  the 
establishment  t    A.    In  a  ver\'  excellent  condition. 

Q.  It  is  in  evidence  that  the  excessively  bad  smells  which  have  been 
complained  of  originated  there.  What  is  your  opinion  \  A.  I  don't 
believe  they  could  originate  there,  under  the  condition  which  I  saw  the 
works  in. 

Q.  To  what,  sir,  do  you  trace  the  odors  in  E^ast  Cambridge,  Cam- 
bridgeport,  and  Boston  t  ^.  I  think  they  are  the  result  qf  the  accnmu- 
lation  of  filth  from  various  sources.  The  first  that  I  knew  anything 
about  was  the  bleachery  at  Somerville.  That  has  been  for  years  pouring 
in  a  residuum  from  their  vats  and  ditch,  which  has  been  running  down 
into  these  basins  of  Miller's  River.  Then  the  city  of  Cambridge  put  in  i 
sewer  frx>m  Baldwin  Street,  which  entered  into  the  same  ditcL  Then 
after  that  various  establishments  have  been  placed  on  the  river  or  these 
basins  or  near  them,  which  have  been  poiuing  in  masses  of  animal,  ref- 
use, and  vegetable  matter,  which  I  think  has  accumulated  in  the  bottom 
of  these  basins  to  a  very  great  extent.  I  don't  imagine  they  have  been 
careful  about  the  direction  of  the  tide,  and  this  filth  has  been  floated  Q{N 
and  when  the  tide  turned  it  has  been,  perhaps  most  of  it,  deposited  there, 
and  it  has  been  accum.ulating  there  for  years.  The  same  process  is  going 
on  in  several  other  places  in  Cambridge,  with  the  same  effect. 

Q.  What  is  the  condition  of  Broad  Canal  %  A.  \  have  n't  it  from 
present  knowledge,  but  I  have  it  from  past  knowledge  that  the  same 
operation  is  going  on  there. 

Q.  Is  there  not  a  great  deal  of  public  anxiety  fixed  upon  that  local- 
ity now  ?  A.  There  is,  and  it  is  an  absolute  necessity  that  it  should  be 
attended  to  immediately. 

Q.   There  are  uo  slaughtering- houses  on  Broad  Canal  1     A.   None. 

Q.  What  is  the  condition  of  Broad  Canal,  where  the  drainage  of  the 
city  is  turned  into  it  ?  A.  There  is  a  small  place  on  the  other  side  of 
the  city,  on  the  southwest  side,  that  is  offensive. 

Q.  That  is  on  the  flats  near  the  Grand  Junction  Railroad,  is  it  not? 
A.  I  think  the  sewer  runs  in  at  the  northwest  side  of  Luke  k  Bent^ 
wharf.  I  presume  that  is  cut  off  by  the  new  sewer  upon  Harnrd 
Street. 

Q.    But  that  is  turned  into  Broad  Canal  1     A.   Yes,  sir. 

Q.  Well  now,  sir,  from  your  knowledge  and  observation,  I  wish  fi^ 
would  say  to  the  Board  whether  you  think  the  public  health,  comfort,  and 
convenience  of  the  neighborhood  require  the  suppression  of  the  Sqnire 
establishment  ? 

Mr,  McIfUire.     You  mean  the  neighborhood  about  the  establishment  1 
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Mr,  Muzzey,     Yes,  sir. 


Witness,  I  think  the  danger  to  the  public  health  will  be  removed  so 
fsiX  as  this  establishment  is  concerned  when  the  basin  of  Miller's  River  is 
thoroughly  filled  up  with  clean  gravel  or  sand.  I  think  that  essential. 
I  don't  think  it  would  answer  to  leave  the  portion  of  it  under  Mr.  Squire's 
establishment  unfilled,  or  not  cleaned  out  thoroughly.  I  believe  there  is 
the  worst  accumulation.  I  don't  know  this  from  personal  examination, 
but  only  from  reports  which  I  have  heard  from  various  parties  for  several 
years  past 

Q,  You  think,  sir,  that  the  portion  under  Mr.  Squire's  establishment 
should  be  cleaned  out  or  filled  1    A,   Yes,  sir. 

Q.  Suppose  it  to  be  thoroughly  cleaned  out  and  thoroughly  bulk- 
headed  so  that  nothing  could  possibly  get  in,  and  a  good  sweet  cellar 
built  %  A,  1  think  it  would  bo  just  equivalent  to  filling  it  with  clean 
soil.  They  would  be  obliged  to  do  the  cellar  in  cement,  and  that  would 
thoroughly  keep  out  offensive  matter  that  now  is  seething  there,  and  that 
is  throwing  but  bubbles  of  gas  constantly.  I  think  I  have  observed  these 
bubbles  coming  up  from  the  water. 

Q,  Now  in  bulkheading  and  filling  outside,  would  you  not  advise  tak- 
ing the  course  Mr.  Squire  has  adopted,  and  begin  to  fill  against  the  bulk- 
heading  so  as  to  drive  out  the  mud  from  the  bottom  toward  the  centre 
where  it  may  be  taken  out  and  carried  away  1  ^.  I  think  that  would  be 
well. 

CroM'Examination, 

Q,  (by  Mr,  Mclntire),  Did  you  ever  notice  the  discoloration  of  the 
buildings  near  Broad  Canal  1  ^.  I  don't  think  I  have,  sir,  to  any  great 
extent.  The  building  of  the  McLean  Insane  Asylum  was  very  much  dis- 
colored, pretty  much  as  these  boards  are,  but  to  no  very  great  extent.  I 
have  noticed  that  because  it  was  my  duty  to  attend  to  the  paint  upon  the 
building. 

Q.  That  was  before  this  sewer  from  Broad  Canal  was  emptied  into  it  t 
A.  I  judge  it  was  largely  from  the  effect  of  the  dock  mud.  It  may  be 
of  some  interest  for  me  to  say,  —  I  volunteer  this,  —  that  eighteen 
months  ago  I  was  exceedingly  annoyed  by  an  offensive  smell  upon  the 
top  of  Dana  Hill.  Mine  is  the  highest  house  on  the  hilL  I  was  exceed- 
ingly annoyed  by  an  offensive  odor,  corresponding  very  much  to  the 
description  that  I  have  heard  of  the  offensive  smells  in  Charlestown  and 
East  Cambridge.  I  traced  it  out,  and  after  a  full  and  thorough  investi- 
gation, I  discovered  that  the  sewer  brought  in  from  the  main  sewer  was 
not  thoroughly  joined  with  the  wall  of  the  building;  and  leaked. 

Q.  Your  own  sewer  1  A,  Yes,  sir.  Being  at  the  top  of  this  hill,  these 
gases  came  up  the  hill  and  found  vent  at  this  point.  I  had  at  the  foot 
of  my  driveway,  which  is  perhaps  twenty  feet  lower  than  my  cellar,  a 
trap,  an  ordinary  stone  trap,  built,  which  shut  it  off  completely,  and  I 
have  never  been  annoyed  by  this  smell  since.  I  only  spoke  of  it  to  show 
that  this  same  kind  of  smell  is  running  over  the  city  from  these  offen- 
sive outlets  of  the  city,  even  to  the  very  highest  point. 

Q,   Do  you  get  the  rendering  smell  up  there  1    A,    No,  sir,  I  do  not. 

Q.  You  are  i^uite  a  distance  away  1  A.  Yes,  sir.  I  should  not  be 
likely  to  get  it,  except  when  a  very  strong  wind  was  blowing.  I  think 
that  perhaps  on  one  occasion  I  have  got  it.     On  the  occasion  Df  visiting 
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the  works  a  few  weeks  ago  I  received  a  fatty  smell  at  the  comer  of  Sixth 
and  Cambridge  Streets.  It  was  the  same  smell  which  I  have  in  mj  own 
kitchen  when  the  cook  tries  out  the  soap-grease.  I  did  n*t  get,  in  anj 
respect,  the  rancid  or  offensive  smell.  I  found  it  proceeded  fi!t>m  these 
open  kettles  in  Mr.  Squire*s  establishment. 

Q,  Did  you  go  up  and  view  these  open  kettles  above  the  top  of  the 
close  tanks  ]  ^.  I  did.  They  had  melted  lard  in  them.  They  were 
pretty  nearly  full. 

Q.  Did  you  smell  any  of  the  p:as  which  comes  from  the  close  tanks! 
Did  you  turn  on  the  gas?  A.  I  think  the  worst  thing  I  experienced  was 
the  scrap  from  certain  close  tanks,  which  was  on  the  cart.  The  cart  was 
open  and  the  top  taken  off,  and  a  part  of  it  was  shovelled  for  us  to  see.  1 
smelled  nothing  else  then,  but  that  was  the  most  offensive  of  all. 

Q.    The  scrap  had  been  put  into  a  cart  to  be  carted  off  1    A.  Yes,  sir. 

Q.  That  was  in  the  evening  or  day-time?  A,  In  the  evening,  at 
half  past  seven  o'clock. 

Q.  Do  you  know  whether  any  of  those  foundries  on  Broad  Canal,  or  near 
there,  pickle,  as  they  call  it,  their  castings  in  sulphuric  acid?  A.  lam 
not  familiar  with  the  process.  I  understand  they  undei^  an  acid  pro- 
cess. 

Q.    Is  that  acid  poured  into  the  canal  %     A.    1  presume  it  would  be. 

Q.  (by  a  member  n/  the  Board).  Fifteen  or  eighteen  months  ago  you 
say  you  were  annoyed  by  a  bad  smell  which  you  found  proceeding  fitwn 
your  own  sewer.  Will  you  be  kind  enough  to  say  whether  that  smell 
was  perceptible  at  any  considerable  distance  from  your  house  1  A.  No, 
sir,  it  was  not.  The  cellar  into  which  it  came  was  tightly  closed  except 
a  little  hole  in  the  chimney  and  another  which  went  out  on  the  outside 
of  the  flue.  They  were  intended  as  ventilators,  originally,  and  took  away 
the  most  of  the  smell.  It  didn't  penetrate  to  all  parts  of  the  house; 
duly  sometimes  it  was  perceptible  in  the  room  above.  It  was  not  notice- 
able outside  of  the  house.  I  noticed  another  fact,  which  I  think  had 
some  bearing  upon  this.  These  smells  were  uniformly  stronger  when 
there  had  been  a  heavy  frost,  or  the  ice  had  formed  over  the  docl» 
Tlmt  seemed  to  imprison  the  gas  down  at  the  basin,  and  throw  it  up 
into  the  sewer. 

Q.    So  that  it  came  into  your  house  1     A,    Yes,  sir. 

Q.  (by  Dr.  Derby).  Do  I  understand  that  you  are  one  of  the  present 
Board  of  Aldermen  ]  A.  No,  sir.  I  have  served  as  alderman  for  two 
years. 

Q.  I  would  like  to  ask  Mr.  Merrill,  as  being  conversant  with  the  state 
of  affairs,  a  similar  question  to  that  which  I  put  to  Mr.  Brastow  at  our 
last  meeting,  whether  he  regards  it  as  the  true  policy  of  Cambridge  at  the 
present  time  to  encourage  the  erection  in  East  Cambridge  of  new  estab- 
lishments of  equal  magnitude  and  of  equal  character  with  those  of  Mr. 
Squire,  North  <k  Merriam,  and  the  Boynton  Packing  Company  1  -4.  I 
don't  regard  these  establishments  as  all  of  the  same  character. 

<?.  Well,  take  the  best  1  A.  The  best  I  do,  sir.  I  regard  the  loca- 
tion as  peculiarly  appropriate  for  such  an  establishment.  The  land  is 
low,  ill-drained,  is  not  suitable  for  residences,  and  will  never  be  occupied 
as  residences  except  by  persons  who  in  connection  with  such  a  business 
are  obliged  to  live  in  such  a  locality.  I  am  an  owner  of  land  clo« 
by  this  establishment.     I  never  expect  to  have  it  of  any  value  except 
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for  such  purposes,  that  is,  for  the  residences  of  men  who  work  in  these 
factories.  The  New  England  Glass  Company  was  formerly  as  objection- 
able, and  as  great  a  nuisance,  if  I  may  use  the  word,  as  anything  that  has 
been  there,  and  I  think  more  dangerous  to  health,  in  consequence  of  the 
use,  under  great  heat,  of  metallic  oxides,  litharge,  and  arsenic.  They 
greeted  an  immense  chimney  and  produced  an  immense  draught,  for  carry- 
ing the  fumes  to  such  a  height  in  the  atmosphere,  that  before  they  reach 
anybody  they  are  diluted  sufficiently  not  to  be  noxious.  I  hav(f  seen  a 
'column  of  smoke,  evidently  tinted  with  these  fumes,  on  a  day  when  it  • 
was  perfectly  quiet,  rise  as  high  from  the  top  of  the  chimney  as  the  chimney 
itself,  making  400  or  500  feet,  forced  up  by  a  colunin  of  hot  air.  I 
could  not  agree  with  the  statement  I  heard  this  morning,  that  Mr. 
Squire's  establishment  is  as  perfect  as  it  can  be.  I  think  the  erection  of 
a  chimney  like  that  of  the  New  England  Glass  Company,  and  the  intro- 
duction into  it  of  a  column  of  heated  air,  might  produce  sufficient  suction 
to  carry  off  almost  entirely,  if  not  entirely,  the  hog  smell.  I  have  seen 
similar  operations  in  the  coal  reigon.  The  fire-damp  from  our  coal-uiincs 
in  Pennsylvania  is  carried  off  by  means  of  long  shafts  cut  through  the 
bolid  rock  500  feet  deep.  At  the  bottom  of  the  shaft  a  fire  is  kindled 
and  a  draught  is  created  which  carries  off  the  gases  and  furnishes  pure  air 
from  outside.  I  think  that  might  *  be  done  here  without  any  great  ex- 
pense. 

Q.  (by  a  member  of  the  Board).  Are  you  aware  that  the  slaughtering 
establishments  in  New  York  have  taken  down  most  of  their  tall  chim- 
neys in  order  that  the  gases  may  not  be  distributed  over  so  largo  a  sur- 
face, as  I  imderstand  it  1  A,  \  dou*t  know  it.  I  don^t  think  it  is  suffi- 
cient to  put  up  a  chimney.  It  must  be  very  large  and  very  tall.  I 
don't  think  then  it  would  be  very  valuable  unless  a  column  of  hot  air  is 
kept  constantly  going  up  it.  I  know  that  an  exceedingly  small  pipe  in 
a  house  will  conduct  away  the  smell  from  a  water-closet  from  a  great  dis- 
tance, and  keep  it  perfectly  sweet  all  the  time,  the  pipe  being  carried 
into  a  kitchen  chimney.  I  can  show  that  in  my  house,  where  there  is  ^ 
never  the  slightest  smell  from  a  water-closet  from  which  a  foiu-inch  pipe 
is  carried  75  feet  horizontally  into  the  chimney. 

Q.  I  suppose  you  have  no  doubt  that  these  noxious  smells  would  con- 
tinue if  only  the  heat  of  an  ordinary  chimney  is  applied.  A,  I  think 
the  heat  from  the  furnaces  in  operation  there  would  be  ample  to  produce 
a  powerful  draught  from  these  pens. 

Q.  You  think  it  is  simply  a  question  of  draught.  It  is  not  a  question 
of  heat  enough  to  destroy  these  gases  %  A,  Not  at  all.  The  heat  would 
not  destroy  them  at  all,  unless  a  burning  heat  were  applied. 

Q.  You  don't  think  it  necessary  that  they  should  be  consumed  '\  A.  \ 
think  it  is  desirable,  certainly  ;  but  the  next  best  thing  is  to  distribute 
them  in  the  atmosphere  at  such  a  height  that  before  they  reach  any  one 
they  would  be  so  diluted  as  not  to  be  noticed,  as  in  the  case  of  the  New 
England  Glass  Company's  works.  I  am  not  aware  that  any  deposits  have 
been  complained  of  since  that  chimney  wjuj  erected,  either  in  Cambridge 
or  its  vicinity,  or  in  Charlestown.  Their  chimney  is  220  feet  higli,  and, 
.  as  I  say,  this  column  is  carried  up  still  higher ;  then  the  wind  takes  it, 
and  before  it  reaches  the  ground  it  is  so  diluted  that  it  becomes  practi- 
cally harmless. 

Q,  {by  Mr,  Frothingham),  You  have  been  on  a  visit  to  Charlestown  1 
A.   Yes,  sir. 
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Q.  Have  jou  been  there  wben  these  odon  were  in  their  most  ofieniivv 
aspect,  and  hare  von  perceived  them  I    A.   No,  sir,  I  hare  not. 

Q.  {by  Mr,  yewkall).  How  far  is  vour  land  that  jou  own  from  Mr. 
Squire*8  establishment  1  X  It  is  what  is  called  "  Brick  Bottomf,"  oo 
LinwofKl  Street,  about  1,000  feet 

Q.  ^'hat  efffect  upon  the  ralue  would  the  remoTal  of  this  slanghteriog 
and  packing  establishment  have  upon  vour  property  t  A.  I  think  it 
would  make  real  estate  there  fall,  and  be  for  years  unsalable.  I  knov 
they  have  had  the  effect  to  enhance  its  value  within  the  last  five  or  six 
years.  I  will  say,  with  regard  to  my  land,  that  I  have  sold  most  of  it 
recently.  I  still  own  one  or  two  lots,  but  not  anything  very  importint 
I  don't  consider  that  I  have  any  pecuniary  interest  in  this  matter.  I 
think  it  unwise,  if  I  may  be  allowed  to  say  it,  pending  this  filling,  to 
suppress  any  of  these  establishments.  I  think  if  after  the  filling  is  fin- 
ished, there  still  exists  what  may  fairly  be  called  a  nuisance,  there  ahodd 
then  be  an  investigation  made  as  to  where  that  nuisance  comes  from.  I 
have  recently  signed  a  petition  for  the  annexation  of  Boston  to  Giin- 
bridge,  or  Cambridge  to  Boston,  which  you  will,  and  one  principal  reuoo 
why  I  did  so  was  because  I  recognized  the  necessity  of  a  comprehentivB 
system  of  drainage,  which  I  believe  can  only  be  carried  out  by  the  two 
cities  acting  together.  There  should  be  but  one  interest  in  the  mttttr; 
I  believe  our  interests  and  those  of  Boston  are  identicaL  It  is  absolotdj 
essential  that  tliis  drainage  should  be  provided,  and  it  can  be  carried  oat 
with  greater  facility  in  this  way. 

Redirect  Examination. 

Q,  {by  Mr,  Muztey).  Did  you  examine,  sir,  the  apparatus  for  the  oom- 
bustion  of  the  gases  in  the  establishment  %    A,  1  did,  sir. 

Q,  Did  it  appear  to  be  efifectual,  or  otherwise  ?  A,  There  seemed  to 
be  a  stream  of  gas  going  into  the  furnace  and  being  consumed  with  t 
bright  flame. 

Q,   You  understood  the  nature  of  the  apparatus!     A,   I  think  I  did. 

Q,  Did  you  think  it  effectual  for  burning  or  destroying  the  gases t 
A,  I  think  it  effectual  for  burning  it.  It  is  rather  a  question  for  chem- 
ists to  say  whether  it  is  destroyed.  I  am  not  chemist  enough  to  say  ^1^ 
gases  arc  given  off  from  the  trying  of  fat.  I  was  not  aware  that  then 
was  any  gas.  I  have  a  conviction  that,  if  it  is  desired,  I  would  state  ss 
to  what  I  suppose.  I  did  n't  suppose  there  was  any  true  gas  brought  out 
at  a  pressure  of  sixty  pounds  steam. 

Q,  (by  Mr,  Derby),  You  think  no  deleterious  gases  would  be  produced 
at  the  temperature  which  is  used  1 

The  Chairman,    What  is  your  question  1 

Mr,  Derby,  I  asked  him  whether  he  thought  that  deleterious  guei 
could  be  produced  by  a  pressure  of  sixty  pounds  of  steam,  and  he  says  he 
does  not. 

The  Chairman,    But  he  is  not  an  expert  in  that  business. 

Re-croM- Examination. 
Q.  (by  Mr,  Mclntire),    You  speak  about  land  being  low  about  there. 
Do  you  know  of  the  relative  height  of  the  land  in  I^st  Cambridge  and 
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the  top  of  Dana  Hill,  where  you  live  1  Take  it  at  the  corner  of  Fourth 
and  Otis  Street^  sir,  is  not  that  about  as  high  as  in  the  city  of  Cam- 
bridge f    A,   No,  sir,  it  is  about  as  high  as  Dana  Hill. 

Q.  Well,  it  was,  before  it  was  taken  down,  the  highest  point  in  the  city  1 
A.   I  was  not  aware  of  it.     My  impression  was  that  it  was  not. 

Q.  They  have  taken  it  down  about  fifleen  feet.  You  speak  of  a  chim- 
ney, and  the  warm  atmosphere  passing  up  the  chimney.  Is  not  the 
advantage  inside  the  chimney  from  the  fact  that,  when  you  reach  the  top 
of  it,  there  is  a  cool  atmosphere  •  that  precipitates  the  matter  down  the 
chimney  inside  and  not  outside  of  it  ?    A,  1  have  no  knowledge  of  that. 

Q,  Don't  you  know  that  in  these  high  chimneys  not  so  much  of  the 
soot  goes  out  into  the  atmosphere  on  account  of  the  cooling  of  the  smoke 
before  it  gets  to  the  top  1  It  falls  down  the  chimney  rather  than  outside 
of  it.  Is  not  that  the  fact  1  A,  I  am  not  aware  of  it.  I  believe  that 
the  longer  the  chimney  the  more  the  smoke  would  condense  and  form 
soot  as  it  passed  along.  If  the  column  of  air  became  cold  at  the  top  of 
ity  it  would  not  go ;  it  would  reverse. 

Q,   Are  you  sure  of  that  ^    A.    1  feel  quite  confident  of  it. 

Q.  You  speak  of  metallic  vapors  passing  out  of  the  top  of  the  chimney ; 
you  say  you  see  them.  What  makes  you  think  that  1  A,  From  the  color 
of  the  smoke. 

Q.  Might  that  not  be  caused  by  the  height  of  the  chimney  and  the 
oold  atmosphere  at  the  top  changing  color,  and  not  of  the  smoke  changing 
as  it  passes  through  1    A,  That  may  be  so,  but  it  is  not  my  opinion. 

Q.  Well,  now,  if  I  should  stat«  as  a  fact  that  none  of  the  lithargio 
fumes  go  up  the  chimney  at  all,  —  and  we  can  prove  it,  if  you  wish,  — 
would  you  then  say  that  the  smoke  was  colored  by  the  metallic  vapor  1 
A,  I  should  know  better.  I  know  that  the  smoke  is  colored  by  metallic 
oxides.     I  know  that  you  cannot  make  flint  glass  without  lead. 

Q,  You  say  that  the  great  quantity  of  metallic  vapor  is  from  the  melt- 
ing of  the  metal  itself.  If  I  should  tell  you  that  that  vapor  does  not  go 
into  the  chimney,  but  passes  off  in  a  low  chimney,  would  that  alter  your 
opinion  1    AJ'  It  would,  so  far  as  that  was  concerned. 

Mr.  Melntire,  Well,  we  can  show,  as  a  matter  of  fact,  that  none  of 
that  metallic  vapor  goes  into  that  chimney  at  all 

Mr.  Merrill,  I  know,  of  my  own  knowledge,  that  the  fumes  from  the 
pots  go  into  the  chimney. 

Q,  (by  Mr.  Melntire).  If  I  should  tell  you  that  none  of  the  vapors 
firom  the  pots  go  into  the  chimney,  would  that  alter  your  opinion] 
A.  Yes,  that  would  affect  my  opinion  somewhat. 

Mr.  Melntire.  Well,  that  is  a  fact,  that  none  of  the  vapors  from  the 
pots,  from  the  melting  of  the  litharge  or  anything  from  the  melting  of 
the  metals,  passes  off  into  that  chimney.  If  it  is  necessary  to  prove  that, 
Mr.  Magoun  is  here  and  will  testify. 

Mr.  Merrill.  I  used  it  only  as  an  illustration,  to  show  what  Mr. 
Squire  could  do  with  a  chimney ;  that  he  could  produce  this  effectual 
draught  in  a  chimney  constructed  like  that  of  the  New  England  Glass 
Works.   I  believe  that  it  is  possible  to  remove  what  is  really  the  most  objec- 
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I  believe  a  draught  of  air  could  be  carried  through  these  sheds  with  a  con- 
stant tendency  in  one  direction  up  a  large  chimney  through  which  the 
odor  would  be  carried,  and  that  the  smoke  and  heat  of  the  furnace  ondtf 

the  boilers  would  be  sufficient  to  create  this  draught 

• 

Q.  (f/ff  a  member  of  the  Board),  Have  you  estimated  the  quantity  of 
hot  air  pajssing  up  a  chimney  on  the  present  plan  of  Mr^  Squire's t 
A,  I  only  estimate  from  the  observation  I  made  the  other  night  ai 
to  the  number  of  furnaces  and  the  quantity  of  fuel  burned 

Q,   How  much  volume  1    ^.    I  could  not  tell. 

Q.  Do  you  know  the  quantity  of  air  necessarily  passing  up  a  chimney 
for  each  ton  of  coal  consumed  7  A.  No,  sir,  I  do  not.  I  should  sap- 
pose  that  the  furnaces  I  saw  in  operation  would  require  a  volume  of  air 
30  inches  in  diameter  at  least  to  produce  a  sufficient  draught  to  keep  the  fire 
burning  brightly. 

Q.  Do  you  think  the  total  quantity  must  be  about  fourteen  tonst  Do 
you  know  the  temperature  of  an  ordinary  chimney  with  an  ordinary 
draught  1  A.  It  depends  upon  the  rapidity  with  which  the  water  in  tli 
boiler  takes  up  the  heat. 

Q.  Do  you  call  300®  Fahrenheit  a  minimum,  and  does  it  vary  np 
to  as  hij^h  as  COO**  'i  A.  \  don't  know  exactly  what  it  would  be 
without  knowing  the  style  of  boiler  used.  I  have  just  put  a  boiler  m 
operation  in  Essex  Street  where  it  was  difficult  to  get  heat  enough  into 
the  flue  to  produce  a  good  draught.  It  took  me  nearly  three  weeks  to  get 
it  in  operation,  because  the  heat  from  the  fuel  was  so  thoroughly  absorbed 
'by  the  water  that  there  was  nothing  left  to  dry  the  chimney. 

Q.  Then  a  certain  amount  of  heat  remains  in  the  smoke  and  is  neces- 
sary to  create  a  draught.  Should  you  thiuk  that  a  double  quantity  of  air 
passing  through  the  chimney  would  red\ice  its  temperature  to  one  half 
that  of  the  smoke  itself  1  If  you  have  a  common  flue  with  a  tempera- 
ture of  400°  and  admit  a  quantity  of  air  of  a  lower  temperatwn^ 
would  you  not  rcduco  the  temperature  of  the  whole  and  diminish  the 
draught  1  A.  That  would  not  be  my  plan  in  this  case.  If  I  ^ 
called  upon  to  make  a  plan  for  this  chimney,  I  should  place  a  cart- 
iron  cohunu  inside  of  this  chimney,  of  the  requisite  capacity  to  create  the 
draught  from  the  furnace.  Then  the  heat  that  would  be  evolved  from  the 
outside  surface  of  the  cast-iron  pipe  would  heat  a  column  of  air  around  it, 
between  it  and  the  brick  chimney,  and  produce  a  constant  upward 
draught.  It  would  not  be  powerful  enough  to  carry  these  boilers,  bat 
enough  to  carry  these  odors  up  to  the  top  of  the  chimney. 

Q.  Have  you  estimated  the  cubic  contents  of  the  hog-pens  and  hog- 
yards  which  you  would  remove  in  that  way  '\  A.  \  have  not,  except  by 
my  eye.  I  had  reference  to  this  idea  when  I  was  present,  and  I  am  satii^ 
fled  that  such  a  thing  could  be  done. 

Q.  Upon  what  data  is  your  opinion  leased  that  any  practical  fire  could 
be  kept  burning  so  as  to  completely  ventilate  the  hog-yards,  making  an 
upward  draught  from  the  pens  to  take  away  the  hog-smell  up  the  chimneyl 
A.  Well,  sir,  such  an  opinion  as  I  have  expressed  this  morning  is  formed 
and  founded  upon  experience.  It  must  be.  I  have  had,  outside  of  my 
own  business,  more  experience  in  the  matter  of  heating  and  ventilation 
than  in  any  other  matter,  and  have  tried  many  experiments  in  heating 
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and  yentilation.  I  have  used  this  same  contrivance  that  I  now  speak  of 
in  seyeral  buildings,  and  know  that  it  has  worked  well.  I  know  that  an 
amount  of  ventilation  that  people  don't  believe  to  be  possible  can  be  got 
out  of  a  very  little  heat,  properly  applied  in  the  right  place. 

Testimony  of  Dr.  Eben  Jackson. 

Q,  {by  Mr,  Muzxey),   You  reside  in  Somerville  1    A.   Yes,  sir. 

Q,  Are  you  in  the  practice  of  your  profession  in  Somerville  and  £^t 
Cambridge?    A,   Yes,  sir. 

Q,  How  long  have  you  practised  medicine  in  the  neighborhood  of  Mr. 
Squire*s  works  1    A,   Four  years. 

Hie  Chairman^  Where  did  you  graduate  1  ^.  I  am  a  graduate  of  the 
University  at  Cotherton,  Vermont. 

Q,  {by  Mr,  Mmzey),  How  early  did  you  hear  any  complaints  of  the 
odors  in  the  vicinity  where  you  practise  'I  A.  1  think  my  attention  was 
first  drawn  to  them  in  the  fall  of  1871  and  the  spring  of  1872. 

Q,  Now,  what  have  you  noticed  in  the  way  of  stenches  in  the  general 
neighborhood  yourself?  A,*  Well,  I  have  perceived  two  stenches,  — 
one  arising  from  the  bone-boiling  establishments  and  another  from  the 
basin. 

Q,  Have  you  been  into  Mr.  Squire's  establishment  ?    ^.   I  have,  sir. 

Q.  And  are  yourself  acquainted  with  the  processes  pursued  there  1 
JL   Yes,  sir. 

Q,  Now,  sir,  whether  either  of  the  offensive  odors  which  you  have  per- 
ceived —  the  smell  from  the  basin  and  the  smell  from  the  bone-boiling 
establishments  —  was  perceptible  in  or  about  Mr.  Squire's  establishment  t 
A.   No,  sir. 

^.  From  your  observation  what  is  the  cause  of  the  smell  in  the  basins  % 
A,  The  accumulation  of  animal  matter  and  the  matter  from  the  distillery 
and  bleachery.     To  my  mind,  it  is  generated  sulphuretted  hydrogen. 

Q,  Have  you  noticed  any  irritation  of  the  throat  among  your  patients, 
to  any  extent  ?    A,   None  at  all,  sir. 

Q,   Any  nausea)    A,  No,  sir. 

Q.  How  frequently  have  you  been  in  the  general  neighborhood  at  night  t 
A.   Very  frequently  in  1870,  1871,  and  a  portion  of  1872. 

Q.  Have  you  had  patients  in  the  vicinity  of  any  of  these  establish- 
ments?   A.   Yes,  sir. 

Q,  I  wish  you  to  compare  the  immediate  neighborhood  of  Mr.  Squire's 
establishment  with  a  wider  territory  within  the  range  of  your  practice, 
and  tell  me  whether  sickness  is  more  or  less  prevalent  in  the  vicinity  of 
his  works  than  at  a  distance  from  them.  A,  I  have  not  seen  any  great 
difference,  sir.  I  should  expect  that  there  would  be  more  sickness  around 
Mr.  Squire's  works  than  in  other  parts  oP  Cambridge,  owing  to  the  fact 
that  a  large  part  of  the  land  to  the  west  and  northwest  of  the  establish- 
ment is  four  or  five  feet  lower  than  the  other  land.  People  have  built 
hoiues  .upon  that  marsh.  Their  cellars  arc  Hooded  a  great  portion  of  the 
time,  and  there  is  an  accumulation  of  matter  which  naturally  gathers 
ironnd  such  habitations.  Then  there  is  another  thing ;  until  within  a 
yemx  or  two  nearly  every  house  around  on  that  marsh  has  kept  a  piggery. 
[  believe  in  1872  the  city  of  Somerville  passed  an  ordinance  forbidding  the 
LeepiDg  of  pigs  or  goats.     Some  of  these  families  have  kept  fifteen  or 
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twenty  pigs,  and  the  stench  has  been  unbearable.  I  wonder  that  there 
has  not  been  more  sickness  than  there  has  been.  I  think,  in  the  M  of 
1871  or  the  spring  of  1872,  I  noticed  that  the  basin  above  wasveiy 
filthy,  and  I  reported  it  to  some  of  the  authorities  verbally.  I  live  in 
Union  Square.  In  going  down  to  that  region  I  oflen  walked  upon  the 
Fitchburg  Railroad,  and,  in  passing  the  basin,  it  has  been  a  common  thing 
to  see  dead  animals  there.  One  day  I  counted  six  dead  animals  lying 
there.  1  reported  the  fact  verbally  to  the  city  authorities.  After  a  second 
report  I  think  Mr.  Houghton  set  about  burying  tl^jem,  and  I  think  fifty  or 
sixty  were  buried  in  one  day.  The  basin  is  certainly  in  a  very  filthy  con- 
dition, and  I  should  not  have  wondered  to  have  seen  more  sickness. 

Q.  Do  you  know  whether  these  pigs  that  you  speak  of  as  being  kept 
by  the  inhabitants  so  numerously  were  fed  on  the  city  swill  1  A.  They 
were,  the  most  of  them.  There  was  one  especially  that  I  remember.  I 
think  it  was  the  piggery  of  Mr.  McGow,  near  the  basin.  He  used  to  keep 
twenty-five  or  thirty  pigs,  and  they  were  fed  entirely  upon  city  swil 
The  common  disposition  of  swill  in  Somerville,  up  to  1872,  was  for  boys 
to  go  around  the  city  and  collect  it  to  carry  away.  It  became  a  perfect 
nuisance.  I  think  it  is  only  since  1872  that  there  has  been  any  remoTal 
of  this  material  by  the  city. 

Q,  Have  you  noticed  whether  the  smells  from  the  basin  are  perceived 
very  generally  1  A.  I  have  noticed  them  invariably.  They  prevail  more 
in  the  night.  I  think  I  have  not  smelled  any  bad  smell  except  at  lev 
tide,  wheu  the  atmosphere  is  dense.  With  regard  to  the  bone-boiling  es- 
tablishments, I  have  had  attention  called  to  one  of  them. 

Q,  Have  you  observed  that  these  bone-boiling  establishments  and 
grease-rendering  places  have  been  in  the  habit  of  lighting  their  fires  at 
night  1^.1  don't  know  that  they  have,  but  I  think  so.  I  have  often 
noticed,  in  passing  down  over  the  "  Brick  Bottoms,"  that  very  oppressive 
bone-boiling  smell. 

Q.  Well,  now,  what  in  your  opinion  is  the  remedy  for  the  evils  rf 
that  district  %  A,  \  think,  sir,  that  if  a  proper  sower  should  be  built  for 
these  slaughtering  establishments,  the  distillery,  and  bleachery,  that 
their  refuse^matter  may  be  turned  into,  and  if  the  basins  be  thoroughly 
filled,  that  will  remedy  the  trouble. 

CroBB-Examination.    . 

Q.  {by  Mr,  Mclntire),  Have  you  traced  up  any  of  these  odors  t 
A,    Never,  sir. 

Q.  What  do  you  mean  by  bone-boiling  places  1  A.  I  mean  sack 
places  as  Mr.  O^NeiFs  and  Mr.  Reardon's.  I  did  smell  an  unpleasant 
smell  at  Merrill's  when  I  used  to  pass  up  on  Bridge  Street,  when  ha 
tried  out  this  unpleasant  lard. 

Testimony  of  Brad.  R.  Throckmorton. 

• 

Q.  (by  Mr.  Derby),  Where  is  your  place  of  business?  A,  In  the  city 
of  New  York. 

Q.    What  is  your  business?    ^.    I  am  a  commissioner  of  lumber. 

Q,  Does  it  take  you  to  the  North  River,  in  the  20th  and  16th  Wards  1 
A,    It  does,  very  frequently. 

Q,   You  have  traversed  these  wards  a  great  deal  ?    ^.    I  have. 


Q,  They  are  the  wards  in  which  the  slaughtering  of  the  citj  is  done, 
more  or  less  f    A,  Yes,  sir,  the  20th  Ward  more  particularly. 

Q.  You  have  seen  those  slaughtering-houses  down  in  that  ward) 
A,   I  have. 

Q,  You  have  seen  the  ship  which  has  been  spoken  of  in  this  case  at 
the  foot  of  Thirty-eighth  Street,  on  which  the  trying  of  grease  has  been 
conducted  ^    A,   \  have. 

Q,  Will  you  state,  sir,  how  far  the  trying  of  grease  on  that  ship  was 
smelledl  A,  I  have  smelled  it  as  far  as  Sixtieth  Street  and  Fifth 
Avenue. 

Q,   That  would  be  how  far  1    A.   A  rail^  and  a  half  from  the  ship. 

Q.   That  was  when  they  were  rendering  what  1      A.    Putrid  matter. 

Q.  Have  you  perceived  it  on  North  River  %  A,  As  far  as  Striker^s 
Bay,  as  far  as  Ninety-seventh  Street. 

Q,  What  would  be  the  distance  1  A.  Two  miles  or  a  mile  and  a 
half. 

Q,  You  have  distinctly  smelt  the  smell  of  putrid  grease  that  distance  t 
Has  that  business  been  discontinued  1    A,  It  has,  for  some  months  past. 

Q.  Have  you  experienced  that  putrid  smell  since  it  went  away  ^  A,  1 
have  not. 

Q.  Do  you  know  where  it  has  gone  %  A,  1  believe  it  is  on  the  Jersey 
shore. 

Q.  Now  with  regard  to  these  slaughtering-establishments,  do  you 
know  whether  they  kill  at  night  as  well  as  by  day  %  A,  In  the  day  as 
well  as  in  the  night. 

Q,   Whether  they  kill  summer  and  winter  1     A,   Summer  and  winter. 

Q.  Have  you  seen  work  going  on  there  in  both  seasons  of  the  year  1 
A  Yes,  sir. 

Q,   You  have  of  your  personal  knowledge  1    A.   Yes,  sir. 

Q.  Ever  since  this  grease-trying  ship  has  been  removed,  there  has  been 
no  offensive  smell  in  that  part  of  the  city  to  which  you  refer  ?  A,  There 
lias  not.     I  have  not  perceived  it. 

Q.  You  have  not  heard  any  complaint  1    A,   No,  sir. 

Q.  Is  there  rendering  carried  on  on  a  pretty  large  scale  in  these 
^ards  %    A.    1  believe  there  is. 

Q,  Do  you  6nd  any  offensive  smells  coming  from  any  of^  them  1 
A    No,  sir,  I  do  not. 

CrosS'ExamincUton. 

Q.  (by  Mr.  Mclntire).  You  say  you  don't  know  whether  they  have 
Spue  to  the  Jersey  shore  or  not  %  A,  1  know  they  have  left  Thirty- 
^^th  Street.  They  were  on  the  Jersey  shore  some  two  months  ago,  or 
ttiJuly. 

Q.  Do  you  know  whether  they  rendered  on  the  Jersey  shore  at  that 
^me  %    A,    1  believe  they  did. 

Q.  Don't  you  know  that  the  New  York  Board  of  Health  have  jurisdic- 
tioo  over  the  Jersey  shore,  and  that  they  can  prevent  anything  of  that 
kind  there  as  well  as  on  the  New  York  side  1  A,  That  may  be,  but  I 
am  not  certain.  # 

Q.  Yoo  seemed  to  state  it  so  confidently,  that  they  did  render  upon  the 
Jersey  shore  %    Au    \  was  so  informed. 

Q.  Don't  you  know  that  the  New  York  Board  of  Health  forbade  them 


888 

to  render  on  the  Jersey  shore  a  year  ago  early  in  the  spring  1    A^ 
believe  that  they  have  rendered  there  since  that. 

Q.  Then  you  don't  know,  as  a  matter  of  fact,  that  that  ship  h^^ 
rendered  any  since  the  early  spring  1  A.  No,  sir ;  not  since  the  &irJj 
part  of  July. 

Q.   Did  you  experience  any  smells  yourself?    A    I   did  experienc?^ 
them  in  the  early  part  of  July. 

Q,   Do  you  mean  to  say  that  it  came  from  that  boat  1     A   Yes ; 
cause  I  have  been  there. 

Q,   At  what  time  1     ^.    In  the  early  part  of  July. 

Q,   You  are  sure  that  is  the  date  1    A,   There  is  no  mistake. 

Q,  {hy  Dr,  Derby).    When  were  you  in  New  York  last  %    A.    1  was 
New  York  on  Monday  last. 

Q.   You  say  that  at  the  present  time  there  are  no  offensiTe  odoi 
proceeding  from  the  hog-slaughtering  establishments  between  Eleyentl 
Avenue  and  the  North  River,  on  Thirty-ninth,  Fortieth,  and  Forty-fii 
Streets)    A,   None,  sir. 

Q,   You  are  there  continually  1    A,   Yes,  sir. 

Q.    Have  you  the  bad  odor  of  the  vaults  1    A,    No,  sir. 

Q.  Nothing  from  the  carrying  of  dead  horses  around  in  that  neighbox*- 
hood  %    A.    \  don't  receive  any  of  that  smell  now. 

Q.    How  far  are  you  from  the  dock  1    A.   My  business  calls  me  in'to 
the  vicinity  of  Thirty-eighth  Street. 

Q.   There  is  nothing  offensive  about  that  neighborhood  %    A,  No,  sir. 

Testimony  op  Hon.  Henry  0.  Houghton. 

Q.  (by  Mr.  Muzzey).  You  are  the  head  of  the  Riverside  Press  estalK 
lishment  1     A.    Yes,  sir. 

Q.    Have  you  been  Mayor  of  Cambridge  1    A.   Yes,  sir. 

Q.   And  an  Alderman  also  1     A.    Yes,  sir. 

Q.  I  wish  to  ask ,  you  if  you  have  paid  a  visit  to  Mr.  Squire's  estab- 
lishment '\  A  1  made  several  visits  to  Mr.  Squire's  establishment  whil* 
I  was  Mayor ;  and  I  have  made  one  visit  recently. 

Q,    How  recently  were  you  Mayor  1     A.    I  was  Mayor  in  1872. 

Q.  During  your  term  you  made  several  visits,  and  since  then  yox 
have  made  one  visit.  Well,  sir,  now  compare  the  condition  of  th» 
establishment  when  you  first  visited  it,  during  your  term  as  Mayor,  with 
what  you  found  it  to  be  a  fortnight  ago.  Have  you  seen  any  improte- 
ment  or  not  %  A.  \  think  there  has  been  a  great  improvement  in  the 
arrangement  of  the  establishment ;  and  a  great  many  of  the  offenaiTe 
things  about  it  which  I  noticed  when  I  first  went  there  are  entirely  re- 
moved.    Perhaps  I  might  say  with  truth  that  all  of  them  are  removed. 

Q.  What  opinion  did  you  form  of  the  establishment  as  to  cleanlineesl 
A.  That  it  was  in  admirable  condition.  I  don't  see  how  such  an  estab- 
lishment could  be  in  such  condition  as  I  found  it,  in  that  respect,  the 
last  time  I  was  there. 

Q.  Was  it  in  fidl  operation  in  all  its  departments  1  ^.  I  am  not  able 
to  say  whether  it  was  in  operation  in  all  its  departments.  It  seemed  to 
me  in  the  same  operation  as  when  I  visited  it  as  Mayor.  When  I  went 
there  as  Mayor,  I  frequently  went  without  invitation. 

Q.  Were  there  hogs  in  the  pens  1  A.  Yes,  sir ;  some,  but  not  a  great 
number. 
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Q,   Were  they  slaiightering  1    A.   Yes,  sir. 

Q.    Was  the  rendering  process  going  on  ?    A,   Yes,  sir. 

Q.  Did  you  examine  the  machine  for  the  combustion  of  the  gases  1 
A.   We  did. 

Q.  How  did  that  work  1  A.  It  seemed  to  work  very  well.  I  am  not 
a  chemist,  and  am  not  competent  to  judge  of  that. 

Q.  It  was  during  your  term  as  Mayor  that  the  investigation  took 
place  in  reference  to  the  Miller's  River  nuisance  by  the  Joint  Commis- 
sion 1.-4.   Yes,  sir. 

Q.  Now  I  desire  to  ask  you,  sir,  to  what  you  trace  the  unpleasant 
odors  which  prevail  in  the  general  neighborhood  of  the  Miller's  River 
valley,  and  what  is  the  cure  for  the  evil  1  A,  My  opinion  was,  from  the 
investigation  that  I  made  personally  with  regard  to  it  at  the  time  that  I 
was  Mayor,  that  the  great  difficulty  with  regard  to  that  locality  was  the 
low  ground  and  the  open  basins  there,  which  were  the  receptacle  of  every 
imaginable  kind  of  filth  ;  not  only  the  filth  that  was  thrown  in  from  the 
borders,  but  from  the  tide  which  came  up  there.  The  efforts  that  our 
City  Council  made  when  I  was  Mayor,  and  especially  my  own  efforts, 
were  directed  to  having  that  basin  filled  up,  as  the  best  thing  to  ciure  the 
evils.  You  may  remember  that  in  the  Legislature  that  year  Cambridge 
urged  very  strongly  that  this  basin  should  be  filled  up.  Our  feeling  was 
that  if  that  basin  was  filled  up  and  properly  drained,  and  the  establish- 
ment managed  in  a  proper  manner,  as. I  believe  it  is  now,  that  it  would 
do  away  with  the  difficulty. 

Q.    Do  you  still  hold  that  opinion  1    A,   Yes,  sir. 

Q.  That  if  the  work  which  the  Legislature  has  prescribed  —  the 
filling  of  the  district  and  the  building  of  the  sewers  —  is  completed, 
Mr.  Squire's  establishment,  in  its  present  condition,  will  not  be  ob- 
jectionable 1  A,  I  felt  then, —  and  said  so  in  the  address  which  I 
delivered  to  the  City  Council  when  I  left  the  office,  —  and  I  feel  now, 
that  Mr.  Squire's  establishment,  properly  managed,  is  a  very  desirable 
thing,  in  many  respects,  to  have  there.  I  think  that  all  that  region  must 
be  given  up  to  business,  and  the  way  for  the  city  of  Cambridge  is  not 
to  destroy  that  business,  but  to  have  proper  sewerage  and  drainage,  and 
then  encourage  all  manufacturing  business  on  the  line  of  the  Grand 
Junction  Railroad  ;  and  by  that  means  they  will  develop  the  necessity 
for  drainage,  and  we  shall  get  it,  and  the  means  from  the  manu&cturing 
establishments  to  pay  for  it.  It  seems  to  me  that  this  is  a  matter  which 
the  citizens  of  Cambridge  are  very  much  interested  in.  Here  is  a  com- 
bination of  the  facilities  of  all  the  railroads  of  the  country  by  means  of 
the  Grand  Junction  Railroad,  and  it  is  the  natural  place  for  the  location 
of  business.  When  we  get  that  business,  the  necessity  will  soon  be 
apparent,  —  which  I  think  is  apparent  now,  —  for  having  a  sea-wall 
on  Charles  River,  and  a  large  trunk  sewer  within  that  sea-wall,  and 
that  all  these  establishments  must  be  drained  into  deep  water ;  and 
then  the  more  we  have  of  them  the  better.  The  river  will  be  improved  ; 
and  we  can  use  the  money  which  this  new  wealth  and  these  establish- 
ments will  bring  in  to  build  boulevards  and  parks  in  other  places.  But 
the  natural  tendency  of  the  manufacturing  business  is  in  that  quarter, 
because  of  the  facility  of  transportation,  and  because  the  land  is  good 
for  nothing  else.  I  was  very  glad  to  make  this  last  visit  to  Mr.  Squire's 
establishment,  because  it  confirmed  my  theory  that,  with  proper  drainage 
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and  a  proper  carrying  on  of  the  establishments  of  that  kind,  the  business 
could  be  carried  on  there  now  perfectly  unobjectionably.     I  only  hope 
that  we  may  have  a  great  many  more  of  these  establishments,  or  tbose 
of  a  similar  character.     I  don't  care  to  have  them  all  hog-slaughteno^ 
establishments,  but  they  should  be  manufacturing  establishments. 

Q.  (by  Mr,  Muzzey).  It  is  hardly  worth  while,  then,  to  ask  you  whether 
you  think  Mr.  Squire's  establishment  should  be  suppressed  at  the  pres- 
ent time  ^  ^  A,  1  think  it  would  be  a  great  calamity,  sir,  to  the  city  of 
Cambridge.     I  am  free  to  say  that.  • 

Crot^-Examinatioiu 

Q,  (by  Mr,  Mclntire),  Did  you  ever  smell  the  rendering  smell  1 
A,  Well,  I  never  could  get  in  the  way  of  distinguishing  one  smell  from 
another.  There  was  a  smell  when  I  passed  these  basins  that  was  verj 
objectionable  to  me  ;  and  since  this  hearing  has  been  going  on  I  have  smelt 
the  same  smell  at  the  west  end  of  the  West  Boston  Bridge,  —  within  a  fev 
days, —  I  think  it  was  a  week  ago  to-day  that  I  perceived  it.  I  came  in  on 
the  cars,  and  the  stench  was  almost  insufferable.  The  wind  at  the  time  vai 
south.  I  remember  that  from  the  fact  that  I  rode  in  a  carriage  with 
my  children,  and  we  put  the  window  down  on  the  south  side  to  keep  the 
rain  out.  That  stench  must  have  come  from  the  basin  on  the  left  side  of 
the  West  Boston  Bridge.  It  could  not  have  come  from  any  establish- 
ment on  Miller's  River. 

Q.  (by  Mr,  Derby).  Could  it  have  come  from  Mr.  Squire's  1  J.  It 
could  not,  because  the  wind  was  south  at  the  time,  and  blew  the  rain 
directly  into  my  carriage.  That  smell  was  perfectly  sickening  and  in- 
tolerable.    It  is  what  I  take  to  be  the  dock  smell. 

Q,  (by  Mr.  Mclntire),  You  don't  get  any  of  these  smells  at  your  house^ 
do  you  1  A,  Yes ;  ,we  get  smells  at  my  house  of  a  very  offensive  characteri 
but  I  never  anticipated  that  they  came  from  that  source.  The  smells  that 
I  get  on  Dana  Hill  come  from  Brighton  or  from  down  towards  the  river. 

Q.  While  you  were  Mayor  we  had  quite  a  hearing  before  you  and  your 
Board  of  Aldermen  as  a  Board  of  Health  in  relation  to  this  establish- 
ment, or  such  part  of  it  as  is  in  Cambridge,  did  n't  we  ]     A.   Yes,  sir. 

Q.  At  that  time  the  Board  of  Aldermen  as  a  Board  of  Health  resoWed 
that  the  Squire  establishment  as  then  conducted  was  a  nuisance! 
A,  Well,  my  own  recollection  is  not  quite  in  accordance  with  that  I 
know  that  the  Cambridge  Board  of  Aldermen  as  a  lx>ard  insisted  a  whole 
year  on  the  necessity  of  the  filling  of  these  basins.  I  don't  think  they 
indicted  Mr.  Squire's  establishment  as  a  nuisance  in  just  that  form. 
They  felt  that  all  these  basins  should  be  filled,  and  all  the  efforts  of  the 
city  government,  so  far  as  I  remember,  were  directed  to  that  end. 

Q,  Don't  you  now  remember  that  some  such  resolve  as  this  wsi 
passed :  — 

<<  That  thifl  Board,  as  a  Board  of  Health  of  the  City  of  Cambridge,  beliete 
that  the  business  of  tryins  and  renderin^^  pork  and  lard,  as  at  present  condocted 
in  the  slaughtering  establishment  of  John  P.  Squire  8c  Co.,  in  East  Cambridge 
so  called,  is,  sometimes,  a  source  of  noxious  and  offensive  odors.     Therefore, 

**  Ordered^  That  the  Committee  on  Health  ascertain  and  report  to  this  Board 
what  action  shall  be  taken  to  remove  said  nuisance. 

«  November  20,  1872." 

Do  you  remember  such  a  thing  as  that  being  passed  'i    A.   1  think  there 
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waB.  I  could  not  say  that  it  passed,  but  I  remember  that  such  an  order 
created  a  great  deal  of  discussion. 

Q,  Don't  you  know  that  it  was  passed,  or  that  some  such  order  was 
passed,  and  that  there  was  a  report  of  a  committee  upon  that  order  1 
A.   I  don't  recollect  that  fact  distinctly.     It  may  have  been  so. 

Q,  This  is  the  signature  of  the  City  Clerk  of  the  city  of  Cambridge  1 
A.   I  should  think  it  was. 

Q,  And  that  appears  to  be  a  copy  of  an  order  '\  A,  1  never  undertook 
to  carry  in  my  mind  the  orders  that  were  passed.  I  remember  the  dis- 
cussion of  an  order  of  that  sort 

Q.  Well,  now,  if  thkt  was  so,  if  at  that  time  the  local  Board  of 
Health  resolved  that  — 

Mr.  Muzzey,  They  did  not  resolve  any  such  thing.  They  say  that,  once 
in  a  while,  there  are  offensive  odors,  and  they  inquire  how  they  can  be 
avoided.  There  was  no  verdict  of  nuisance.  It  was  quite  the  other 
way ;  they  refused  that. 

Q,  (by  Mr,  McIrUire),  If  it  was  as  I  have  stated,  that  the  Board  of 
Aldermen  at  that  time  resolved  that  this  place  was  a  quisanco,  is  there 
anything  that  you  have  seen  since  that  time  in  your  visits  to  this  estab- 
lishment that  would  make  the  difference  of  things  there  so  essential  as  to 
make  it  not  a  nuisance  %    A.    \  have  answered  your  question. 

Q,  I  don't  ask  you  whether  it  is  a  fact  or  not  that  this  resolve  and 
order  was  passed,  —  I  will  put  in  proof  of  that ;  but  if  it  was  so  at  that 
time,  has  anything  been  done  since  to  essentially  change  its  character  1 
-4.  ^  It  was  a  gratifying  surprise  to  me  to  find,  on  my  late  visit  to  Mr. 
Squire's  establishment,  that  those  things  that  were  objectionable  before 
are  to  a  very  great  extent  removed. 

Q.  Now  will  you  please  tell  us  in  what  respect  the  changes  have  been 
made  that  woidd  remove  the  nuisance  1  Just  mention  them.  A,  One 
thing  I  noticed  was  the  shed  made,  by  which  the  hogs  are  received  from 
the  cars  directly,  instead  of  being  driven  in  the  open  air.  Further- 
more, he  has  disinfectants  in  the  pens,  and  the  smell  does  not  seem 
to  be  so  strong.  When  I  was  there  before,  the  blood  in  the  slaugh- 
tering-house fell  through  the  open  floor  into  the  water.  I  was  very 
much  nearer  to  it  this  time  than  I  was  ever  willing  to  go  before.  It 
seemed  to  be  all  taken  off  by  conduits  away  from  the  floor.  Everything 
was  orderly  about  it.  The  scalding  seemed  to  be  better.  I  think  there 
was  none  of  that  disagreeable  smell,  or  almost  none  of  it.  There  was  a 
live-hog  odor,  which  you  cannot  escape  from.  But  the  greatest  improve- 
ment seems  to  be  the  taking  away  the  offensive  odors  of  the  works.  You 
remember  that  at  that  time  a  great  deal  of  stress  was  laid  upon  the  fact 
that  the  hogs  that  died  on  the  cars  were  rendered  at  the  establishment. 

Q,  Do  you  know  that  there  has  been  any  change  in  that  respect  1 
A.  I  was  going  on  to  say  that  the  night  we  were  there  they  told  us  that 
dead  hogs  were  in  one  of  the  tanks.  They  were  put  in  for  the  purpose  of 
giving  us  the  effeet  of  it. 

Q,  Whether  at  that  time  he  didn't  have  an  apparatus  which  commu- 
nicated with  the  close  tanks,  and  ran  off  the  gas  and  everything  into  the 
water  of  the  basin  1     Do  you  remember  that  1     A.    \  think  there  was. 

Q.  That  was  the  apparatus  he  had  then.  Now  he  has  an  apparatus 
bj  which  he  claims  to  bum  the  gas  1    A,   Yes,  sir.  ' 
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Q.   NoWy  bejond  that  change  in  the  apparatus,  was  there  any  change 
that  you  saw  in  his  rendering  of  pork,  ^retuae^  or  lard,  or  whatever  it 
might  be,  in  his  establishment  1     A.   At  the  time  I  used  to  visit  the 
place,  when  I  was  Mayor,  I  never  looked  so  much  at  these  little  matters 
of  detail  as  I  did  at  the  general  conduct  of  the  business,  because  I 
thought  the  matter  we  wanted  to  remedy  was  the  whole  difficulty.    I 
know  that  one  of  the  things  that  attracted  my  attention,  and  which  I  saw 
myself  early  in  the  morning,  was  that  on  the  borders  of  the  basins  we 
would  find  bogs  in  various  stages  of  decomposition.     I  found  then,  on  my 
examination  of  Mr.  Squire^s  establishment,  that  there  was  nothing  espe- 
cially objectionable,  except  that  the  whole  business  was  not  done  with  th^ 
order  and  system  and  neatness  with  which  it  now  is.     I  did  not  conBider" 
particularly  this  matter  of  running  off  these  smells  into  the  river.    All 
that  I  knew  about  that  was  from  the  testimony  at  the  hearing  before  the 
Board.     I  never  examined  this  matter. 

Q,  Well,  in  other  words  then,  there  was  hardly  anything  that  was 
seen  by  you  iu  the  establishment  that  would  cause  those  odors  any  more 
then  than  now  %  A.  \  think  there  were  more  odors  in  there  at  that  time; 
the  system  was  not  so  good.  There  is  a  difference  between  the  establish- 
ment then  and  now,  as  there  is  a  difference  l)etween  the  modes  of  cook- 
ing, perhaps,  in  a  hotel  where  they  are  very  careless  and  throw  their 
slops  all  about,  and  the  cooking  in  a  hotel  where  everything  is  looked 
after  iu  all  its  details.  That  was  the  difference  that  impressed  me ;  tbtt 
is,  it  was  not  so  cleanly  around  about  iu  past  years  as  now. 

Q.  But  you  yourself  saw  nothing  in  the  apparatus  that  you  saw  then 
and  the  apparatus  you  see  now,  which  is  used,  that  would  make  any  dif- 
ference in  the  odors  1  ,A.  The  thing  I  especially  noticed  was  this  matter 
of  burning  the  gas.  I  did  n*t  give  much  attention  to  that.  I  supposed 
there  were  oth&r  people  who  knew  more  about  that  than  I  do. 

Q.  (by  Dr.  Derby).  You  speak  about  the  sewer  being  built  through 
this  region,  through  the  Miller's  River  district,  as  if  it  were  competent  to 
remove  the  sewage.  I  would  like  to  ask  you  whether  you  feel  quite  cer 
tain  that  the  sewage  resulting  from  the  slaughtering  of  800,000  or 
1,000,000  hogs  per  year  could  be  conducted  without  offence  to  tide-water 
through  a  submerged  sewer  7,000  feet  long]  You  speak  pretty  confi- 
dently about  it  1  A.  1  am  not  prepared  as  an  expert  to  answer  that 
question,  because  it  is  a  matter  that  I  have  not  had  anything  to  do  with. 
But  I  will  say  this,  that  we  must  have  sewerage  in  Cambridge  in  order  to 
make  it  a  habitable  city.  I  trust  that  if  there  be  science  enough  to  give 
us  that,  it  would  give  us  sewerage  that  would  carry  all  these  things  to 
deep  water. 

Q.  Wore  you  aware  of  the  fact  that  the  sewer  is  below  tide-water! 
^.  I  am  aware  that  it  is  very  low  there.  I  suppose  there  are  difficulties 
in  the  case  ;  but  if  that  is  the  case  our  condition  in  Cambridge  is  deplo^ 
able. 

Q.  (by  Mr.  Derby).  I  w^ould  inquire  where  the  7,000  feet  sewer  begina 
and  terminates  1  A.  From  Milk  Street  to  Craigie's  Bridge.  By  routes 
four,  eight,  and  nine  it  is  7,000  or  7,200  feet.  * 

Mr.  Derby,    From  our  establishment  I  believe  it  is  only  3,000  feet 
Dr,  Derby.     Well,  Mr.  Houghton  has  spoken  of  the  dedication  of  the 
whole  valley  to  such  business  as  is  now  carried  on  there  by  Mr.  Squire. 
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V.  Houghton,  Mj  idea  would  be  to  have  a  very  much  larger  sewer 
d.   a  longer  one. 

Q.  Well,  is  it  your  opinion  that  a  sewer  of  any  size,  below  the  level  of 
le  tide,  carried  a  great  distance  to  deep  water,  could  safely  convey 
ie  sewage  resulting  from  the  slaughtering  of  a  million  of  hogs  per 
earl  A,  It  is  a  question  of  which  I  am  not  competent,  perhaps,  to 
adge.  I  had  supposed  that  if  this  matter  became  troublesome  the  solid 
Kiatters  would  be  kept  from  the  sewer,  and  that  there  would  be  some 
ptiode  devised  by  which  all  it  would  be  absolutely  necessary  to  carry  off 
m  the  sewer  could  be  carried  off.  I  have  only  judged  from  analogy.  I 
supposed  that  if  a  city  like  London  —  a  place  situated  upon  a  river  so 
lUuch  like  Charles  River  —  could  get  rid  of  its  immense  sewage,  that 
Charles  River  might,  when  it  is  so  near  as  in  this  case,  be  made  to  accom- 
plish this  end  for  us. 

Q,  Then  you  would  trust  to  a  sewer  all  this  matter  of  health  1  -4.  I 
haTc  not  entered  into  any  of  the  details  of  the  plan.  I  am  not  able  to 
suggest  what  would  be  the  best  plan.  I  have  said  generally  that  we  must 
have  sewerage  that  will  drain  Cambridge. 

Dr,  Derby,  I  only  want  to  call  your  attention  to  the  fact  that  this 
branch  sewer  is  also  within  the  level  of  the  tide,  and  must  be  controlled 
at  its  outlets  by  gates,  I  suppose,  like  those  on  the  Back  Bay. 

Mr,  Houghton,  I  believe  almost  all  of  our  sewers  are  in  that  condition 
t»ow,  sir. 

Dr,  Derby,  Yes,  sir.  But  whether  you  had  considered  the  fact  of  the 
slaughtering  of  this  enormous  number  of  hogs ;  whether  the  matter  dis- 
<diai^ed  into  the  sewer  from  these  establishments  would  not,  at  certain 
stages  of  the  tide,  be  retained  for  many  hours  in  this  sewer,  and  it  would 
beoome  an  elongated  cesspool ;  whether  in  your  opinion  that  would  be 
Yeiy  offensive  to  the  citizens  of  Cambridge  and  those  living  on  the  line 
of  the  sewer  1 

Mr,  Houghton.  I  can  only  say  that  I  think  these  are  all  considerations 
of  the  greatest  importance,  and  I  have  not  considered  them  sufficiently  to 
give  an  opinion. 

Dr,  Derby,  I  have  called  your  attention  to  it  because  you  testified  so 
fteoly  in  your  opening  remarks  that,  in  your  opinion,  the  sewer  would  be 
^  remedy.  You  seem  to  have  assumed  that  such  sewerage  could  be  ob- 
tained. 

^  Mr,  Houghton,  There  are  «ome  difficulties  that  come  from  them  occa- 
^onally,  but  we  do  get  what  sewerage  we  get  in  that  way ;  that  is,  they 
•»^  pretty  nearly  all  built  with  flood-gates,  like  the  Oxford  Street  sewer. 
If  we  can  carry  off  the  ordinary  sewage  in  that  way,  I  don't  see  why  we 
oould  not  that  which  arises  from  a  manufacturing  establishment  of  this 
kind,  provided  nothing  goes  into  the  sewer  except  that  which  is  proper 
'or  sewers ;  if  the  solid  matters  are  kept  out  of  it,  and  it  is  not  allowed 
V>  be  blocked  up. 

Dr,  Derby,  This  is  rather  extraordinary  sewage,  not  ordinary.  It  is 
•o  extraordinary  that  in  most  places  it  is  required  that  these  establish- 
'iients  shall  be  by  deep  tidal  currents,  as  in  the  city  of  New  York.  The 
Oitablishments  of  New  York  are  on  the  banks  of  the  Hudson  River,  which 
*S  a  sewer  of  enormous  capacity. 

Mr.  Houghton,  This  problem,  I  suppose,  has  been  decided  in  Paris  and 
tond  jn,  —  has  it  not,  sir  1 
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Dr,  Derby.   To  a  certain  extent 

Q.  {by  a  member  of  the  Board).    Do  you  know  the  grade  of  the  sewerr- 
A.    It  is  about  thirteen  feet. 

Mr.  Miuzey.   I  think  the  mean  low  tide  is  ten  feet,  sir. 

Dr.  Derby.   In  all  these  plans  the  sewers  are  below  the  level  of  IIm 
tide. 

Mr.  Derby.  I  believe  the  engineer  reports  that  they  can  be  made  effi- 
cient. 

Dr.  Derby.  He  reported  the  best  that  could  be  done.  He  did  not  re- 
port that  thej  would  be  efficient  for  removing  the  sewage  of  slaughtering 
establishments. 

Mr,  Derby.  We  would  like  to  be  referred  to  his  testimony,  if  you 
have  it. 

Dr.  Derby.    It  was  his  testimony  given  to  the  Board  in  another  regud 

Mr.  Derby.    Was  it  printed  1 

Dr.  Derby.    No,  sir. 

Mr.  Derby.  We  entertain  no  doubt  that  a  sewer  can  be  built  thirtj- 
five  hundred  feet  in  length  which  would  carry  off  the  sewage  from  oor 
establishment.     It  would  be  about  half  the  distance  you  suggest 

Re-direct  Examination, 

Q.  {by  Mr.  Muzzey).  Mr.  Mclntire  has  put  before  yon  what  he  daini  . 
is  taken  from  the  record,  and  I  have  no  doubt  it  is,  of  the  City  Clerk,  i 
copy  of  the  result  of  the  hearing  before  the  Cambridge  Board  of  Alde^ 
men.  Last  fall  there  was  a  reference  of  the  subject  to  the  Committee  od 
Health,  who  were  asked  to  inquire  whether  cei-tain  odors  which,  attime^ 
were  perceived,  could  be  removed.  Was  not  that  about  it,  sir?  In  other 
words,  did  the  Board  of  Health  vote  to  suppress  any  manufacturing  es- 
tablishment '\     A.    I  dou*t  remember  any  such  action. 

Mr.  Mclntire.  I  have  the  action  of  that  committee  in  this.  Perhapi 
I  had  better  put  in  the  report  of  that  committee. 

Mr.  Muzzey.  Perhaps,  if  you  will  allow  me  to  examine  the  record « 
the  whole  case. 

Testimony  op  Patrick  McCabe. 

Q.  (by  Mr.  Derby).  Do  you  reside  in  East  Cambridge,  sir  ^  A,  l^ 
Cambridgeport. 

Q.  Have  you  lived  in  Winsor  Street  1     A.  Yes,  sir. 

Q.  How  long  have  you  lived  there  'i  A.  I  have  lived  there  about  fofff* 
teen  years. 

Q.  How  near  are  you  to  the  establishment  of  Reardon  for  boiKng 
grease  ]  A.  About  a  hundred  feet ;  it  may  he  a  little  more,  but  I  goxM 
it  is  about  a  hundred  feet. 

Q.  How  far  is  it  from  your  place  of  business  ?  A.  It  is  about  cot 
hundred  and  fifty  or  one  hundred  and  sixty  feet 

Q.  Are  your  premises  extensive  1  —  how  much  land  have  yout 
A.  About  ten  thousand  feet. 
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Q,  What  18  your  business  ^    A,  \  deal  in  old  barrels. 

Q.  And  you  occupy  ten  thousand  feet  near  Keardon's  1     A.  Yes,  sir. 

Q,  On  the  same  side  ?    ^.  On  the  opposite  side. 

Q.  He  is  within  what  distance  of  your  premises  1  A,  About  two  hun- 
dred feet,  I  should  think,  from  where  my  dwelling-house  is,  and  about 
one  hundred  and  ten  feet  from  my  storehouse. 

Q.  What  business  is  carried  on  by  Keardon  1  A,  He  makes  out  grease 
•tallow. 

Q,  Is  the  melting  conducted  day  and  night,  or  both  1^.1  think  it  is 
both  day  and  night. 

Q.  It  is  conducted  at  night  to  your  knowledge?  A,  There  is  steam 
and  smoke  there  most  of  the  night. 

Q.  Do  you  know  what  he  renders?  A,  He  renders  grease  that  is  col- 
lected all  through  the  country.  It  is  carried  there  and  rendered  out  in 
that  place,  and  when  it  is  rendered  out  it  has  a  very  disagreeable  smell. 

Q,  How»disagrccable  is  it]  How  does  it  affect  you  1  A,  \  never  took 
notice  liow  it  affected  me.  It  leaves  a  smell  that  you  can  smell  all  over 
the  neighborhood. 

Q.  How  many  times  during  the  past  summer  have  you  those  strong 
smells  1  A,  About  three  fourths  of  the  time  I  should  think,  for  these  last 
two  summers. 

Q,  Is  the  smell  a  strong  one  1  A.  It  is  fearfully  strong  sometimes,  so 
that  if  you  could  see  it,  you  could  cut  it,  as  people  say. 

Q.  How  does  it  compare  with  the  smell  about  the  slaughter-houses  or 
packing-houses  ?  A.  It  is  very  much  more  disagreeable  to  ma  than  the^ 
slaughter-house.  At  the  slaughter-house  there  is  nothing  more  than  the 
smell  of  fresh  lard  rendered  out,  and  I  think  that  smell  is  not  offensive  to 
me  or  anybody  else. 

Q.  That  smell  from  the  slaughter-house  is  inoffensive  to  you  %  A.  \ 
never  thought  it  was  a  very  bad  smell. 

The  Chairman,    Is  there  any  use  of  going  into  this  examination  1 
Mr.  Derby,    I  want  to  fix  it  very  strongly  upon  them. 

Q,  {by  Mr,  Derby),  Are  there  many  carts  that  bring  grease  there  ? 
A.  A  great  many  during  the  day,  though  I  have  never  kept  any  account 
of  them. 

Q,  During  the  night  you  felt  it  very  strong  and  offensive  1    A,  Yes,  sir. 

Q,  Is  it  perceptible  at  night  or  in  the  daytime  ?  A.  Both ;  it  is 
vorse 'during  the  night  than  the  daytime.  When  I  rise  in  the  middle 
of  the  night,  when  I  ought  to  leave  my  windows  up  to  breathe  fresh  air, 
I  have  to  shut  them  down  tight  in  order  to  shut  that  air  out  of  the  place. 

Cross-  Examination, 

Q.  (by  Mr,  Mclntire).  Have  you  ever  been  engaged  in  a  like  business 
with  Reardon  yourself?     A.  I  was  some  years  ago. 

The  Chairman,    Have  you  ever  been  to  Mr.  Squire's  place  1     A.  Yes,  sir. 

Q.  Is  there  any  difference  between  that  and  the  other?  A,  A  great 
deal  of  difference. 

Q,  Have  you  ever  got  any  smell  at  Mr.  Squire's  ?  A,  None  that  is 
disagreeable. 

Q.  (by  Mr,  Derby),  Have  you  found  any  smell  at  Reardon's  that  is 
worse  than  the  other  establishment  ?  ^.  I  have  found  a  smell  that  is 
more  disagreeable  to  me  than  any  other  of  them. 
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''  AssTRACt  OF  Record  of  Cambridob  Board  of  Health. 

Mr,  Mclntire,  I  will  now  put  in,  in  connection  with  Mr.  Hough- 
ton's testimony,  this  abstract  of  the  record  of  the  Cambridge  Board 
of  Health  in  1872.  I  will  say  that  the  Board  of  Health  is  the 
Mayor  and  Aldermen ;  the  Committee  on  Health  consisted  of  three 
members,  composed  of  Messrs.  Woodbridge,  Sortwell,  and  KendalL  * 

The  following  is  a  copy  from  the  city  records,  under  date  of  No- 
vember 20,  1872 :  — 

"  The  resolution  in  relation  to  the  establishment  of  John  P.  Squire  k 
Co.  was  taken  from  the  table  and  amended  by  inserting  the  word  *  some- 
times '  before  the  word  *  arises.* 

"  The  words  *  which  are  injurious  to  the  public  health  *  were  struck  out 
by  the  following  vote  :  yeas,  —  Aldermen  Haniing,  Keudall,  SbrtweH  and 
Whitney  (4) ;  nays,  —  Aldermen  Caldwell,  Holmes,  Snow,  and  Wiunett 
(4),  the  Mayor  giving  the  casting  vote  in  the  affirmative. 
•  "  The  word  *  considera  *  was  substituted  for  the  word  *  adjudges,* 
the  order  was  then  unanimously  adopted  by  a  yea  and  nay  vote,  Ixiing, « 
amended,  in  the  following  words :  — 

*^Besolvedf  That  this  Board,  as  the  Board  of  Health  of  the  citv  of  Cam- 
bridge,  considers  that  the  business  of  trying  and  rendering  pork  and  lard, 
as  prosecuted  at  the  slaughtering  establishment  of  John  P.  Squire  &  Co^ 
in  East  Cambridge,  so  called,  sometimes,  causes  and  is  the  source  d 
noxious  and  offensive  odors.     Therefore 

"  Ordered,  That  the  Committee  on  Health  ascertain  and  report  to  thii 
Board  what  action  can  be  taken  to  remove  the  said  nuisance.'* 

The  following  is  a  copy  of  the  resolution  as  originally  offered, 
under  dat«  of  October  30,  1872  :  — 

^*  Resolved,  That  this  Board,  as  the  Board  of  Health  of  the  city  of  Cam- 
bridge, adjudges  that  the  business  of  trying  and  rendering  pork  and  lard, 
as  prosecuted  at  the  slaughtering  establishment  of  John  P.  Squire  &  C<k, 
in  East  Cambridge,  so  called,  causes  and  is  the  source  of  noxious  and 
offensive  odors,  which  are  injurious  to  the  public  health.     Therefore, 

"  Ordered,  That  the  Committee  on  Health  ascertain  and  report  to  thii 
Board  what  action  can  be  taken  to  suppress  the  said  nuisance.** 

The  following  is  a  copy  of  the  Eeport  of  the  Committee  oa 
Health,  accepted  December  26,  1872  :  — 

"  The  Committee  on  Health,  which  was  instructed  to  ascertain  and 
report  to  this  Board  what  action  can  be  taken  to  remove  the  nuisance* 
consisting  of  noxious  and  offensive  odors,  caused  by  the  trying  and  reii^ 
deriug  of  pork  and  lard  at  the  slaughtering  establishment  of  John  P- 
Squire  <k  Co.,  reports,  — 

"  That  the  nuisance,  of  which  the  public  has  made  complaint,  althoug^ 
not  confined  to  above-mentioned  establishment,  but  shared  by  others,  att^ 
especially  certain  smaller  places,  where  the  process  of  rendering  is  carrie** 
on,  has  been  pretty  thoroughly  investigated  in  the  case  of  Messrs.  Squi^^ 
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k  Co.,  and  to  remedy  any  cause  of  complaint  now  existing,  as  far  as  pos- 
.  mble,  said  firm  have  made  arrangements  by  which,  under  contract,  the 
blood  and  offal  is  to  be  removed  in  wagons  from  the  premises  nightly,  and 
to  confine  the  steam  and  odors  in  tight  tanks. 

**  In  view,  therefore,  of  these  improvements  and  remedies,  and  also  the 
recommendations  contained  in  the  Report  of  the  Joint  Commission  to 
which  the  complaints  in  relation  to  the  existing  condition  of  Miller's  River 
were  referred  by  the  Legislature, 

"  Your  committee  decides  that  any  further  action  at  present  is  unneces- 
ttry.  "  For  the  Committee, 

'*S.     F.     WOODBRIDGK. 
"  CAMBRiDax,  December  9,  1878. 

"The  foregoing  are  true  copies. 

"  Attest,  "  Justin  A.  Jacobs,  City  Clerk," 

Mr.  Mclntire.    That  we  desire  to  put  in  as  a  part  of  our  testi- 
mony* 
Mr,  Derby.    That  report  was  accepted  ? 
Mr.  Mclntire.     It  was  about  the  last  of  the  acts  of  that  Beard. 


Testimony  op  Henry  C.  Lincoln. 

Q.  (by  Mr,  Derby).   You  reside  in  Boston  1    A.    I  do. 
Q,   Have  you  works  in  East  Cambridge,  sirl    A.   They  are  in  Somer- 
riUe. 

Q.  Do  you  render  lard,  sir,  in  close  and  open  tanks  1     A.   Yes,  sir. 
Q.   I  would  inquire  of  you  whether  you  have  near  your  place  an  estab- 
lishment conducted  by  a  man  named 'Barry  1    A,  Wo  have. 

Q.   What  does  he  do,  sir,  in  his  works?     A.    He  renders  this  grease 
that  he  collects  from  house  to  house. 

Q.  Does  he  do  a  considerable  business  of  that  kindl    A.  Yes,  sir. 
A.  Will  you  state  whether  any  offensive  smells  come  from  that  process 
of  rendering  grease  in  that  establishment?    A.  Yer}"  offensive  smells. 
Q.  From  trying  grease  1    A.   Yes,  sir. 

Q.  Is  it  sufficiently  near  to  determine  that  it  comes  from  that  estab- 
Umient  ?    A.   It  is ;  it  joins  us. 
Q.  You  have  a  place  in  Somerville,  near  Miller's  River  ?    A.  Yes,  sir. 
Q.  Are  those  smells  offensive   by  night   as   well  as   by   day?      A.    I 
Wttld  not  say  that.    I  am  not  there  by  day. 

^  Q.  When  you  have  been  there  by  day  you  have  noticed  it  ?     A,   Yes, 
^i  when  I  am  there  by  day. 

Q'  You  have  carried  on  the  business  of  rendering  lard  ?    A.   Yes,  sir, 
ind  I  am  carrying  it  on  now. 

Q-  I  would  inquire  whether  you  have  noticed  any  odors  coming  from 
^  diatUlery  'i     A.   I  have  noticed  some. 

Q'  State  what  they  are,  — whether  they  are  offensive.     A.  It  is  pecu- 
*"' ;  I  don't  know  that  it  is  offensive. 
Q-  It  is  distinctly  perceptible  ?     A.   Yes,  sir. 
Q*  Much  of  it  ?    A.   Quite  a  large  amount. 
Q-  You  have  business  of  trucking  more  or  less  in  Boston  ?    A,  Yes,  sir. 
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Q,  You  truck  ioto  the  markets  and  from  the  depot  of  the  Boston  & 
Albany  Railroad  1    A.  I  do. 

Q,  Will  you  state  wliat  is  the  relative  cost  of  freight  per  tont 
A.  Their  general  charge  is  one  dollar  and  a  quarter  per  ton. 

Q,  Is  the  charge  different  to  a  market  at  less  distance  1  A.  Wc  don't 
get  a  great  deal  of  it  done,  but  I  think  we  could  get  it  for  seventj-five 
cents. 

Q.  Would  the  distance  be  over  a  milet  A,  It  is  a  trifle  over,  I 
think. 

Q,  And  for  going  that  distance  it  costs  you  over  a  dollar  1  J.  To^ 
sir. 

Q.  I  put  this  question  to  you  :  W^ould  not  the  cost  of  trucking  freight 
from  one  of  these  establishments,  if  moved  away  from  Boston,  be  iDcreascd 
•seventy-five  cents  or  so  a  ton  per  mile  1  A.  1  should  n*t  put  it  as  high 
as  that     I  should  say  twenty-five  or  thirty  cents  per  ton. 

Q,  At  your  own  establishment  you  are  put  to  some  larger  expemel 
A.   These  teams  don't  prefer  to  go  that  distance. 

Q.  And  they  prefer  to  make  that  difference  in  trucking]    A.  They  da 

Q,  You  have  often  passed  Mr.  Squire's  establishment  t  A,  I  hafe^ 
sir. 

The  Chairman.    It  seems  to  me  that  this  is  entirely  irrelevant. 

Mr.  Derby.    It  seems  to  me  that  it  is  a  question  of  public  convenience. 

The  Chairman.    It  a  matter  of  private  and  not  public  convenienca 

Mr.  Derby.  It  seems  to  me  that  the  question  of  private  convenienoe  n 
also  one  ^f  public  convenience  when  the  public  are  affected  by  it  In 
this  matter  of  transportation  public  as  well  as  private  convenience  re- 
quires it.  I  should  be  sorry  if  I  thought  we  were  laboring  with  a  Boaxd 
who  would  not  be  convinced.  • 

Cross-Examinatwn. 

Q.  {by  Mr.  *McIntire).  How  do  you  render  your  grease  there  1  A.  We 
render  in  open  kettles. 

Q.  (by  Mr.  Derby).  I  would  ask  whether  you  have  travelled  up  vA 
down  Canal  Sti*eet,  Charlestown,  and  found  the  smell  offensive  therel 
A.  I  have  found  it  very  offensive. 

Q.    More  offensive  than  Miller's  River  1     A.  Yes,  sir. 

Q.  (by  Mr.  McLuire).  What  do  you  render  in  open  kettles  and  in  dose 
tanks  1  A.  In  open  kettles  we  render  trimmings  and  leaf  lard,  and  in 
the  close  tanks  sometimes  both. 

Q.  Do  you  think  there  is  any  difference  in  the  odors  that  pass  out  in  the 
open  kettles  and  close  tanks  1     ^.   I  do  not  think  there  is  any  differenos. 

Q.  Is  there  any  difference  in  the  quality  1  A.  The  quiality  is  th0 
same. 

Q.  What  is  the  quality  you  mean?    A.    It  is  the  sweetness. 

Q.  Then  you  don't  think  that  the  rendering  in  close  tanks  produce!  » 
different  odor  from  the  rendering  in  open  kettles  1  A.  1  have  never  been 
able  to  ascertain  any  difference  in  the  odors. 

Q.  Where  docs  that  odor  go  to  ?    A.   It  goes  out  into  the  open  air. 

Q.  And  you  have  never  been  able  to  ascertain  the  difference  between 
those  odors  1    A.    Never.    I  tried  several  times  in  the  last  two  months- 
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Q,  How  often  did  you  blow  off  in  the  last  two  months  ?  A,  Within 
the  last  two  months  we  have  n't  blown  off. 

Q,  What  do  you  do,  then?  A.  We  let  the  steam  condense  in  the 
tanks. 

Q.  What  do  you  do  with  it  then  1  A  It  goes  out  into  the  slush 
tank. 

Q.  What  is  done  with  it  then  1  A.  The  water  part  is  drained  into  the 
Miller's  Kiver  basin. 

Q.   What  is  done  with  this  matter  ?     A,    It  is  sold  to  Mr.  Bradley. 

Q.  When  does  he  take  it  away  1  A.  In  warm  weather  it  is  taken 
away  every  day. 

Q.    Is  that  offensive  1    A.    It  is  if  it  lays  there  a  very  long  time. 

Q.  How  often  is  it  taken  away  now  1  A.  Three  times  a  week  at  this 
time  of  the  year. 

Q.  Then  you  have  no  method  or  apparatus  which  will  carry  it  "off  ex- 
cept what  you  mentioned  'i    A.    I  have  not. 

Q.  Do  you  consider  that  there  is  any  more  smell  coming  from  your 
close  tanks  without  apparatus  than  there  is  from  Mr.  Squire's  tank  which 
has  an  apparatus  which  you  have  heard  described  t  A,  1  would  be  un- 
able to  say  what  the  odors  rising  from  his  always  were ;  but  I  have  been 
unable  to  find  odors  rising  from  ours  that  would  be  offensive  to  any  one. 

Q.  Do  you  think  your  method  does  away  with  the  odor  1  ^.  I  think 
we  do. 

Q.  And  if  the  vapor  is  thrown  off  into  the  atmosphere  it  would  give 
ao  offence  to  any  one  1    A.    1  think  not. 

Q.   How  long  since  you  commenced  it  1    A.  Two  months,  I  think. 

Q,  What  .was  the  object  of  doing  so  1  A,  They  were  finding  so  much 
iault  about  blowing  off  into  the  air,  I  thought  I  would  try  the  ezperi- 
ment.  I  ascertained  from  outside  parties  that  it  would  n't  be  necessary 
to  blow  off  at  all,  though  I  never  found  the  blowing  off  to  be  offensive. 

Q,  {by  Mr.  Derby).  Did  you  go  up  to  try  the  atmosphere  1  A,  Yes, 
lir.     I  put  my  face  close  to  it  several  times. 

Q,   And  you  found  nothing  offensive  1    A,   Nothing  offensive. 

Q.  (by  Mr.  Mclntire).  On  Sunday  morning,  the  30th  of  November, 
was  n't  there  a  tank  open  there  %  A.  1  can't  say.  If  they  were  in  a 
hurry  they  might  have  blown  it  off,  though  there  was  no  occasion  for  it 
at  that  time. 

Testimony  op  David  M.  Ouver. 

Q.  (by  Mr.  Derby).   Do  you  reside  in  Boston  1    A,  In  Cambridge,  sir. 

Q.   But  you  conduct  your  business  in  Boston. 

Mr.  Derby  (to  the  Board).  I  am  going  to  introduce  a  new  branch  of 
testimony  which  will  show  that  the  rendering  business  is  conducted  on  a 
large  scale  in  Boston  without  giving  offence. 

Q.   State  if  you  please  whether  you  render  lard.     A.    I  do. 

Q.  How  many  hogs  do  you  render  in  the  winter  per  week  ?  A.  From 
four  hundred  to  six  hundred  in  the  winter. 

The  C/iairman.  Where  is  that  establishment  1  A.  Near  Fulton  and 
Cross  Streets,  about  three  hundred  feet  from  the  Commercial  Exchange. 

Q.  (by  Mr.  Derby).  You  render  in  summer  a  less  number  ;  how 
many  do  you  render  then  ?     A.   From  three  to  four  hundred  a  week. 

Q.  You  have  conducted  the  business  in  that  vicinity  for  about  how 
long  a  time  1    A.  About  six  years. 
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Q,   And  previous  to  that  timel    A,   I  have  been  in  the 
thirteen  years. 

Q,  And  you  have  been  engaged  in  this  business  how  many  years  t 
A.  I  have  been  rendering  lard  in  this  business  part  of  the  city  six  years, 
and  have  been  in  the  business  thirteen  years. 

Q.  I  would  inquire  whether  you  have  made  any  change  ^  A.  1  moyed 
into  a  new  store  this  year,  and  put  in  some  close  tanks. 

Q.  Have  any  parties  made  complaints  of  your  business  t  A  Don't 
know  that  any  parties  made  complaint,  liever  knew  of  persons  knowing 
it  unless  I  told  them  of  it,  except  in  one  instance  ;  never  heard  any  com- 
plaint but  that  once. 

Q.  Was  that  a  Boston  nose  or  an  East  Cambridge  nose  ^  A.  I  think 
it  is  from  East  Cambridge. 

Q.  Who  is  it  1  A.  It  is  Mr.  Hastings.  He  was  there  one  day  and 
said  he  smelt  it. 

Q.  You  changed  from  open  kettles  to  close  tanks  ;  will  you  state  why 
you  changed?  A.  I  thought  it  was  economy.  I  thought  we  got  better 
lard  and  it  could  be  rendered  at  a  less  expense. 

Q.  You  did  it  from  motives  of  economy  and  not  ftx)m  any  complaint t 
A.  Yes,  sir ;  I  thought  it  was  for  my  interest  to  do  so.  Never  had  any 
complaint 

Q.  Are  there  any  other  establishments  in  Boston  that  you  know  oft 
A,   There  are. 

Q.  State  how  many.  A.  There  are  four  that  I  know  of:  one  or 
two  below  mo,  and  one  on  Ferry  Street,  and  one  on  Fulton  Street. 

Q.  {by  tJie  Chmrman),    How  many  establishments  are  there  ? 

Mr,  Derby,    The  witness  speaks  of  four  other  establishments  besides  li^ 

Q,  {by  Mr.  Derby),  You  don*t  know  that  any  complaint  is  made  in 
regard  to  them  ]     A,    Never  heard  of  any  complaint  of  them. 

The  Chairman,  Where  are  they  located  1  A,  On  Fulton  and  Ferry 
Streets,  and  at  the  South  End ;  ou  Harrison  Avenue,  I  think. 

Q.  (by  Mr.  Derby),  You  can  state  the  amount  of  business  they  do  t 
A.  They  do  about  the  same  amount  that  I  do,  —  one  of  them  not  quit* 
as  much,  perhaps. 

The  Chairman,  How  much  do  you  do  t  A,  From  four  to  six  hundred 
hogs  a  week  at  this  season,  and  from  three  to  four  hundred  in  sum' 
mer. 

Q.  (by  Mr,  Derby).    You  try  out  lard  1     A,    Yes,  sir. 

Q.   About  the  same  as  at  Mr.  Squire's  1    A.    Yes,  sir. 

Q,  And  you  have  done  it  in  open  kettles  without  difficulty  ?  A  Yc^j 
sir. 

Q.  And  you  now  do  it  in  close  tanks  from  motives  of  economy' 
A.    I  do. 

Q,  And  you  think  open  kettles  just  as  good  1    A.   Yes,  sir. 

Q,  You  have  been  in  the  other  establishments  in  the  city  %  A  Y«^^ 
sir. 

Q.  And  never  found  anything  offensive  there  ?  A,  Nothing ;  I  to»^^ 
found  anything  ^offensive  to  me  at  all. 

Q,  Any  odors  perceptible  in  those  establishments,  to  your  knowledge' 
A.  No  offensive  odors. 

Q,  And  you  think  the  four  other  establishments,  with  one  exception* 
do  as  much  as  you  do  1    A,  Yes,  sir. 
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Q,  Do  they  render  in  open  or  close  kettles  ?  A.  They  render  in  open 
kettles  wholly. 

Cross-examination, 

Q,  {hy  Mr.  Mclntire),  What  time  of  day  do  you  do  your  trying  t 
A,  In  the  daytime. 

Q.  Do  you  try  your  lard  after  it  is  rendered  %  A,  "^j  lard  is  kettle- 
tried. 

Q.  Where  are  those  kettles  placed  1  A,  In  the  upper  part  of  the 
store. 

Q.  Do  you  have  a  ventilator  over  those  kettles 't    A,  1  do. 

Q,  Tell  me  why  the  kettles  are  placed  high  over  the  tanks,  instead  of 
down  1  A.  My  kettle  is  not ;  it  is  on  the  same  flight.  I  pump  my  lard 
up. 

Q.  In  regard  to  the  conversation  with  Mr.  Hastings,  —  he  complained 
and  smelt  it ;  did  n't  you  tell  him  that  you  had  no  doubt  that  he  could 
smell  it  some  "i    A.  1  don't  think  I  told  him  so. 

Q,  Was  n't  it  words  to  that  effect,  —  that  you  should  be  surprised  if 
he  should  n't  smell  it  1    A,  I  don't  think  I  used  those  words. 

Q,  Do  you  blow  these  tanks  offi    A.  I  do. 

Q,  Into  the  atmosphere  1    A.  No,  sir ;  into  a  tank  filled  with  water. 

Q.  At  what  time  1    A.  About  twelve  o'clock. 

Q.  How  much  water  is  contained  in  them  1  A.  Three  or  four  hogs- 
heads. 

Q.  Why  do  you  blow  it  off  there  1  A.  When  I  was  arranging  them  I 
was  told  there  was  danger  of  blowing  out  the  lard  ;  and  it  was  very  ne- 
cessary to  be  cautious  to  see  whether  I  blew  out  the  lard.  I  had  my  pipe 
arranged  to  blow  out  at  the  side  of  the  building,  and  after  a  trial  I  had  it 
arranged  in  the  cellar  so  that  I  could  save  the  lard. 

Q.  Do  you  find  any  lord  on  the  water  1  A,  Sometimes,  though  very 
little. 

Q.  Do  you  get  any  odor  from  there  1  -4.  I  never  get  any  odor  from 
there.  If  any  of  you  gentlemen  will  come  down,  I  will  blow  off  the  tank 
any  time.  The  only  smell  is  sometimes  the  water  is  like  scalding-water 
and  suds  when  a  woman  is  doing  washing. 

Testimony  op  Luther  P.  Wiggin. 

Q.  {by  Mr.  Derby),  What  occupation  are  you  engaged  in,  or  where  do 
you  reside  'i    A.  1  reside  in  Boston. 

Q.  Where  is  your  place  of  business  1    A,  On  Harrison  Avenue. 

Q,  What  business  are  you  engaged  in  1  A,  1  am  in  the  packing  busi- 
ness, pork,  lard,  etc. 

Q.  Do  you  render  any  lard,  sir  1    ^.  I  do. 

Q.  How  many  hogs  do  you  deal  with  a  week,  sir  1  A.  On  an  average 
in  a  year  about  three  hundred. 

Q.  Your  place,  sir,  is  on  Harrison  Avenue  1  A,  Yes,  sir,  at  No.  470, 
opposite  Ashland  Place,  a  few  feet  above  Dover  Street. 

Q,  You  are  very  near  Ashland  Place  1  A,  1  am  directly  opposite  it. 
Ashland  Place  leads  from  Washington  Street  to  Harrison  Avenue,  and  is 
just  above  Dover  Street. 

Q.  Then  you  are  three  or  four  hundred  feet  from  Washington  Street  1 
A.  I  should  think  it  was  n't  more  than  that. 

26 
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Q.  How  do  you  render  kund  in  your  establiahment  1  jL  In  of&a. 
kettles. 

Q.  How  long  have  you  had  it  there  \  A,  It  has  been  there  fifteen 
years  to  my  knowledge. 

Q.  Whether  it  has  been  a  subject  of  complaint  to  anybody  t  JL  There 
has  been  no  complaint  to  me  whatever. 

71u  Chairman.  No  complaint  to  you  ftx>m  anybody  during  the  whole 
fifteen  years  ?  A,  No  complaint  from  any  one  during  the  whole  fifteen 
years.  ^ 

Q,  Have  you  ever  heard  of  any  1    A,  No,  sir. 

Q,  {by  Mr.  Derby).  Whether  any  offensive  smells  have  come  firom  itt 
A.  No,  sir. 

Q.  You  render  in  open  kettles  1    A.  Yes,  sir. 

Q.  You  take  lard  and  tiy  it  there  without  offence  to  any  one  f  A  Yefl^ 
fir. 

Q.  And  are  doing  it  still  1    I  am,  every  day. 

Q.  Do  you  know  of  a  place  in  South  Boston  where  rendering  is  dooet 
A.  I  do. 

Q.  Wliere  is  that  t    A.  At  the  comer  of  F  and  Sixth  Streets. 

Q.  Is  it  in  a  populous  part  of  that  district  of  the  city  t    A.  Yes,  sir. 

Q.  How  much  business  is  done  there  1  A.  Well,  I  can't  say,  bat  I 
should  judge  from  what  I  know,  about  the  same  amount  of  business  tbtt 
I  am  doing. 

Q.  In  South  Boston,  at  this  place  1    A,  Yes,  sir. 

Q.  And  is  that  conducted  inoffensively  1  A.  Never  have  heard  of  any 
complaint. 

Q.  It  has  been  there  how  many  years  1  A.  It  has  been  there  longer 
than  I  have  been  in  business. 

Q.   And  to  your  knowledge  there  is  no  complaint  1    A.   No,  sir. 

Q.    Is  that  section  where  you  arc  located  thickly  settled  1    A  li^ 
quite  thickly  settled  in  that  vicinity.     There  is  a  dwelling-house  in  lc» 
than  two  rods ;  there  is  a  family  in  the  house  adjoining  my  place  and 
another  dwelling-house  not  exceeding  ten  feet  in  distance  from  my  plao^ 
and  also  about  the  same  from  the  other  place  in  South  Boston. 

Q,    Quite  a  compact  settlement  ?     A,   Yes,  sir. 

Q.    Never  heard  of  any  complaint  1     A.    No,  sir. 

Q.  Do  you  know  of  any  other  place  in  the  city  t  A.  There  is  anoth^^ 
place  on  Harrison  Avenue,  Curtis  &  Knowles,  just  above  me. 

Q.   What  busiuess  do  they  do  ?    A    About  the  same  amount  I  da 

Q,    Has  that  been  conducted  for  any  length  of  time  1    A.   Yes,  sin 

Q.   About  how  long  ?     A.   It  has  been  there  now  about  six  years. 

Q.  (by  Dr.  Derby).    Where  are  the  hogs  slaughtered  1     A.   In 
weather  they  are  slaughtered  in  Cambridge. 

Q.  (by  Mr.  Derby).    In   cold  weather  where   are  they  slaugbterecL 
A.  They  buy  them  where  they  can,  —  what  we  call  railroad  hogs^ 
of  them,  that  come  here  from  the  West. 

Q.  (by.  Dr.  Derby).  At  this  season  of  the  year  where  are  they  slaogkB:" 
terod  1  A.  I  have  mine  slaughtered  in  Cambridge  principally,  by  tb^ 
Boynton  Packing  Company. 

Q.  (by  Mr.  Derby).  Do  you  know  of  this  establishment  and  tb^ 
nature  of  the  place  1  Al  Nothing  more  than  what  has  been  mention^^ 
here. 
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ChrotB-ExammaUon, 

Q.  (by  Mr.  Ifclniire),  You  aay  you  render  in  open  kettles  t    A.  TeSySir. 

Q.   And  yon  don't  perceive  any  smell  1    A.   No,  sir. 

Q.  And  in  South  Boston  they  render  in  open  kettles  1    A.   Yen,  sir. 

Q,  And  it  is  quite  thickly  inhabited  about  there  t  A,  Yes,  sir ;  thei^a 
is  a  dwelling  within  a  few  feet. 

<?.  How  many  feet  1  A,  Don't  know  precisely ;  it  is  pretty  well  set- 
tled up. 

Q.   Is  n't  there  a  burying-ground  there  t    ^    It  is  n't  a  great  way  off. 

Q.  The  burying-ground  occupies  a  great  deal  of  the  space  around 
there  1    ^    It  is  n't  a  great  way  off. 

Q,  Is  n't  it  rather  sparsely  settled  there  except  the  burying-ground  t 
jI    I  think  not ;  it  is  pretty  thickly  settled. 

Q.  {by  Mr.  Derby).  I  would  inquire,  sir,  whether  you  have  seen  any 
paint  turned  black  in  the  vicinity  of  your  establishment  from  the  render- 
ing of  lard  %  A,  No,  sir,  not  from  the  rendering  of  lard,  but  I  have  seen 
paint  blackened  from  the  odor  of  the  dock. 

Q.   You  have  seen  that,  yourself?     A,   Yes,  sir. 

Q,   Whereabouts,  —  on  the  South  Cove  ?    A,   Yes,  sir. 

Q.  Above  Harrison  Avenue,  where  the  basin  was  open  t  A.  Yes,  sir. 
After  they  continued  Albany  Street  through,  they  let  the  basin  in  there 
between  Harrison  Avenue  and  Albany  Street,  and  before  that  was  suffi- 
ciently drained  I  have  seen  it  discolor  paint. 

Testimony  op  Columbus  Tyler. 

Q.  {by  Mr.  Derby).   You  reside  in  Somerville,  sir  1    A,   Yes,  sir. 

Q.  In  former  years  you  were  in  charge  of  the  McLean  Insane  Asylum  t 
A.   Yes,  sir,  from  1847  to  1863. 

Q.  You  remember  the  period  when  the  upper  basin  had  a  gate  upon 
it,  shut  in  18431    A.    I  can't  fix  the  date  precisely. 

Q.  Previous  to  that  time  had  the  river  and  basin  been  inoffensive  1 
Jl   They  had  been. 

Q.  On  the  building  of  the  Fitchburg  Railroad  in  1843  did  you  notice 
any  change  1    A.   Very  soon. 

Q.   Please  explain  what     A.   When  those  gates  were  shut. 

The  Chairman.  Where  were  those  gates  1  A.  Just  above  the  Grand 
Junction  crossing.  That  gate  made  what  we  called  three  basins,  now 
known  as  Squire's,  North's,  and  the  basin  above  them.  This  gate  was 
put  in  just  above  the  Grand  Junction  crossing,  and  it  was  closed  when 
the  tides  were  very  high.  After  a  few  days,  when  that  was  closed,  it 
filled  up  two  or  three  feet  higher  than  it  used  to  be,  and  let  the  basin 
run  off.  That  basin  was  the  receptacle  of  dead  cats,  dogs,  and  every 
offensive  thing  which  could  be  put  there.  Sometimes  I  think  I  have 
seen  dead  pigs  there.  Whenever  the  gate  was  shut,  or  soon  after  the 
gate  was  shut,  we  began  to  discover  this  bad  odor  of 'sulphuretted  hydro- 
gen gas. 

Q.  (by  Mr.  Derby).  This  was  some  thirty  years  since  1  A.  Yes,  sir. 
All  this  matter  continued  to  be  brought  there,  and  in  a  very  short  time  this 
basin  began  to  be  very  offensive.  Whenever  the  gate  was  shut  at  any 
particular  time  it  woidd  give  offence  in  three  days.  The  offensive  air 
would  come  up  into  the  houses,  and  it  would  be  relieved  only  when  the  gate 
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waA  wide  open.     After  the  dye-works  were  put  in  the  odors  seemed  to  he 
terribly  incrcaiie<l,  whether  on  account  of  the  peculiar  kind  of  acids  that 
were  made,  I  dont  know ;  still  the  trouble  seemed  to  be  increased,  and  the 
odors  were  very  much  more  intolerable  when  the  gate  was  shut.     I  think 
now  that  the  whole  flats  are  saturated  with  this  offensive  matter.     Not 
long  ago  I  was  on  the  bridge  between  Cambridge  and  Somerville ;  the 
wind  was  blowing  in,  and  the  tide  was  just  coming  in.     The  odor  seemed 
to  be  just  as  bad  coming  Irom  Charlestown  way  as  from  Somerrille. 
The  drainage  from  the  Asylum  is  no  small  matter.     We  have  five  hun- 
dred people  on  an  average,  and  the  matter  enters  Charles  River  just 
above  the  Asylum  grounds  ;  that  has  been  going  on  for  ten  years.    I 
have  also  perceived  the  same  odor  in  Boston,  near  Chickering^s  fwctorj, 
on  Charlestown  Neck,  and  in  other  places,  —  wherever  the  sewer  empties 
and  leaves  the  dockage  at  low  tide. 

Q.  You  have  noticed  this  samie  odor }  A.  1  have.  Then  we  hid 
another  odor,  very  offensive,  from  Merrill's  place.  He  made  sausages  and 
tried  out  lard.  He  made  such  a  bad  smell  that  he  was  threatened  to  be 
indicted,  and  I  think  he  was. 

Q.  That  is  on  the  opposite  side  of  the  basin  1  A.  Yes,  sir.  But  he 
always  kept  good-natured  and  promised  to  be  better,  but  sometimes  he 
tried  out  very  offensive  matter.  One  night,  after  the  odor  had  been 
almost  unendurable,  I  went  to  see  him.  •  He  said,  "It  is  nothing,  if  it  is 
a  little  bad  at  times;  but  we  never  have  cholera  here."  After  talking 
and  threatening  with  him  some  time,  telling  him  if  he  did  not  stop  we 
would  commence  prosecution  at  once,  he  said,  —  and  if  you  will  permit  me, 
I  will  use  his  own  words,  —  "  As  for  trying  out  any  more  of  that  rotten 
sheep's  guts,  I  won't  do  it."  We  suffered  from  that  odor  very  much,  bnt 
we  never  suffered  from  any  odor  which  we  could  trace  to  Mr.  Squire's. 

Q.  The  distance  from  your  place  to  Mr.  Squire's  is  how  mucht 
A.  About  a  thousand  feet. 

Q.  You  did  not  trace  any  of  the  smells  to  Mr.  Squire's  1  A.  No,  sir; 
none  at  all.    » 

Q.  And  you  have  been  in  Mr.  Squire's  place  1  -4.  I  have  n't  been  in 
there  for  many  years. 

Q.  And  in  going  to  and  from  Boston  in  late  years  you  have  passed  on 
both  sides  of  the  basin  and  perceived  nothing  offensive  from  his  works  t 
A,    Nothing  from  his  works. 

Q.    And  you  do  smell  the  odor  from  the  basins  ?     A.    Yes,  sir. 

Q  .What  do  you  say  as  to  the  suppression  of  Mr.  Squire's  works f 
A,  Always  knowing  how  that  gas  escapes,  —  although  1  think  he  may  hav9 
added  to  it  some,  —  I  have  thought  he  was  very  much  abused.  It  i» 
easy  to  say,  **  That  odor  comes  from  Squire's."  Every  time  an  odor  would 
come  up  people  would  say  it  comes  from  Squire's.  It  is  a  very  settled 
conviction  among  a  certain  portion  of  the  tommimity  that  this  odor  comes 
from  Mr.  Squire's,  but  I  don't  believe  it.  It  was  there  long  before  Mr. 
Squire  came,  and  the  odor  is  the  same,  now  as  then.  Since  Somerrille 
has  been  emptying  its  sewage  there  these  whole  basins  have  become 
polluted,  and  I  think  they  are  polluted  all  the  way  down  to  Charlestown- 

Q.  I  would  ask  you,  in  regard  to  Merrill's,  whether  this  trying  has  af- 
fected the  color  of  the  paint  1    A.   1  don't  think  it  did. 

Q.    Then  you  think  it  must  have  been  something  else  1     A,   Yes,  sir. 

Q.  How  recently  have  you  heard  any  one  complain  of  Mr.  Squire** 
works]    A.   Continually. 
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Q,  But' is  more  with  reference  to  the  odor  than  the  works  1  A,  It  is 
the  odor  principally.  Whenever  any  one  smells  that  gas  they  say  they 
smell  Squire's  works.     It  is  the  smell  of  sulphuretted  hydrogen  gas. 

Q.    How  far  back  do  these  smells  go  1    A,    I  don't  remember. 

Q,  What  do  you  think  the  effect  would  be  of  a  sewer  down  to  Craigie's 
Bridge  from  these  works  1  A,  It  seems  to  me  that  that  would  be  the 
only  relief  we  can  have.  I  think  it  was  fortunate  that  it  was  not  carried 
down  the  other  way.  I  believe  that  if  it  had  been  carried  down  Charles 
River  it  would  have  been  necessary  to  carry  it  the  other  way  afterward. 
It  is  my  opinion  that  this  whole  question  of  sewerage  has  just  begun  to 
be  felt  in  Boston.  I  think  that  channel  ought  to  be  walled  up  and  built 
over.  Unless  something  is  done  under  one  general  system,  the  nuisance 
will  be  terribly  increased.  Now,  each  town  or  city  has  its  own  system, 
or  no  system  at  all.  Many  of  the  towns  are  increasing  in  population,  and 
all  this  matter  comes  down  to  be  scattered  over  the  flats ;  they  are  all 
polluted  now.  I  think  a  general  system  of  sewerage  is  the  only  salvation 
Boston  can  have. 

Cross- Examination, 

Q.  (by  Mr,  Mclntire),  Do  I  understand  you  to  say  that  Charles  River 
should  be  filled  'i  A,  1  think  Charles  River  should  be  walled  up  and 
filled  to  the  channel. 

Q.  How  wide  is  the  channel  %  A,  \  don't  know  how  wide  that  chan- 
nel would  be. 

Q,   When  do  you  say  you  left  the  Insane  Asylum  1    A.    In  1863. 

Q,  When  do  you  say  those  tide-gates  were  put  in  1  A,  Soon  after  the 
Fit<;hburg  Railroad  was  built ;  I  think  it  was  in  1843. 

Q,  But  did  n't  the  Fitchburg  Railroad  run  along  on  its  old  track  for 
some  time  before  that  1 

Mr,  Derby,  It  was  in  1843,  I  know,  because  I  was  in  the  direction  of 
it 

Q,  (by  Mr,  Mclntire),  Did  they  put  any  track  in  in  18#,  when  that 
was  put  in  1     A,    I  did  n't  say  that. 

Q,   As  originally  built  it  did  n't  cut  across  the  basins  1    A,   No,  sir. 

Q.  It  ran  across  the  old  track  along  side  of  0' Neil's  there  ?  A,  Yes, 
air. 

Q,  Well,  you  won't  say  it  was  as  late  as  1853  ?  A,  I  will  say  that 
when  the  Fitchburg  Railroad  was  started,  then  the  gate  was  first  put  in, 
and  soon  after  that  we  began  to  smell  this  odor. 

Mr,  Derby.  The  Charlestown  branch  was  first  built  in  1853,  and  the 
Fitchl)urg  Railroad  was  built  in  1843,  —  I  was  in  the  direction  of  it. 

Q.  {by  Mr,  Mclntire).  Do  you  think  there  was  enough  animal  matter 
put  in  those  basins  to  make  those  stenches  you  speak  oH  A.  I  think  it 
would  be  with  the  sewage  emptying  into  them.  At  that  time  there  was 
a  large  sewer  came  down  from  Prospect  Street  and  drained  that  neigh- 
borhood. 

Q.  Did  you  hear  Mr.  Munroe  of  Boston  testify  the  other  day  1  A.  1 
did. 

Q,  Did  you  hear  him  speak  of  the  magnifying  of  the  statements  in 
regard  to  the  emptying  of  sewers  1  A.  I  don't  agree  with  him  in  regard 
to  the  stench  and  its  cause ;  I  only  testify  to  what  I  know.  In  regard  to 
his  knowledge,  I  should  not  vouch  for  it     I  was  in  the  habit  of  going  by 


406 

those  places  every  day,  more  or  less.  From  the  fiust  that  we  were  sew 
much  annoyed  by  this  whole  thing,  I  called  upon  the.  Board  of  Health 
and  insisted  upon  haying  those  tide-gates  kept  open. 

Q.  You  never  knew  of  any  of  Merrill*8  w<»kmen  being  sick  1  A  Ee 
said  they  were  all  healthy. 

Testimont  of  Jambs  Gould. 

Q,  (by  Mr.  Derby),  Where  do  you  reside  %  A.  I  live  at  Lexington, 
now. 

Q.  You  formerly  resided  in  Charlestown  1  A  Yen,  air  ;  Charlestown 
is  my  native  place. 

Q,  You  have  been  engaged  in  manufacturing  soap  in  former  yeant 
A,  Yes,  sir ;  from  1844  to  1854,  adjoining  the  present  site  of  the  State 
Prison  in  Charlestown.  My  works  were  where  the  yard  of  the  State 
Prison  now  is. 

Q.  You  had  a  lime-kiln  built  on  the  line  of  the  railroad  1    A  Yes,  iff. 

Q,  And  you  conducted  the  business  of  manufacturing  lime  and  soapt 
A,  Yes,  sir. 

Q.  Since  then  you  have  been  living  at  Lexington  1  A,  For  about 
twenty-five  years. 

Q,  And  you  have  passed  in  and  out  upon  the  railroad  1  A.  Yes,  sir, 
daily  for  twenty-five  years,  except  Sundays,  until  within  three  years,  ^hen 
I  have  come  in  only  twice  a  week. 

Q.  You  are  familiar  with  the  establishment  of  John  P.  Squire  &  Co.^ 
A  Yes,  sir. 

Q.  Will  you  now  explain  to  the  Commission^rhat  these  smells  are,  what 
occasioned  them,  and  what  they  oome  from  1    A  Well,  sir,  the  first  and 
primary  cause  of  the  smell  was  the  large  quantity  of  sea- weed  and  rock- 
weed  driven  up  and  deposited  in  the  basin.     I  have  been  there  in  my 
boyhood,  when  it  hsis  floated  up  after  a  heavy  storm,  and  been  driven  up 
upon  the  flaft  and  deposited  there.     My  theory  is  that  this  deleterious- 
sulphuretted  hydrogen  was  formed  there  and  left  in  large  pools  there,  uA 
caused  the  rapid  decomposition  of  this  matter  which  causes  those  odors. 

Q.  Any  other  cause,  sir  1  A,  1  have  noticed  time  and  again  that  deaA 
dogs  and  cats  and  different  material  calculated  to  make  an  offensive  BmeV- 
came  floating  down  on  both  sides  of  the  river,  where  the  water  was  run- 
ning from  the  bleachery  would  stir  it  up  and  cause  this  tremendously 
foul  odor. 

Q.  Did  the  sewers  or  drains  have  anything  to  do  with  it  1    A.  Yey,  sir- 

Q.  Have  you  noticed  any  kind  of  smells  as  you  go  along  the  road  ^ 
A,  The  principal  smell  was  from  the  bone-drying  establishments. 

Q,  Where  were  those]  A.  Those  were  these  small  establishments. 
There  would  be  more  foul  odors  from  one  of  those  small  establishments 
than  there  would  be  from  a  large  factory. 

Q.  How  would  be  the  effect  of  a  smell  from  a  small  establishment 
rendering  grease  compared  with  that  from  a  factory  rendering  laid^ 
A,  There  is  no  offensive  odor  in  the  rendering  of  lard. 

Q,  I  speak  of  these  small  establishments  for  rendering  grease  1  A.  One 
of  those  small  establishments  would  make  six  times  as  much  as  a  laig^ 
factory. 

Q,  Please  state  whether  there  have  been  any  of  these  small  establish- 
ments on  the  bank  of  the  river.    A  There  have  been. 
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Q.  Where  has  the  refuse  matter  Irom  those  establishments  been  car- 
ried ?    A,  Deposited  right  in  that  neighborhood. 

Q.  There  has  been  a  great  deal  of  it  done  there  within  the  last  fifteen 
years  1    A.  Yes,  sir,  and  a  great  deal  is  done  now. 

Q.  Have  you  perceived  anything  offensive  coming  from  Mr.  Squire's 
works  1     A.  I  have  perceived  nothing  but  the  smell  of  sweet  lard. 

Q,  Nothing  offensive  at  all  1     A.  Nothing  offensive  at  all. 

Q.  If  there  is  any  other  fact  bearing  on  this  question,  you  will  please 
make  an  explanation  of  it  to  the  Commission.  A.  I  will  state  that  1  was 
carrying  on  the  phosphate  business  at  Charlestown  two  or  three  years 
ago,  and  had  the  material  from  North,  Merriam,  &  Co.,  the  blood  and 
re/use  matter,  to  work  into  my  establishment. 

Q.  Our  inquiries  here  are  directed  to  Mr.  Squire's  establishment.  You 
know  of  nothing  offensive  to  come  from  there  ?    A,  Nothing  offensive. 

Q.  You  have  been  there  more  than  once  1    A.   Yes,  sir. 

Q,  From  what  you  know  of  this  business,  do  you  know  of  anything  in 
that  establishment  that  would  give  offenoe  to  the  community  1  A,  Noth- 
ing. 

Cross-Examinatton . 

Q.  {hy  Mr,  McIrUire),  I  want  to  ask  you  if  you  have  smelt  the  live- 
hog  smell  on  the  Fitchburg  Railroad  'i    A,   1  have. 

Q,  How  often  1  A,  Whenever  they  have  been  on  the  track,  or  side 
of  the  track,  at  North  &  Merriam's  place. 

Q,  Do  you  lay  it  entirely  to  North,  Merriam,  &  Co.'s  ^  A.  1  have 
frequently  smelt  the  hog  smell,  but  don^t  recollect  any  particular  case 
except  where  the  cars  have  been  standing  near  their  place. 

Q,  But  you  know  the  Grand  Junction  Railroad  passes  between  these 
two  establishments,  one  being  on  either  side  of  the  track.  You  don't 
mean  to  say  you  never  smelt  the  hogs  except  when  they  were  going  into 
North  k  Merriam's  ^  A,  1  have  no  recollection  of  smelling  live  hogs 
except  in  those  coses  I  have  mentioned. 

Q,  You  don't  think  the  hogs  that  go  into  Squire's  are  any  sweeter 
than  those  that  go  into  North,  Merriam,  k  Co.'s  1     A,   No,  sir. 

The  Chairman.  The  Board  will  now  a^oum  until  to-morrow  morning 
at  9  o'clock. 

Mr,  Derby.   And  we  hope  to  finish  our  case  in  one  day  more. 

The  Chairman,    That  will  close  the  evidence,  then. 

Mr.  Mclntire,  I  should  like  to  say  that  the  testimony  may  be  closed 
on  their  part,  but  the  evidence  brought  in  here  by  the  respondents  will 
necessitate  the  bringing  in  of  testimony  in  rebuttal.  I  would  express 
the  hope  that  the  hearing  of  testimony  would  not  be  dosed  peremptorily 
upon  the  conclusion  of  the  evidence  for  the  respondents. 

The  Chairman,  The  Board  will  not  prevent  you  from  entering  any 
testimony  you  may  wish. 

Adjourned. 
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ELEVENTH  DAY. 

SmtnrdMji  DeeemlMr  M,  1873. 

The  Chairman,   Before  proceeding,  I  want  to  state  in  behalf  of  th  ^ 
Board  that  we  have  been  extraordinarily  patient  in  regard  to  some  of  tWc 
witnesses  who  have  been  examined.    I  hope  therefore  counsel  will  be  care- 
ful  to  tell  us  about  subjects  of  which  the  Board  may  be  supposed  to 
know  nothing.     As  to  the  opinions  of  persons  about  carrying  on  work  in 
similar  places  we  hope  the  time  of  the  Board  will  be  spared. 

Testimony  op  Hon.  Horatio  G.  Parker. 

Q.  {by  Mr,  Mmzey),  You  have  been  an  Alderman  of  the  city  of  Cam- 
bridge,  and  were  City  Solicitor,  and  had  had  official  charge  of  the  matten 
which  resulted  in  the  legislation  of  last  year  as  to  the  Miller's  River 
valley  1  A,  I  have,  except  in  a  very  few  instances,  helped  to  bring 
about  all  the  legislation  that  was  enacted. 

Q,  And  you  are  one  of  the  Commissioners  appointed  under  the  Act  of 
last  winter  to  superintend  the  building  of  the  great  sewer  1  ^  I  aiDf 
sir. 

Q,  Now,  I  wish  you  would  give  to  the  Board  your  views,  in  your  own 
way,  of  the  subject  which  is  now  under  consideration.  A,  The  first  time 
that  I  was  called  to  Miller's  Biver  was  on  the  oomplaint  of  an  agent  of 
an  estate  situated  a  little  this  side  of  Bridge  Street  Bridge.  His  com- 
plaint was  laid  before  the  Mayor  and  Aldermen  of  Cambridge,  and  as 
Chairman  of  the  Committee  on  Health  I  was  deputed  to  go  to  visit  tbe 
place.     That  was  my  first  introduction  to  Miller's  River. 

The  Chairman,  When  was  that  ?  A.  In  June,  1870, 1  think,  though 
I  may  not  be  exactly  right.  1  wont  there  and  went  outside  the  place.  I 
did  n't  go  into  Mr.  Squire's  establishment  then.  I  looked  about  for  some 
time,  and  then  I  concluded  that  I  ought  to  go  and  see  this  estate  and 
see  in  what  way  it  was  affected  by  Mr.  Squire's  works.  I  found  that  es- 
tate had  seven  necessaries  dripping  immediately  upon  the  flats  of  Miller^s 
River  basins.  I  concluded  that  he  could  stand  Mr.  Squire  as  long  as  Mr. 
Squire  could  stand  him. 

The  Chairman,    I  want  to  know  what  this  has  got  to  do  with  it  1 

Witness, .  Just  to  show  my  experience  in  examining  into  complaints  rf 
this  kind. 

Mr,  Muzzey,  The  contest  is  between  this  establishment  and  the  true 
sources  of  nuisance. 

The  Chairman,    I  suppose  every  privy  smells  somewhat. 

Witness,  I  was  going  to  show  that  the  stench  arising  from  the  bdBin 
was  terribly  increased  by  the  emptying  of  the  privies  into  it. 

Mr,  Mclntire,    There  is  no  denial  that  the  basins  stink  terribly. 

Mr,  Muzzey,   Mr.  Parker  will  please  proceed. 
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icep  to  tho  subject  which  we  are  discussing, 
and  finish  this  morning, 
.d  will  recollect  that  we  put  in  twenty  witnesses 

V,     .. ... . .. . ...  „.„  .„...  „. 

'^  to  our  Board,  and  that  was  referred  to  mo  as  Chair- 

^^  nmittec  on  Health.     I  then  went  into  a  considerable 

•  iiuking  the  examination  personally  and  by  means  of  the 

^  and  health  officers  that  I  had  to  aid  and  assist  me.    I  made 

the  city  government  stating  what  were  my  views,  —  and  the 
.ibers  of  the  Committee  on  Health  agreed  with  me  as  to  what  was 
iCipal  difficulty  and  trouble  there,  —  and  showing  the  number  of 
which  entered  into  Miller's  River,  and  the  number  of  privies  and 
number  of  boarding-houses  which  discharged  there ;  and  a  copy  of 
it  report  I  have  here  in  this  volume,  but  if  the  Committee  don't  wish 
JO  know  the  other  sources  which,  in  my  view,  principally  cause  this  diffi- 
culty, why,  of  course,  I  am  very  desirous  of  being  relieved  from  stating 
anything. 

Tke  Chairman.   You  don't  want  to  f  ead  the  whole  report  % 
Mr,  Muzzey,   We  will  put  the  report  in. 

Witness,   What  I  wanted  to  read  in  that  report  is  the  part  in  relation 
to  the  amount  of  sewage  drained  into  the  basins. 
Mr,  Derby.    It  is  very  important  to  us. 
The  C/iairman,   Please  go  on. 

Witness.  This  is  in  the  printed  proceedings  of  the  Board  of  Aldermen, 
October  1,  1870.     It  is  this  :  — 

**  Alderman  Parker,  for  the  Committee  on  Health,  to  whom  were  referred  peti- 
tioiifl  asking  for  the  abatement  of  a  nuisance  in  Miller's  River,  causea  by 
•ewer  deposits  and  the  collection  of  refiise  matter  from  slaughter-hooses, 
etc.,  made  the  following  report :  — 

**  Through  the  efforts  and  faithfulness  of  Henry  Kinsley,  the  Health  Officer  of 
Ward  8,  who  has  been  for  some  time  speciaUy  employed  for  the  purpose,  they 
are  able  to  furnish  the  following  information  upon  which  this  report  is  based  : 

^  Miller's  River,  so  called,  is  properly  no  river,  but  an  arm  of  the  sea,  having 
flats  on  each  side  of  some  portions  of  it,  with  quite  a  body  of  water  at  high  tide, , 
and  when  the  flats  are  left  entirely  bare  of  water,  and  only  a  very  narrow  water 
channel  left.  The  drains  emptying  into  this  recess  of  water  are  none  of  them 
carried  beyond  the  edge  of  the  stream,  thus  leaving  their  discharges  upon  dry 
land  when  the  tide  is  low,  —  and  the  tide  does  not  carry  with  it  all  the  dis- 
charges made  while  the  water  is  high,  which  are  thus  left  on  the  flats  exposed  to 
the  sun,  and  have  their  odors  borne  abroad  considerable  distances  by  the  winds. 
The  territory  in  Cambridge  draining;  into  this  stream  is  bounded  by  commencing 
at  the  comer  of  Bridge  and  Third  Streets,  thence  running  south  to  Cambridge 
Street,  thence  west  to  Elm  Street,  thence  south  to  Hampshire  Street,  thence 
west  to  Oak  Street,  thence  north  to  Somerville  line,  Uience  east  to  the  point 
beffun  at  In  Cambridge  there  are  seventeen  common  sewers  which  empty  into 
Muler's  River.  Five  hundred  and  sixty-eight  houses,  containing;  seven  hundred 
and  six  families,  «re  accommodated  by  the  drains.  On  Cambridge  and  Norfolk 
Streets  alone,  staMes  occupied  bv  one  hundred  and  twenty-five  horses  are  also 
accomjiodated  by  the  same  drams.    There  are  also  in  Cambridge  ten  private 
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dnuHB  which  diirharge  into  Miller's  River.  Tbcee  privnte  drains  accomnioililc 
niDeteen  houses,  containing  twenty-tbrve  familips.  AM  to  these  the  prinU 
drwns  of  Squire's  slaiuhtflr-boiue,  North  &  Merriain's  slaughter- bouie,  Boyntun'i 
alaugliter-house,  LiDcoln  &  CbamberlsiD's  bud-workt,  and  Sortvr«I)'s  dittilkij, 
and  you  have  fifteen  private  driUDS  an  discharging.  Tberu  an>  twcntj-mit 
privies  which  discharge  directly  iuto  Miller's  River.  Hicse  privii's  accouusD- 
private  bouses,  contuniug  nineteen  families,  and  factoriKB,  riMUfaIe^ 
■■'  '     '  ■  .     -ilredand  lwenly-«ix  men.     Oiolbtt 

River,  we  may  mentton  five  iljiblt^ 
accommmlating  finy-fbur  horses,  hog-pens,  in  which  arc  occomtnodatrd  abmi 
ninoiy  thousand  hop  during  the  yi'Hr,  one  slaugblei^liouse,  aixleen  hunilred 
cattle  a  year.  From  Somerville  ther«  are  the  lard-faclory,  with  a  priTjr  for  CM 
men,  and  sin  hundred  private  bouses,  all  of  which  drain  into  Miller^  Binr. 
We  should  also  mentjoa  t)ie  Bleachery  in  Somerville,  the  drsinine*  from  wliich. 
are  sure  death  to  every  fish  and  eel  that  reachea  tbeni,  and  olio  kill  the  dncb 
and  geese  that  venture  therein.     Mr.  Kinsley,  in  bis  report  to  tho  ComnuHMt 

"  '  You  will  notice  that  I  have  mentioned  drippingt  from  the  hog-pmt.  ThU  il 
•eemingly  as  grett  a  nuisance  as  there  is  in  the  river.  Tlicro  arc  coidsoTit 
floating  up  and  down  the  stream,  —  on  flood  tide  it  is  carried  up  stream,  m  etrb 
tide  it  IS  carried  to  the  haain  formed  by  the  filling  in  of  Bridge  Street,  and  idul 
does  not  escape  down  the  river  settles  in  the  clock.  I  have  collected  SMHCf 
these  drippings  and  put  them  on  the  fiats  where  the  aun  strikea  them.  1  find 
that  when  they  have  beui  baked  by  tlA  sun  tliey  remain,  and  the  tide  oill  Ml 
wash  thein  away.' 

"  Mr.  Kinsley  addi 

' '  In  watching  the  operations  of  things  in  the  river,  I  am  well  satisfied  tbilllM 
filling  up  of  r  ■ ' 

strikes  the  sides  of  the  opening  and  is  tlirown  back,  forming  an  eddy  by  wl 
animal  and  other  matter  is  carried  into  still,  ahallow  water,  and  fettles  on  "&* 
flats.  1  have  no  doubt  that  this  matter  is  filling  up  tho  dock  at  the  rate  of  dm 
or  two  inches  a  year.  The  same  trouble  exiali  where  a  similar  filling  h«  btn 
made  by  the  Fitcbburg  Railroad  Company  near  Gore  Street,  and  Somerville  «ill 
soon  have  the  same  trouble  to  contend  with  that  Cambridge  now  has.' 

"  Your  Committee  a^ree  with  Mr.  Kinsley  in  his  conclusions.  The  ititaa  tU 
been  narrowed  where  bridires  have  been  constructed,  thus  preventing  ~ 
ebb  and  fiow  of  tlie  tide,  and  the  result  inevitably  follows,  that  while  tht 
of  filth  and  nuisance  are  continually  increasing,  the  means  provided  hj  natsrt 
for  carrying  the  filth  away  are  constantly  being  rendered  less  and  less  vffootiTC 
Tour  Committee  need  not  enlarce  upon  the  serious  magnitude  of  the  unheallUii 
and  offensive  nuisance  which  Miller's  River  now  is  to  the  inhabitant)  of  Al 
Third  Ward.  The  plain  facts  reported  by  Mr.  Kinsley  speak  with  a  sufGmUl 
emphatic  and  warning  voice  to  those  who  have  the  comfort  and  health  of  tin  d*" 
in  charge.  The  question  is,  What  is  the  remedy  ?  Your  Committee  do  BOtl 
licve  that  the  proprietors  of  slaughter-houses  and  other  places  of  like  natural 
sufficiently  careliil.  They  think  they  do  what  they  should ;  they  howeTor  shol 
do  more,  and  train  every  man  in  their  employ  to  exercise  tbe  grealeat  can 
prevent  anything  of  an  offensive  character  reaching  the  river.  This  your  C< 
mittee  know  is  not  done.  They  catmot  point  out  exactly  where  the  fault  li< 
but  it  ties  Somuwbere.  The  bog-pent  of  the  larae  slaughter-houses  should  Bi" 
permitted  to  remain  longer  as  they  are.  It  wiU  be  a  large  espense  to  cb 
them,  but  chanNd  they  should  be.  Something  can  be  done  in  Ibis  way,  butU 
^reat  trouble  stMl  remnins.  Miller's  River  must  serve  for  drnining  the  Mi^Kf 
ntory  we  have  described.  How  can  it  be  best  made  to  perfunn  this  offiCQ, 
Your  Committee  see  but  one  -nay',  which  is  to  fill  up  the  (la(»,  making  a  nffrt 
channel  which  shall  always  contain  a  reasonable  depth  of  water,  and  extend  I 
sewers  out  Into  that  channel.  There  will  then  be  no  lodging  or  resting  nhwen 
the  offensive  matter  which  to  a  considerable  amount  most  he  dischai^geu  by  tb 
thirty-two  public  and  private  drains  now  emptying  into  the  stream,    TUai*' 


great  cause  of  stench  from  the  dock  is  tlie  filling  up  of  Bridge  Street,  thwib^ 
leaving  so  small  a  space  for  tbe  ebb  tide  to  escape.    'The  water  rbing  lo  thai  point 
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rery  great  and  very  expensive  undertaking.  But  tlie  inhabitants  to  be  protected 
are  a  large  proportion  of  the  inhabitants  of  our  city.  The  very  hot  and  very 
dry  lesason  we  have  experienced  this  year  has  undoubtedly  added  rooch  to  the 
offensivenefli  of  the  nuisances  mentioned.  But  the  population  in  the  vicinity  of 
Miller's  River  is  rapidly  increasing.  The  necessary  causes  of  nuisance  must  in- 
crease, and  the  amount  of  offensive  matter  which  must  lodge  and  putrefy  upon 
the  flats  of  the  river,  if  permitted  to  remain  as  it  is,  will  largely  multiply.  Your 
Committee  see  no  other  course  than  the  one  recommended. 

The  Chairman,  How  many  hogs  1  A.  It  is  put  in  here  at  90,000. 
The  great  matter  which  was  then  complained  of  was  the  drippings  from 
the  hog-pens.  We  put  the  average  of  what  would  be  a  fair  number 
every  day,  as  we  thought,  then,  —  that  is,  we  averaged  it  at  90,000  hogs 
daring  the  year. 

Q.  (hf  Mr,  Derby),  There  were  a  great  many  kept  in  private  pens  at 
that  time  1  A.  We  put  in  what  we  thought  would  be  a  fair  average  of 
hogs  during  the  year. 

Q,  {hy  a  member  of  the  Board),  Do  they  average  90,000  a  year  7 
A,   Yes,  sir. 

Q,  (by  Mr,  Derby),  It  has  increased  very  much  then  1  A  great  many 
are  kept  in  private  pens  1  A,  Yes,  ^r.  We  made  this  estimate  at  that 
time  from  just  over  the  line  in  Somcrville.  It  was  the  same  in  a  very 
short  distance  and  in  a  small  area.  The  hogs  and  pigs  I  found  in  there 
were  something  like  500,  regularly  kept  by  people  living  right  on  the 
streets  there.     But  this  90,000  includes  the  whole  number  of  hogs. 

Q.  (by  Mr,  Mttzzey),    It  must  be  for  the  year  (we  slaughter  but  1,200 
a  day).     A,   It  is  during  the  year. 
,    Dr,  Derby,   Then  the  number  would  be  too  small. 

Witness,    We  will  call  it  too  small  then. 
•    Mr.  Mmzey,   I  think  it  would  be  probably  right  to  divide  it  by  300. 

Mr,  Mclntire,   That  was  what  we  reckoned  a  year  ago. 

Witness,  It  is  a  subject  that  this  committee  has  dwelt  upon  a  great 
deal.  The  thing  very  much  complained  of  then  was  the  dripping  from 
the  hog-pens.  I  will  say  that  an  examination  of  this  matter  during  that 
summer  and  fall  brought  me  to  this  conclusion,  and  I  stated  it  just  about 
as  I  shall  state  it  now.  In  my  opening  of  this  case  before  the  Committee 
on  Harbors,  when  we  applied  to  the  Legislature  in.  1871  to  fill  up  those 
basins,  I  made  up  my  mind  that  there  was  a  great  deal  of  mistake  about 
it ;  that  a  great  deal  was  charged  to  the  operations  of  Squire's  slaughter- 
house which  did  n*t  belong  to  it.  I  stated  it  then  in  this  way  :  If  you 
wore  to  take  the  slaughter-houses  away,  and  leave  the  basins  as  they  are, 
more  than  nineteen  twentieths  of  the  nuisance  would  be  left.  I  believed 
they  would  be  awfuljy  mistaken  in  regard  to  these  odors.  Why,  I  would 
bo  up  at  the  square,  and  people  would  say,  "  There  is  the  odor  coming 
from  Squire's  slaughter-house."  Then  I  would  go  down  there  ;  but  I 
could  not  trace  it  to  Mr.  Squire's.  I  could  not  get  at  the  top  of  the 
chimneys,  and  smell  to  see  if  it  would  come  out  there.  I  have  been  in 
there  many  times,  and  I  could  not  detect  any  such  thing  in  there,  but  it 
would  be  the  regular  old  basin-dock  smell ;  and  I  know  very  frequently  that 
people  were  mistaken,  and  charged  it  to  Mr.  Squire  when  it  was  nothing 
that  could  be  traced  to  or  could  come  from  his  establishment.  I  know  of 
many  times  when  they  were  mistaken  in  that  respect ;  and  I  made  up 
mj  mind  that  the  thing  to  move  for  and  accomplish  was  the  filling  up 
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of  the  basins,  and,  that  being  done,  eyerything  else  could  in  time  be 
arranged  and  cured,  so  that  Mr.  Squire  could  carry  on  bis  basiness 
without  injury  or  prejudice  to  health.  And  be  has  very  mudi  improved 
the  methods  of  carrying  on  his  business  since  that  time ;  and  I  wish 
to  state  that  I  think,  if  you  remove  Mr.  Squire's  slaughter-house  and  let 
those  basins  remain,  there  would  not  be  any  perceptible  difference  in  the 
complaints  of  nuisances  from  what  there  are  now.  It  is  generally  asked, 
In  what  respect  has  Mr.  Squire  improved  his  place  1  Well,  the  first  tiine 
I  went  upon  those  premises  the  hogs  were  yarded  there,  and  those  thit 
were  not  yarded  were  in  pens,  and  those  pens  not  covered,  and  were 
washed  out  with  water  ;  and  that  was  what  caused  this  large  amount  of 
hog  drippings,  as  it  was  called.  We  felt  that  that  was  what  produced  a 
great  deal  of  this  nuisance.  At  that  time  a  great  deal  of  the  blood  went 
into  the  stream.  I  find  that  all  that  is  stopped  now.  Then,  foUovring 
out  the  matter  of  pens,  it  seems  to  me  that  since  they  have  commenced 
putting  charcoal  in  the  pens,  if  anything  is  washed  into  the  stream,  the 
charcoal  being  with  it,  so  far  as  the  nuisance  is  concerned  the  charootl 
would  do  quite  as  much  good  as  harm.  Then  in  regard  to  taking  cm 
of  the  offal,  that  is  improved.  I  think  these  slaughter-houses  should  be 
charged  with  their  share  of  making  this  nuisance.  In  past  years  a  great 
deal  of  the  offal,  blood,  etc.,  wcut  Into  the  basin.  The  first  summer  I 
went  down  there  I  stood  upon  the  wharf  when  the  tide  was  going  out 
You  could  see  every  minute  or  two  pieces  of  flesh  and  clots  of  blood  as 
largo  as  your  hand  floating  down  the  river.  A  great  deal  of  that  was 
due  to  the  carelessness  of  the  men  instead  of  the  proprietors.  This 
matter  has  been  practically  cured,  and  nothing  of  the  kind  has  beea 
seen  at  later  periods  of  time.  As  I  said  before,  the  basins  being  removed, 
there  is  no  practical  difficulty  in  the  carrying  on  of  this  business  there. 
It  is  a  great  business,  desirable  to  be  carried  on,  if  it  can  be  carried  on 
without  being  a  nuisance.  In  regard  to  this  question  of  nuisance,  when 
you  have  disposed  of  the  nuisance  in  Miller's  River,  you  have  hardlj 
begun.  At  the  end  of  West  Boston  Bridge,  those  flats  on  the  Cambridge 
side  are  as  bad  as  those  flats  on  Miller's  River  were  five  years  ago,  and 
are  increasing  at  a  terrible  ratio.  One  element  that  has  been  overlooked 
is  the  immense  amount  of  offal  that  is  floated  up  with  the  incoming  tide. 
The  Boston  shore  is  now  deep  water  ;  on  the  Cambridge  shore  are  all  the 
flats.  And  here  is  the  sewage  of  Boston,  increasing  as  it  has  every  year, 
floating  from  the  Back  Bay  just  the  same  ;  and  when  the  tide  comes  up 
and  meets  this  sewage,  it  has  no  other  place  to  float  it  except  on  the 
Cambridge  flats.  I  think  that  in  a  few  years  you  will  have  as  great  a 
cry  of  nuisance  from  there,  beginning  perhaps  at  Craigie's  Bridge  and 
extending  on  both  sides  of  West  Boston  Bridge,  I  have  been  up  there 
in  a  boat  to  test  this  stuff  that  is  lodging  on  the  flats ;  and  you  would 
think  it  is  a  part  of  Miller's  River  over  again,  and  that  a  part  of  the 
bottom  of  Miller's  River  had  been  transferred  there.  In  short,  I  believe 
that  with  this  sower  built  and  the  basin  properly  drained  there  can't  be 
any  difficulty  in  Mr.  Squire  conducting  his  business  so  that  it  shall  not 
bo  unhoaltliful.  If  you  can  have  an  abattoir  at  Brighton,  you  can  have 
it  at  Ktist  Cambridge.  I  think  that  to  shut  up  Mr.  Squire's,  who  is  now 
doing  so  much  to  fill  the  basins,  would  be  a  great  injustice  to  him,  and 
would  also  bo  of  but  little,  if  any,  use  in  removing  the  nuisance- eo 
gonorally  complained  of. 
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Crois-Excmiiinaiion. 

Q.  (by  Mr.  McIfUire).  Did  you  think  the  sewage  from  thede  sewers 
lid  n't  run  into  the  basin  at  that  time  1  A,  1  was  new  in  the  business, 
md  did  n't  know  about  it. 

Q,  Some  of  the  sewers  have  been  carried  into  it  recently  1  A,  One 
if  them  has,  but  the  others  I  don't  know  about. 

Q.  I  don't  see  that  you  reckoned  the  privies  of  Mr.  Squire's  and  the 
>ther  establishments  in  that  record  ]  A.  Yes,  sir ;  I  did.  I  never  in- 
tended to  say  that  the  slaughter-houses  did  n't  have  their  share. 

Q,  But  I  was  going  to  say  that  the  privies  from  the  slaughtering 
Mtablishments,  the  scalding-water  and  refuse  matter,  —  don't  they  con- 
tribute more  to  that  nuisance  than  all  the  sewers  put  together)  A,  I 
was  of  the  opinion  that  the  slaughter-houses  had  caused  more  of  the 
nuisance  than  the  sewers  ;  and  that  was  why  I  thought  they  should  bear 
their  proportion  of  the  expense  of  filling. 

Q.  At  this  time  the  attention  was  drawn  to  the  stench  from  the  basin, 
was  n't  it  1  A,  Yes,  sir  ;  but  as  their  complaints  were  drawn,  they  were 
against  the  slaughter-houses. 

Q,  But  your  attention  was  called  to  the  nuisance  from  the  basins ) 
A,  No ;  my  attention  was  called  to  the  slaughter-houses  first,  and  my 
conclusion  after  investigation  was  that  there  could  be  no  cure  until  the 
flats  were  covered,  and  I  recommended  bringing  them  down  to  a  ^raight 
and  narrow  channel.  Our  attention  was  never  drawn  to  the  basins  as 
inch. 

Q.  But  you  did  conclude  at  that  time  that  those  basins  should  be 
fifled ;  then  there  was  a  fight  between  you  and  the  establishments,  who 
thought  the  basins  had  better  be  left  as  catch-basins  1     A.    Yes,  sir. 

Q,  After  that  you  were  in  the  Board  as  Alderman,  and  after  that  City 
Solicitor  1    A,   Yes,  sir. 

Q.  At  the  time  the  order  was  passed  by  the  Board  of  Aldermen  as 
*  Board  of  Health  1  A.  I  never  knew  exactly  what  the  determination 
via. 

Q.  Since  that  time,  —  since  November  or  December,  1872,  —  do  you 
how  of  anything  that  has  been  done  at  this  establishment  which  would 
parent  it  from  being  a  nuisance  if  it  was  a  nuisance  then  ?  A,  AaI 
^eratand  this  thing  which  I  hear  stated  by  Mr.  Squire,  there  are  the 
pens;  I  do  think  this  addition  of  charcoal  has  pretty  much  cured  that. 

Q.  If.the  Board  of  Health  at  that  time  determined  that  the  business 
<tf  rendering  pork  and  fat  and  trying  lard  is  a  nuisance,  what  is  there 
80W  in  the  method  that  will  cure  this  nuisance  1  -4.  I  don't  know  when 
^.  Squire  put  in  this  last  apparatus  for  consuming  gases. 

Q,  That  was  but  within  two  or  three  months.  A.  I  think  that  must 
'Bttove  substantially  all  offence.  I  don't  mean  the  smell  of  trying  lard  ; 
ttat  can't  of  course  be  done  until  he  has  close  vats,  etc. ;  I  think  that 
i&tttt  remain  so  long  as  he  tries  in  open  vats. 

Q,  Don't  you  know  that  the  people  have  complained  of  the  night 
^orl    A,   I  have  been  there  at  all  times. 

Q.  Do  you  know  about  that  odor  people  distinguish  between  the  dock 
^^fea  and  the  intense  rendering  odor  which  comes  up  in  the*  night,  —  an 
^  that  is  like  the  smell  of  putrid  matter,  —  have  you  smelt  that  ] 
•^  I' have  smelt  putrid  matter,  but  from  another  source. 
.     C.  Have  you  smelt  that  odor  from  the  basins  1    A,   No,  sir. 
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Q,  And  you  have  distinguished  the  smell  of  rendering*  fresh  lardt 
A.   Yes,  sir. 

Q.  Have  you  ever  smelt  it  from  the  outside  t  A,  1  have  smelt  it,  and 
I  think  it  is  difficult  to  trace  it,  and  there  is  danger  of  doing  injostioe. 
Now  I  have  smelt  what  you  might  call  humt  lard ;  then  I  have  gone  over 
the  establishment  and  found  that  there  was  not  any  lar^  heated  there.| 

Q,  You  say  you  found  no  lard  heated  there  at  all  f  A.  No,  sir.  It  was 
trying.     I  meant  to  say  that  that  pungent  smell  of  lard  was  n't  there. 

Q.  Do  you  know  whether  there  was  any  on  the  outside  or  on  top  of 
the  kettles  'i  A.  1  wont  in  and  looked  all  ahout  and  tried  to  smcU  it 
I  was  following  Mr.  Squire  up  pretty  closely,  as  closely  as  I  oould. 

Q.  Another  thing ;  did  you  ever  discover  any  kettles  under  the  tbd- 
tilators  1    A,    1  never  did. 

Q.   Did  you  go  up  there  at  that  time  t    A,   Not  at  that  time. 

Re-direct  Examination, 

Q,  {by  Mr,  Mazzey).  You  say  you  have  sometimes  smelt  a  bonift 
putrid  smell,  and  that  you  did  not  detect  it  at  Mr.  Squire's  pbtoe. 
Did  you  ever  trace  it  to  any  other  place  1     A,   The  putrid  smell  t 

Q.  Yes,  sir.  A.  I  was  able  to  trace  that  to  Merrill's  establishmmt; 
the  burnt-lard  smell  I  did  n^t  trace  to  its  source,  but  I  went  and  examiiied 
Mr.  Squire's  establishment  from  beginning  to  end.  I  suppose  I  hsfl 
beeu  through  Mr.  Squire's  establishment  fifty  times  during  the  past  two 
years.  1  have  always  gone  in  there  whenever  I  thought  it  might  hsfa 
something  to  do  with  the  odor  which  prevailed. 

Q.  And  you  often  asoertained  that  its  source  was  not  within  hii 
works )  A.  Not  that  I  could  see ;  I  put  my  nose  in  his  vats,  and  tried 
to  see  if  I  could  detect  that  stiflmg  smell  of  burnt  lard,  but  could  not 

Q.  As  to  the  chimney,  were  you  not  aware  that  the  vapors  from  tha 
ope'u  kettles  diffuse  themselves  into  the  establishment  1     A,   YeS{,  sir. 

Q,  And  that  the  gases  were  not  discharged  into  the  chimney  t  A  I 
never  supposed  that  they  could.  I  have  had  some  experience  on  the 
other  side  of  those  chimneys,  and  I  knew  about  those  tall  chimneys. 

Q.  (by  a  member  of  the  Board),  You  don't  think  any  rendering  smdl 
could  get  up  these  tall  chimneys  ]    A,   No,  sir,  I  don't  think  so. 

Q.  Are  you  aware  that  these  chimneys  are  ordered  to  be  cut  down  in 
New  York  in  order  that  the  smell  might  be  confined  to  the  locality  when 
it  was  made  ?  A,  Yes,  sir  ;  but  I  know  the  fact  that  the  open  lard  of 
course  could  n't  get  into  the  chimney,  and  that  that  was  tried  in  cknB 
tanks  was  conducted  down  into  the  water  and  we  smelt  it  there.  I  don't 
mean  to  say  that  the  odor  can't  be  carried  up  the  chimneys. 

Q,  (by  Mr,  Mclntire).  Are  you  quite  sure  that  this  smell  wasn'tctf- 
ried  from  the  close  tanks  up  the  chimneys  in  1872  ]  A,  I  made  a  to^ 
close  examination  and  could  not  detect  it. 

Q.  I  don't  know  the  time,  exactly,  but  it  was  n't  far  from  October, 
1872,  that  that  apparatus  was  put  in.     A,  1  could  not  state. 

Mr.  Webster.  1  have  in  my  hand  the  report  of  the  Superintendent  rf 
Health,  of  Providence,  on  the  subject  of  rendering  lard.  I  find  a  paff^ 
graph  which  says  :  — 

"  The  greater  portion  of  the  odor  of  the  boiling  fat  is  carried  upwaidi 
by  the  chimney  and  ventilating  draughts,  so  that  there  are  no  odors  which 
may  be  perceived  in  the  establishment  which  are  specially  offensive." 
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Then  the  report  says :  — 

''  If  we  inquire  on  the  spot  of  owners,  they  scout  the  idea  that  there  is 
any  nuisance  in  the  business.  They  would  have  the  idea  that  their 
business  is  the  healthiest  in  the  world  ;  that  no  person  engaged  in  it  is 
ever  known  to  be  sick ;  and  they  will  tell  you  that  you  might  as  well  com- 
plain of  frying  crullers.  This  is  nearly  the  language  used  at  one  of  the 
establishments  in  my  investigations  on  the  subject.  But  on  the  very  same 
day  I  was  informed,  by  parties  of  the  highest  respectability  and  character, 
living  twenty,  thirty,  and  more  rods  from  this  establishment,  that  the  odor 
from  it  is  extremely  offensive,  that  it  is  perceived  almost  every  day  in  the 
year,  except  when  the  wind  is  strong  in  .the  opposite  direction,  and  they 
are  often  compelled  to  close  their  windows  to  avoid  it ;  that  women  and 
children  are  made  sick  by  it,  and  that  some  persons  have  been  obliged  to 
leave  their  rooms  entirely  on  account  of  it.  These  parties  are  ready  to 
make. these  statements  before  your  Board  themselves.'' 

Witness.  But  the  man  should  have  gone  and  seen,  and  thoroughly  ex- 
amined for  himself,  and  not  taken  the  statement  of  other  people.  It  is 
not  safe.     I  have  seen  too  much  of  that.     It  is  unreliable. 

Mr,  Webster.  I  did  not  know  but  what  your  attention  had  not  been 
called  to  it. 

Witness.  I  will  not  say  anything  but  what  I  know  myself.  When  I 
was  in  New  York  I  purchased  a  number  of  pamphlets  and  went  to  a  num- 
ber of  experts,  and  they  sent  me  down  to  the  city  buildings.  I  had, 
therefore,  heard  those  theories  and  heard  what  was  said.  I  think  that, 
under  certain  circumstances,  it  may  be  true  that  there  is  no  smell  in  an 
establishment,  but  that  smells  will  be  noticed  outside  which  will  be  ter- 
rible. I  satisfied  myself  that  that  smell  did  n't  come  from  Mr.  Squire's 
building,  though  it  may  not  have  satisfied  anybody  else.  I  would  give 
more  for  my  own  experience  of  a  smell  than  anybody  else's.  The  only 
safety  of  any  physician  or  set  of  men  is  to  go  themselves. 

Q.  (6y  Mr.  Muzzey).  Are  there  not  in  the  vicinity  of  Mr.  Squire's  estab- 
lishment many  places  where  there  are  kettles  which  give  forth  a  bad 
smell  %  A.  1  think  if  ypu  were  to  search  diligently  you  would  find  more 
than  people  generally  have  an  idea  of  There  is  Reardon's  establishment  at 
the  Port,  which  was  often  complained  of  I  have  been  down  there  several 
times  at  12  o'clock  at  night,  and  was  a  long  time  puzzled  to  tell  where  the 
bad  odors  came  from.  If  you  found  a  smell,  and  would  follow  it  up,  you 
would  find  a  small  kettle  and  a  dozen  or  fifteen  pails  full  of  grease,  with 
a  little  pipe  coming  out  from  the  back  side  of  the  building ;  and  you  can 
find  hidf  a  dozen  such  places  going  on.  I  rather  think  if  you  go  around 
and  inspect  that  vicinity,  you  will  find  many  more  than  you  think. 

Q,  {bff  Mr.  Mclntire).  But  is  n't  that  business  more  concentrated  now 
tban  it  was,  —  men  buy  from  others  and  try  themselves  ]  A.  These  men 
•re  doing  it  secretly,  and  trying  to  get  all  the  profit  they  can. 

Q.  Are  not  you  aware  that  twenty  years  ago  in  that  whole  district 
around  there  on  the  low  land,  nearly  every  person  had  a  horse  and  wagon, 
and  used  to  go  round  and  collect  his  own  gi'ease  and  try  it  himself,  and 
make  his  own  profit ;  whereas  now  one  party  does  the  trying,  and  the 
ethers  collect  the  grease.  ^.  I  am  aware  that  that  is  the  general  system ; 
still  these  parties  think  they  can  make  a  little  by  collecting  their  grease 
and  trying  it  themselves. 

Q.   Twenty-six  years  ago,  when  every  person  who  lived  in  that  locality 
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tried  his  own  grease,  was  there  anything  like  the  complaint  there  is  now, 
or  has  been  within  the  last  five  years,  in  regard  to  that  burnt  putrid  odor 
among  the  inhabitants  there  1  A,  Not  that  I  know  of.  I  don*t  know 
anything  about  twenty  years  ago.  -I  know  you  could  try  out  a  little 
grease  then  without  so  many  people  knowing  it. 

Q,  You  are  pretty  well  aware  that  they  did  try  out  a  great  deal  with- 
out much  complaint  ]    A.    That  may  be. 

Mr.  Muzzey,   There  has  been  a  great  increase  in  population  since  then 

Testimony  of  Geoboe  Upton. 

Q,  {hy  Mr.  Muzzey).  What  is  your  business  ?  A,  Manufacturing  ^ue 
and  superphosphates. 

Q.    Where  is  it  carried  on  1    A,    At  Peabody  and  Brighton. 

Q.  Have  you  entered  into  any  contract  with  J.  P.  Squire  k  Co.,  for 
the  removal  of  soup-liquor  from  the  tanks,  etc.  %    A.    \  have. 

Q,   Will  you  read  your  proposition,  and  its  acceptance  % 

**  Warehousb  of  Geo.  Uptok,  Glue  Mahufactubxb, 
Removed  to  No.  104  Water  Street, 

Boston,  December  8, 1871 

"  J.  P.  Squire,  Esq.  :  Dear  Sir,  —  I  believe  your  soup-liquor  can  be 
profitably  made  use  of  in  connection  with  the  accompanying  scrap,  by 
manufacturing  the  same  into  a  superphosphate,  and  doing  so  withoat 
giving  offence  to  any  one. 

"  Noticing  from  reports  of  the  present  hearing  at  the  State  House  that 
the  liquors  are  mentioned  as  being  objectionable  if  sent  into  the  river,  I 
will  say,  if  you  desire  the  same  removed,  I  will  take  them  in  connection 
with  the  scrap,  and  continue  to  do  so  by  contract. 

"  Very  truly  yours,  "  Geo.  Upton." 

"  We  accept  the  above  proposition.  J.  P.  Squire  A  Co." 

Cross-Examination, 

Q,  (by  Mr.  Mclntire).  What  is  it  you  take,  —  the  soup-liquor  and 
tankage  1     A.    Yes,  sir. 

Q.  {by  Mr.  Muzzey).  How  do  you  propose  to  remove  it  from  the  estab- 
lishment 1     A.    Wo  shall  remove  it  in  tight  vessels. 

Q.    How  frequently]     A.    Daily. 

The  Chainnan.  What  do  you  mean  by  tight  vessels)  A,  Yeissfiii 
which  would  be  so  tight  that  nothing  would  escape  from  them. 

Q.    Air-tight  1    A.    Yes,  sir. 

Q.    No  odors  1    A.    No,  sir,  —  no  odors  would  escape. 

Q.  There  is  some  evidence  that  from  these  tight  vessels  odors  could 
escape  1  A.  1  would  say  that  oil  of  vitriol  is  carried  across  the  city  in 
tight  vessels.  That  is  most  diflBcult  to  handle.  It  is  transj)orted  in  iron 
vessels. 

Q.  (by  Dr.  Derby).  Is  this  contract  in  operation  1  -4.  I  have  taken 
it  in  some  lots. 

Q.  Where  is  it  carried,  —  to  Peabody  or  Brighton  1  A.  Some  I  ha^ 
carried  to  Peabody  ;  but  the  moat  I  have  taken  to  Brighton.  That  which 
I  took  to  Peabody,  I  made  glue  of 

Q.  (by  Mr.  Derby).  And  succeeded  in  making  it  into  glue  1  A,  Yes, 
sir.  \ 
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Q.  {by  Mr,  Muzzey),  Am  I  right  in  supposing  that  the  soup-liquor  re- 
moved by  you  has  no  offensive  odorl  A,  I  think,  if  I  left  the  top  of 
the  vessel  open,  it  might  be  offensive ;  but  I  don't  propose  to  take  the 
risk. 

Q.    Is  this  contract  to  go  into  immediate  effect  t     Q.   I  take  it  so. 

Cro89'Examinatum, 

Q,  (by  Mr.  Mclntire).  You  have  not  at  present  any  such  vessels  to 
take  away  this  liquor  in  ^    A,    1  have  those  in  view  that  I  can  use. 

Q,  What  kind  have  you  in  view  %  A,  1  have  in  view  such  vessels  as 
wooden  tanks,  which  would  be  tight. 

Q.  Would  the  covers  be  tight  1  A.  Yes,  sir ;  they  are  very  tight.  It 
has  got  to  be  let  into  the  top  by  taking  out  the  iron  bushing  and  securing 
the  iron  plug  in  it. 

Q.  How  would  it  be  let  out?  A.  It  has  got  to  be  let  out  by  hose 
into  what  we  call  the  phosphate  tanks,  which  contain  a  solution  of  oil  of 
vitriol  and  bone-black,  which  has  a  deodorizing  effect  upon  them. 

Q,  You  don't  mean  that  you  put  the  scrap  or  refuse  matter  from  the 
tank  into  the  vessels  ?  A.  We  do.  We  run  the  soup  iuto  it  and  deo- 
dorize it  first,  —  I  mean  into  this  carriage  or  tank  that  has  the  solid 
matter.  ^ 

Q,  Is  n*t  there  a  bad  odor  from  it  ?  A.  It  is  what  we  call  the  tank- 
age, and  has  the  same  odor  that  there  wo.uld  be  to  boiling  meat. 

Q.  You  could  n't  carry  that  away  in  such  a  vessel  as  you  speak  of 
drawing  it  off  into?  A,  That  would  be  run  off  into  the  building  and 
shovelled  off  into  the  tank. 

Q,  I  am  asking,  now,  what  sort  of  a  cart  you  are  to  use  1  A.  That 
would  be  the  same  sort  of  carts  as  are  now  used  in  removing  the  same 
material     They  have  covers  to  lift  up  on  the  top. 

Q.  Such  as  the  city  offal-carts  %  A.  On  that  principle.  That  is  for  the 
tankage. 

Q.  You  have  been  taking  away  some  of  that  now  %  A.  \  have,  some- 
what. 

Q,  Do  you  know  what  has  been  dobe  with  the  rest  of  it  1  A,  \  have 
taken  it  for  granted  that  the  material  has  been  running  away  into  Miller's 
River. 

Q,  All  that  you  have  n't  taken  away  has  been  disposed  of  at  the  estab- 
lishment)   A,   I  should  say  so. 

Q.  And  thus  far  you  have  taken  away  how  much  and  at  what  inter- 
vals? A.  I  have  taken  away  a  few  loads  of  it  to  satisfy  myself  of  the 
feasibility  of  taking  it  away. 

Q.  How  do  you  take  it  from  the  wagon?  A,  The  wagon  is  driven  up 
in  the  shed.  We  have  a  suction  floor  which  perfectly  controls  any  smell 
or  gas,  or  anything  of  that  kind,  —  it  is  taken  care  of  and  consumed. 

Q.  Has  there  been  any  complaint  made  of  your  place?  A.  None  at 
all. 

Q,  Neither  at  Peabody  nor  Brighton  %  A,  \  would  say,  in  Peabody, 
last  winter,  I  took  some  material  and  converted  it  into  glue,  and  I  did  it 
without  burning  up  the  gases.  There  was  some  complaint  about  the 
odor;  but  Iput  in  a  burner,  and  since  then  I  have  had  no  complaint.  I 
believe  that  smell  went  a  mile. 

Q,   And  you  have  had  no  complaint  since  then?    A,   Have  had  no 
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complaint  since  then.     The  Board  of  Health  came  up  and  looked  aroond 
mj  place,  and  I  told  them  what  I  was  going  to  do. 

Q.  (6y  Mr.  Derby,).    Yoo  don't  propoao  to  utiliae  the  blood  t    A   No^ 

sir. 

Q.  Then,  as  I  understand  it,  the  tanking,  which  now  goes  to  Mr. 
Bradley,  will  go  to  jou;  and,  in  addition  to  that,  the  soup-liquor t 
A.   Yes,  sir. 

Q,  Whose  machine  do  you  use  t  A.  We  are  using  Lockwood  k  E?er 
ett*8  process  for  superheating,  and  in  burning  the  gas  we  are  using  GcoigB 
F.  Wilson's  process  for  utilizing  all  kinds  of  waste  and  converting  it  into 
fertilizers.  Further  than  that,  we  have  got  a  specialty  in  that  neighlxK^ 
hood ;  so  wc  prefer  that,  on  account  of  letting  it  lie  in  package  and 
removing  it  without  complaint. 

Q,  (by  Mr,  Xewhall).    You  say,  sir,  the  soup  is  deodorized  1    ^   It  ia 

Q.  How  is  that  done  1  A,  Bj  running  it  through  a  solution  of  bone- 
black,  oil  of  vitriol,  and  chamber  acid.  Bone-black  and  chamber  acid 
make  dried  phosphate. 

Q.  Is  n't  there  a  great  deal  of  gas  1  A.  There  is  no  gas.  We  baye 
pip>es  run  from  the  condenser  and  burner,  —  large  pipes  attached  to  a 
suction-bLower,  —  which,  as  that  vapor  and  gas  rise,  take  the  whole  of  it 
and  carry  it  away. 

Q.  Is  that  gas  combustible  1  A.  Not  unless  superheated  ;  then  it  will 
bum,  in  connection  with  air,  the  same  as  ordinary  gas.  W^e  utilize  it,  in 
generating  steam,  under  our  boilers.  It  is  a  matter  of  economy  to  bum 
it  up  instead  of  letting  it  run  off. 

Q,  It  is  combustible  after  being  superheated  1  A,  It  ia.  We  can  see 
it  bum  in  a  blue  flame.  Our  place  is  open  at  all  times,  and  I  invite  the 
most  sceptical  to  come  and  see  it. 

Q.  (by  Mr.  Derby).  Where  is  your  place,  sir  1  A^  Within  a  stone's 
throw  of  Riverside  Park,  at  Brighton. 

Q.  (by  Mr.  McLuire).  Has  n't  that  machine  been  condemned  by  the 
Board  of  Health  of  New  York)  A.  It  has,  sir;  and  the  reason  was, 
because  they  were  so  economical  of  gas  in  the  boilers  that  they  did  n*t 
run  it  as  it  should  be.  It  is  just  the  same  as  though  you  were  to  con- 
demn steam-boilers,  because  they  will  blow  up  when  the  water  gets  lov. 
It  was  false  economy. 

Q.  Is  there  a  meter  in  there  ?  A.  Our  experience  is  that  a  cast-iron 
meter  would  last  not  over  three  or  four  years.  Our  Argand-buraer  would 
last  fifteen  or  twenty  years.  We  utilize  our  waste  heat,  after  it  is  in  the 
boiler,  for  superheating  the  gases.  It  is  not  exposed  to  so  high  a  degree 
of  heat. 

Q.  I  have  been  informed  that  those  meters  would  bum  out  in  dailj 
use  1  A.  We  can  bum  out  a  meter  in  half  an  hour.  When  there  is  no 
outlet  at  the  top  it  would  generate  as  high  a  heat  as  the  old  meter.  We 
have  got  one  now  which  wo  have  been  running  a  year,  and  it  was  exam- 
ined the  other  day  and  found  just  as  good  as  it  was  when  it  was  put  in. 

Q.  I  have  been  informed  that  they  would  cost  three  or  five  hundred 
dollars  ]     A.    They  do  cost  from  three  to  five  hundred  dollars. 

Tfie  Chairman.  What  do  you  use  for  deodorizing]  A.  Bone-black, 
oil  of  vitriol,  and  chamber  acid. 

Q.  What  do  you  mean  by  chamber  acid  1  A.  Chamber  acid  is  * 
solution  of  oil  of  vitriol  and  bone-black. 
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Testimony  op  Everett  L.  Colson  (recalled). 

Q,  {hy  Mr,  Muzzey).  Were  you  present  at  a  trial  of  an  experiment 
under  Professor  Horsford's  direction  for  destroying  the  odors  from  the 
live  animals  1    A,   1  was. 

Q,   What  was  used  ?    ^.    I  am  not  chemist  enough  to  know  what  it  is. 

Q.  Was  it  the  same  that  he  put  into  your  hands  1  What  was  the 
effect  1  A.  We  first  took  three  hogs  into  a  tight  place  and  sprinkled 
th^m  all  over  with  this  liquid.  There  was  no  hog  smell  perceptil)le  after 
that.  Then  we  took  an  entire  pen,  with  perhaps  forty  or  fifty  hogs  in  it, 
—  one  of  the  regular  pens,  —  it  was  full.  I  went  in  amongst  them  and 
sprinkled  them  thoroughly,  and  in  that  pen  of  fifty  hogs  I  don't  think 
anybody  could  detect  any  hog  smell.     I  could  n't  detect  a  particle. 

Q.  In  consequence  of  the  success  of  that  experiment,  has  Mr.  Squire 
sent  to  Europe  for  a  large  quantity  of  the  preparation  '\  A,  1  believe  he 
has. 

Q.  Do  you  know  whether  he  has  been  notified  of  the  arrival  of  it  in 
New  York  '\    A,    \  think  he  has. 

Cross-examined, 

Q.  (by  Mr,  Mclntire),  Did  you  ever  smell  it  before  ?  A,  1  have 
smelt  it  some. 

Q.  Did  not  I  understand  you  to  say  that  the  smell  of  live  hogs  is  not 
agreeable  to  you  ]    A.    1  don't  consider  it  disagreeable. 

Q.   Do  you  consider  it  agreeable  ]    A,   \  don't  thiuk  it  is  disagreeable. 

Q.    But  is  it  agreeable  to  you  'I    A,    1  don't  notice  it  at  all 

Q.  Well,  if  you  do  not  notice  it  at  all,  how  did  you  notice  any  differ- 
ence %    A.   Because  it  had  a  kind  of  sweet  smell. 

Q,  A  sort  of  cologne  smell,  referred  to  by  Mr.  Derby  1  A,  Not  like 
odogne,  but  something  like  the  smell  of  soapsuds. 

Q,  How  large  a  quantity  did  you  sprinkle?  A,  Probably  twelve 
quarts. 

Q,   You  put  twelve  quarts  on  these  fifty  hogsl    A,   Yes,  sir. 

Q.  (by  Mr,  Newhall),  Was  that  the  condition  in  which  it  came  or  did 
you  dilute  it  1    A,   It  was  mixed  together. 

Q,  How  much  of  the  basis  did  you  use  to  that  twelve  quarts  1  A.  We 
limply  took  it  and  used  it. 

Q.  But  did  you  dilute  that  stuff  he  gave  you  or  was  it  prepared  t 
A,   It  was  prepared. 

Q,  How  much  stuff  did  it  take  to  prepare  that  twelve  quarts  %  A,  1 
don't  know. 

Q,  Do  you  know  how  long  it  succeeded  in  deodorizing,  in  preventing  the 
•ttiell  of  the  hog  1  How  long  after  that  was  the  hog  killed  1  A,  He  was 
there  perhaps  half  an  hour. 

Q,  How  long  after  you  put  it  on  the  other  hogs  were  they  killed  % 
A.  I  don't  know. 

Q.  You  don't  know  whether  it  disappeared  very  soon  after  tbat  t 
-4,   I  don't  know. 

Testimony  op  Propessor  E.  N.  Horsford  (recalled). 

Q,  (by  Mr,  Muzzey).  Will  you  be  good  enough  to  give  an  account  of 
thig  disinfecting  agent  1    ^.    I  brought  with  me  from  London  a  couple  of 
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cakes  of  prepared  carbolic  acid,  a  sort  of  soap.  I  do  not  know  that 
that  is  its  name,  but  it  indicates  its  quality  for  remoying  odors.  It 
was  prepared  for  transportation  in  the  form  of  cakes  of  soap.  I  dis- 
solved it  in  about  a  hundred  parts  of  boiling  water,  —  jes,  much  more 
than  that,  —  probably  one  hundred  and  fifty  or  two  hundred  parts  of 
boiling  water,  —  that  is  the  way  the  article  was  prepared.  I  immediately 
wrote  to  parties  in  London  asking  if  it  could  be  furnished  in  quantity, 
and  they  wrote  me  in  reply  that  it  could,  and  that  they  used  it  for  kin- 
dred purposes,  in  purifying  stables,  etc.  I,  think  it  would  cost  about 
half  a  penny  to  a  penny  a  gallon  in  the  condition  in  which  it  is  to  be 
used.  I  thought  it  might  be  put  on  the  hogs  at  some  point  between 
here  and  Albany,  so  that  the  smell  exhaled  in  unloading  could  be  pre- 
vented. But  the  delay  of  the  notice  of  its  having  been  received  has 
prevented  its  being  tried.  I  hope  to  be  able  to  make  experiments  of  suf- 
ficient magnitude  to  justify  me  in  speaking  with  confidence  of  its  efiects. 

Q.  What  was  the  result  of  such  an  experiment  as  could  be  madet 
A,  The  smell  was  immediately  relieved.  We  put  three  hogs  into  a  room 
about  twelve  feet  square,  and  sprinkled  them,  and  it  seemed  to  relieve  the 
smell  at  once.  Then  we  went  to  one  of  the  large  pens,  and  sprinkled  the 
hogs  witlv  the  material  that  remained,  and  it  seemed  to  me  that  the  odor 
of  the  swine  was  extinguished  while  I  was  there.  I  cannot  help  thinking 
that  the  carbolic  acid  might  neutralize  the  hog-smell.  It  arrests  fer- 
mentation and  the  production  of  odors. 

Q,  Have  you  engaged  with  Mr.  Squire  to  pursue  experiments  for  the 
purpose  of  destroying  this  odor  1     A,   Yes,  sir,  I  have. 

Q.  What  confidence  have  you  that  you  can  find  a  remedy  t  A,  My 
conviction  is  strong  that  it  will  not  be  difficult  to  find  a  remedy. 

Q.  Are  you  not  in  communication  with  persons  in  £iu*ope  who  are  pur- 
suing this  investigation  ^  A.  1  am  in  correspondence  with  parties  vho 
are  pursuing  it  there.  This  purifying  of  stables,  etc.,  has  been  practised 
for  some  (time  there,  aiid  I  think  carbolic  acid  is  the  agent  at  the  bottom 
of  the  experiments  that  have  been  made. 

Cross-Examination, 

Q.  [by  Mr.  Mclntire).  What  is  the  chemical  effect  of  this  deodoriser  1 
A.    It  arrests  decay  if  carbolic  acid  is  used  in  weak  solution. 

Q.  What  would  be  the  effect  of  carbolic  acid  upon  ammonia  %  A,  It 
would  form  carbolate  of  ammonia. 

Q,  Have  you  ever  made  the  experiment  %  A,  We  have  it  in  com- 
bination in  gas  liquor. 

Q.  Is  n't  it  offensive  to  the  smell  ^  A.  \  think  it  is,  when  coDceo- 
tratcd  ;  but  as  diluted,  it  would  be  much  less  so. 

Q.  Do  you  think  the  sprinkling  of  car-loads  of  hogs  two  stories  high 
with  your  preparation  of  carbolic  acid,  or  any  preparation,  would  so  com- 
pletely deodorize  them  that  when  they  arrived  at  Cambridge  there  would 
be  no  smell  1-^.1  cannot  say  until  I  have  tried  it.  I  propose  to  do  it  »t 
Framiiijjham.     I  think  it  might  effect  that  result. 

Q.  Would  this  carbolic  acid  have  any  effect  upon  the  meat  %  A  ^^ 
would  not  appreciably.  The  carbolic  acid  is  a  \<iry  small  proportion  <» 
the  diluted  solution.    It  is  used  for  presei-ving  meat. 

71ie  Chairman,  What  would  be  the  effect  of  this  carbolic  acid  upo» 
the  animals,  —  I  mean  would  it  not  be  the  occasion  of  suffering  by  getting 
into  their  eyes  1    A.   Not  aeveroly.     It  is  used  as  a  toilet  soap. 
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Q,  What  would  be  the  effect  of  it  upon  your  own  eye  1  A.  1  do  not 
know  about  that.     I  have  not  tried  it. 

Q.  What  would  be  the  effect  of  common  soap  1  A,  Very  trifling  in 
such  diluted  condition.  The  statement  that  it  is  necessary  should  be  the 
justification  for  its  use. 

Q.  Would  you  like  to  sprinkle  this  soap  upon  your  eye)  A.  I  should 
not  like  to  put  any  soap  in  my  eye. 

Q.  Would  n't  the  sprinkling  of  this  matter  on  the  animals  be  intense 
torture  to  them  1  A.  1  do  not  believe  it  would  be  intense  torture.  I 
know  that  some  of  the  finest  and  most  beautiful  cows  we  saw  at  Vienna 
last  summer  were  washed  with  water  containing  soap  every  day.  The 
eyes  were  cleansed  with  soap-suds.  I  have  no  doubt  that  the  carbolic 
preparation  would  make  the  eyes  smart  a  little  if  it  got  into  them. 

Testimony  of  Captain  Thomas  Cunningham. 

Q,  {by  Mr,  Muzzey),  Where  do  you  live  1  A,  In  Somerville,  at  the 
comer  of  Oak  and  Prospect  Streets ;  have  lived  there  sixteen  years. 

Q.  What  is  your  occupation  1  A,  It  has  been  various.  Previously 
to  that  time,  I  followed  the  sea.  Soon  after  my  coming  to  Somerville  I 
was  a  partner  with  Mr.  Sortwell  in  the  distillery  business. 

Q.  Have  you  held  important  offices  in  Somerville  %  A.  \  have,  from 
1859  to  the  present  time.  I  have  been  three  years  on  the  Board  of 
Health,  from  1860  to  1863. 

Q,  How  familiar  have  you  been  with  the  establishments  on  Miller's 
River  \    A,    \  believe  I  know  every  individual  on  that  territory. 

Q,  Now,  will  you  tell  what  has  led  you  to  form  an  opinion  as  to  the 
bad  odors  from  that  territory]  A,  Commencing  as  far  back  as  1859  or 
1860,  we  were  then  troubled  very  much.  I  lived  about  two  hundred 
.  yards  from  the  upper  basin,  so  that  the  east  wind  would  bring  everything 
from  the  basins  or  slaughtering  establishments  directly  to  my  house.  We 
have  always  since  1860  been  troubled,  more  or  less,  with  the  odors.  At 
certain  times  it  was  so  intense  as  to  oblige  us  to  shut  the  house  up. 
Frequently  it  would  make  my  wife  sick.  In  my  official  character  as  a 
member  of  the  Board  of  Health  I  had  occasion  to  search  out  these  gases, 
and  as  an  individual  since  that  time,  I  have  frequently  traced  those  gases 
to  their  source.  In  the  early  part  of  1859  or  '60  a  boat  could  float  on 
the  upper  basin,  or  Union  Pdnd,  at  low  tide.  Now  at  half  tide  the  whole 
place  is  bare,  and  the  sediment  at  the  present  time  is  from  two  to  four 
feet  deep,  consisting  of  the  most  obnoxious  mixture  that  could  be  accu 
mulated. 

Tkt  Chairman,    What  is  the  upper  basin  1     A,    It  is  the  upper  part  of 

the  basin,  —  a  continuation  of  the  basin.     It  is  an  extension  of  the  Mil- 

Ws  River  basins.     There  are  various  little  private  sewers. and  privies 

which  empty  into  Union  Pond.     At  Oak  Street,  where  I  live,  there  was  a 

1      wwer  put  in  by  Mr.  Amory  Houghton  at  the  glass  house,  which  emptied 

\      into  the  pond  directly  east  of  my  house.     At  that  time  there  was  a 

I      tlaughter-house  kept  by  John  O'Brien  at  the  same  place,  and  various 

lather  small  places,  and  particularly  Sortwell's  distillery,  all  draining  into 

it    There  is  in  addition  a  molasses  sediment  called  "  cistern  bottom.*' 

In  a  cistern  of  about  sixteen  feet  diameter  and  six  feet  deep  there  will  be 

^ixyttomfrom  four  to  six  inches  deep,  that  the  suction-pump  wouldn't 
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take  out.  Ever  sipce  1857  that  has  been  emptjing  into  that  basin,  and 
I  think  I  can  give  von  an  idea  of  what  that  sediment  is.  A  gentleman 
was  there  one  day  from  Arlington,  and  finding  that  it  was  v^etable  mat- 
ter, he  thought  it  might  be  a  good  thing  for  agricultural  purposes.  Wa 
told  bim  two  or  three  empty  hogslieads  and  got  the  boys  to  fill  them  out 
of  this  cistern-bottom.  It  stayed  there  three  or  fonr  weeks.  We  began 
to  smell  an  intense  smell  that  we  could  n*t  trace.  When  that  gentleman 
came  to  take  his  cistern-bottom  away,  we  put  a  shovel  into  it,  and  it 
proved  to  be  the  most  offensive  smell  we  ever  smelt.  That  has  been  ac- 
cumulating in  that  basin  ever  since.  In  that  basin  we  have  from  four  to 
six  feet  of  sediment,  and  probably  as  much  in  the  middle  basin.  Then 
have  l>een  from  sixty  to  seventy  thousand  hogsheads  of  molasses  used  at 
the  distillery  in  that  time,  every  seven  of  which  will  give  a  hogshead  of 
cistern -bottom.  There  has  also  been  a  continual  increase  in  all  these 
causes.  Mr.  Parker  has  described  the  piggeries.  One  season,  while  oo 
the  Board  of  Health,  we  took  an  excursion  around  up  through  what  we 
call  the  '*  Russian  Empire,"  and  we  found  in  Somerville  twelve  hundred 
pigs  in  private  piggeries,  all  of  which  were  emptying  into  and  were  the 
cause  of  a  large  accumulation  of  matter  in  those  basins.  The  pigs  were 
fed  on  city  swill,  one  barrel  of  which  Dr.  Knight  said  would  produce  gas 
enough  to  poison  a  whole  neighl)orhood. 

Q.  (by  Mr.  Ahizzey),  Were  those  all  private  establishments  7  A.  Yes, 
sir.  Dr.  Knight  was  on  the  Board  of  Health  at  that  time.  He  did  n*t 
care  for  the  pigs,  but  he'  said  it  was  the  outrageous  stuff  on  which  tbej 
were  fed.  .  This  stuff  has  continued  to  increase  every  year,  and  I  have  no 
doubt  that  the  piggeries  have  contributed  their  share  of  filling  up  the 
basins.  Indeed,  I  have  no  doubt  that  Mr.  Squire  has,  too.  In  regard  to 
the  offensive  colorings  in  1860,  early  in  April  or  the  latter  part  of 
March  I  had  my  house  painted  white.  On  the  4th  day  of  May,  after  a 
heavy,  hanging  atmosphere,  I  went  out  on  my  piazza,  and  there  was  a 
gentleman  looking  at  his  house,  the  color  of  which  was  changed  from 
white  to  black,  and  when  I  went  out  I  found  my  own  house  the  same 
way.  At  that  time  it  was  hardly  known  in  Somerville  that  such  an 
establishment  as  Mr.  Squire's  existed.  I  have  found  in  all  places  border 
ing  on  the  basins  discolorations  of  paint,  which  I  have  traced  to  the  dock 
smell.  In  my  experience  as  a  ship-master  I  used  to  command  a  packet 
coming  in  at  City  Wharf,  at  which  place  a  sewer  emptied.  I  have  had 
my  vessel  discolored  outside  frequently.  In  those  days  we  used  to  hare 
a  vessel  painted  rather  fancy,  and  sometimes  when  we  came  down  in  the 
morning  we  could  n't  see  a  white  spot  on  her.  That  is  in  my  opinion  the 
only  cause  of  the  discolomtions  along  Miller's  River.  It  is  a  little  re- 
markable that  during  all  the  time  we  have  had  a  continued  trouble  in 
regard  to  the  smell  and  the  odors,  but  never  did  I  hear  the  name  of  Mr. 
Squire  till  about  1870.  Then  they  began  to  talk  about  Squire,  and  since 
then  in  Somerville  and  East  Cambridge  they  seem  to  have  Squire  on  the 
brain.  They  even  pledge  candidates  before  election  to  go  against  Mr. 
Squire.  They  seem  to  think  that  he  is  the  cause  of  the  whole  thing- 
Now  as  to  Mr.  Squire.  I  have  been  in  his  place  frequently ;  have  visited 
it  this  year  and  in  1872,  as  one  of  the  Board  of  Assessors ;  went  there 
three  times  this  year,  and  once  last  year,  —  twice  in  May,  once  in  June, 
and  once  in  September.  I  believe  that,  except  one  man,  none  had  ever 
been  in  Mr.  Squire's  place  before.     Some  of  these  gentlemen  had  bad 
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Squire  on  the  brain  before  that  Well,  we  went  there  to  find  out  the 
value  of  property.  We  went  through  it  very  thoroughly  because  there 
had  been  a  dispute  in  regard  to  the  valuation.  After  coming  away  it 
was  the  opinion  of  those  gentlemen  that  they  had  been  mistaken,  and 
that  Mr.  Squire's  place  was  n't  as  much  a  nuisance  as  they  had  thought 
it.  We  found  everything  carefully  neat,  clean,  and  every  effort  seemed 
to  be  made  to  preserve  thiugs  in  that  way.  About  eight  years  ago  I  was 
summoned,  with  twenty  citizens  of  Somerville  and  perhaps  Cambridge, 
by  the  Trustees  of  the  McLean  Asylum  to  prove  that  all  the  stench  came 
from  Merrill's.  They  put  Merrill  under  bonds  not  to  do  certain  things, 
but  the  name  of  Squire  was  n't  heard  of  then.  The  whole  thing,  in 
r^;ard  to  Mr.  Squire,  seems  to  have  come  about  since  1870,  and  I  think 
Mr.  Squire  has  been  about  there  since  1856. 

Q.  To  what  source  have  you  traced  the  odors  ?  A,  To  the  smell  of 
the  basin  and  to  the  grease  establishments.  Mr.  Parker  gave  a  very  good 
description  of  the  grease  establishments  in  Cambridge,  and  we  have  a 
good  many  in  Somerville,  but  not  so  many  as  formerly. 

Q,  Well,  but  is  there  not  just  as  much  putrid  grease  tried  out  on 
Somerville  territory  as  there  ever  was  ?    ^.    I  should  say  there  was. 

Q,  Has  the  atmosphere  gained  anything  by  these  places  being  gath- 
ered into  larger  establishments  ?  A,  You  have  the  thing  condensed  into 
a  larger  body.  I  have  been  requested  by  North  &  Meiriam  to  trace  out 
any  of  those  odors.  We  have  them  tremendously  sometimes,  and  I  have 
made  it  my  business  to  follow  this  thing  up.  I  found  that  Mr.  O'Neil's 
place  is  an  inveterate  cause  of  stench.  We  also  have  Mr.  O'Brien's  place. 
One  of  the  most  disagreeable  smells  that  ever  occurred  was  in  the  even- 
ing, and  at  Union  Square  it  was  so  very  bad  that  a  dancing  assembly 
were  obliged  to  close  their  windows.  It  was  a  very  warm  evening.  That 
thing  came  from  the  removal  of  a  blood-tank  which  Mr.  O'Brien  had.  It 
is  a  tank  that  holds  part  of  his  blood ;  but  once  in  five  or  six  months  he 
takes  a  notion  to  clean  it  out.  When  he  does  it  is  awful.  I  can't  tell 
exactly  how  far  that  smell  went.  It  went  to  Spring  Hill  and  Winter 
Hill,  and  I  traced  it  positively  to  the  removal  of  that  blood-tank  at 
O'Brien's  slaughter-house. 

The  Chairman,  You  went  yourself  and  saw  it  1  A,  \  went  myself 
and  saw  it.  That  was  one  cause  of  the  inveterate  smells  and  "  Squire's 
ttinks  "  we  have  there.  If  you  inquire  of  any  of  the  old  iuhabitantis  who 
live  near  O'Neil's,  they  will  tell  you  that  the  smell  from  his  rendering 
there  is  outrageous.  In  passing  up  and  down  Milk  Street  and  up  and 
down  the  Fitch  burg  Railroad,  if  that  can't  give  you  an  idea  of  the  O'Neil 
imell,  I  am  surprised.  It  is,  without  question,  the  worst  thing  we  have 
in  Somerville.  Mr.  Squire's  place  has  come  to  my  notice  since  1870,  in 
eonnection  with  this  smell.  As  I  stated  before,  Mr.  Squire  has  contrib- 
uted his  share  to  the  foulness  of  the  basins,  and  more  in  the  early  part  of 
Ills  being  there  than  now,  and  of  late  years  more  than  now. 

Q.  He  has  contributed  to  the  basins  and  not  to  the  smell  f  A.  Yes, 
air. 

Q.  You  say  you  traced  out  what  it  was  contributed  to  the  smells 
in  the  basin  f  A,  I  was  asked  by  Mr.  Merriam  to  trace  those  smells. 
I  once  did  catch  Mr.  Merriam's  place  foul,  as  he  called  it.  I  had  occa- 
sion to  ga  there  one  Sunday.  It  was  this  inveterate  smell.  I  traced 
it  out,  starting  about  five  o'clock,  going  after  church  and  following 
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it  down  by  the  Fitchburg  Railroad,  ezaminiDg  the  piggeriesi  and  passing 
down  the  road  till  I  came  to  Medford  Street,  where  Merriam's  place  i& 
As  I  crossed  Medford  Street  going  down  the  Fitchburg  Railroad,  we 
walked  out  of  the  smell  entirely.     When  we  came  abreast  of  Merriam'i 
pens  we  got  a  little  smell  of  the  hogs,  but  nothing  more  than  from  i 
country  hog-pen.     We  then  turned  back,  and  going  above  Medford  Street 
we  struck  that  smell  again,     i  traced  that  smell  to  Merriam*s  place,  and 
that  was  the  only  time  I  ever  found  a  smell  in  any  of  the  slaughtering 
establishments,  or  what  we  call  the  Sunday  smell,  when  they  are  not  in 
operation.     It  appears  that  Mr.  Merriam  has  a  cylindrical  boiler  and  i 
machine  to  turn  the  matter  into  guano.     Some  of  the  machinery  got  out 
of  order  on  Tuesday ;  he  got  it  ready  on  Friday,  but  it  broke  again.    On 
Saturday  night  he  got  it  in  order  again,  and  as  Mr.  Merriam  and  the 
men  told  me,  they  volunteered  to  work  on  Sunday.     I  found  them  there. 
I  wrote  a  letter  to  the  firm  that  day.     The  members  of  the  firm  visited 
me,  and  stated  the  reason  of  it  and  assured  me  that  they  should  never  be 
caught  that  w.ay  again.     They  said  the^  had  contracted  with  one  of  the 
railroads  to  transport  the  stuff  in  case  of  another  accident.     That  is  the 
only  time  I  ever  traced  this  smell  directly  to  that  establishment     That 
was  the  rendering  of  the  putrid  stuff  kept  over  from  Tuesday  till  Sunday. 
That  was  about  a  year  ago  last  September,  I  think,  though  I  couldn't 
say  exactly  whether  it  was  the  last  of  September,  —  it  may  have  been  the 
first  of  October. 

Q.  You  have  paid  a  great  deal  of  attention  to  this  subject  as  an 
officer  of  the  Board  of  Health  of  Somerville  ;  I  wish  to  ask  you  whether 
you  think  the  health,  comfort,  and  convenience  of  the  inhabitants  of 
Somerville  demand  the  suppression  of  Mr.  Squire's  establishment  f 
A,  I  don't  think  it  does,  provided  they  carry  out  what  they  are  doing 
there.  In  two  years  I  cannot  help  thinking  that  Mr. ,  Squire  will  be 
held  as  a  public  benefactor.  He  has  spent  thousands  of  dollars  to  fill 
those  basins.  Fill  those  basins  and  you  get  rid  of  nineteen  twentieths  of 
that  trouble.  In  travelling  about  last  summer  in  the  J'  Russian  Empire," 
I  was  in  that  district  two  days,  taking  the  valuation  of  the  property  I 
was  not  in  Mr.  Squire's  establishment,  but  I  was  once  at  North  A 
Merriam's.  I  had  two  silver  half-dollars  in  my  pocket  and  a  pair  of  gold 
spectacles  in  a  case.  Those  spectacles  were  in  the  case  all  the  time,  and 
they  were  turned  black  in  going  over  that  ground  ;  also  my  money  in  my 
pocket  was  turned  black  while  going  backward  and  forward  on  that  place 
three  days  in  taking  the  census.  I  was  n't  near  Mr.  Squire's  either.  In 
regard  to  Mr.  Squire,  I  agree  fully  with  what  Ex-Mayor  Houghton  said 
yesterday,  —  that  the  flat  lands  around  there  must  be  used  by  mauo&o* 
turing  establishments  of  some  kind.  I  recollect  when  all  the  lands  where 
the  depots  in  Boston  now  are  wore  just  such  a  piece  of  land  as  that  I 
believe  that  all  of  that  land  must  be  used  for  business  purposes  and  for 
the  employees  of  the  places.  They  say  that  Mr.  Squire's  slaughtering 
establishment  has  deteriorated  property  there.  I  don't  exactly  see  it,  as 
an  assessor.  We  formerly  valued  the  land  at  from  eight  to  ten  cents  per 
foot ;  last  year  it  was  taxed  at  a  dollar  a  foot.  Mr.  Squire's  land  was 
taxed  at  a  dollar  a  foot  this  year,  and  near  there  it  is  from  sixty  cents  to 
a  dollar  a  foot. 

Q,  What  gives  it  this  value  1  Is  not  it  this  business  ?  A,  It  is  this 
business  and  the  residences.      But  that  is  n't  all ;  there  is  a  general 
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increase  in  the  valuation  of  property  throughout  Somerville,  and  this 
property  has  risen  with  it.  That  kind  of  property  would  n't  increase 
without  some  cause,  and  it  is  evident  to  me  that  Mr.  Squire's  hasn't 
deteriorated  it^  Nearly  all  the  property  there  has  increased  in  the  same 
proportion.  Two  years  ago  the  marsh  land  near  Lincoln's  was  sold 
at  from  twelve  to  fifteen  cents  a  foot,  and  this  year  it  has  been  bought 
by  Lincoln  and  Boynton  for  twenty-two  cents  for  the  water  and  twenty- 
six  for  the  land. 

Q,  You  know  that  from  taking  the  census  1  A.  Yes,  sir.  I  took  the 
census  in  1870,  when  I  valued  every  piece  of  property,  and  have  had  to 
examine  it  every  year  since  as  an  assessor. 

Cross-Hxamtriation. 

Q,  {hy  Mr,  Mclniire).  Has  other  land  increased  in  the  same  ratio  that 
it  has  there  1    A,    It  has  not. 

Q.  And  not  in  the  high  grounds  as  it  has  there  1  A,  It  has  in  some 
places.  At  Union  Square  land  has  increased  from  half  a  dollar  a  foot  to 
a  dollar  and  forty  cents  a  fcxit. 

Q.    Do  you  think  it  has  increased  on  Miller's  River  as  it  has  in  other 
localities?     A,    I  think  it  has.     I  think  the  land  that  is  partly  filled  is 
taxed  for  a  dollar  a  foot.     Before  Merriam's  place  was  filled  it  was  from 
twelve  to  fifteen  cents  a  foot,  now  it  has  increased  from  that  to  a  dollar. 
The  Chairman,   I  don't  see  what  this  has  to  do  with  the  case. 
Mr,  Mclntire,    It  will  be  argued  that  it  is  a  benefit  to  the  locality. 
We  hold  that  it  is  an  argument  against  themselves.     {To  witness.)     You 
say  there  has  been  considerable  talk  among  the  inhabitants  of  Somerville 
since  1870  against  Mr.  Squire.     Were  you  ever  one  of  those  who  talked 
against  Mr.  Squire*s  or  the  other  slaughtering  establishments  ?     Did  n't 
you  ever  make  a  complaint  of  the  slaughter-house  yourself,  and  have  n't 
you  in  conversation  with  people  made  an  extreme  complaint  against  those 
slaughtering  establishments  on  the  basins  1      A,    I  don't  know  that  I 
over  did. 

Q,  You  won't  say  that  you  have  n't  ?  A.  I  won't  say  that  I  have  n't. 
I  have  thought  they  contribute  to  the  foulness  of  the  basins. 

Q,  Whether  you  have  n't  complained  of  the  establishments  contribut- 
Uig  to  the  odors  since  1870,  when  Mr.  Lincoln  was  City  Solicitor  ^  A,  \ 
^^as  summoned  in  1872  to  come  over  there  to  give  testimony  in  opposi- 
tion to  Mr.  Squire.  Mr.  Lincoln  was  then  working  for  the  town  of 
Somerville.  He  asked  me  what  line  of  testimony  I  should  give ;  I 
^ted  that  my  testimony  would  be  in  Mr.  Squire's  favor,  and  he  sent 
lite  home. 

Q,  Were  you  not  a  member  of  the  Board  of  Health  in  1871 1  A,  It 
Was  from  18C0  to  1863. 

Q,  Were  you  an  officer  of  the  town  government  in  1871 1  A.  No,  sir. 
*  was  City  Treasurer  and  Collector. 

Q,  Don't  you  know  that  at  that  time  there  were  certain  resolutions 
Passed  in  town  meeting  —  or  I  should  say  in  selectmen's  meeting  —  re- 
lating to  the  slaughtering  establishments  ^     A.    \  don't  know. 

Q.  You  don't  know  that  they  were  condemned  by  the  selectmen? 
•4.  I  should  n't  wonder.  As  I  tell  you  they  have  had  Squire  on  the 
Wain  since  1870.  You  can't  find  an  old  resident  there  but  will  toll  you 
^w  that  this  action  of  some  of  the  inhabitants  of  East  Cambridge  is 
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looked  upon  as  direct  persecution  of  Mr.  Squire.  That  same  gentleman 
has  abused  mo  because  I  would  not  bring  this  matter  before  jour  own 
Board  at  the  City  Hall. 

Q.  You  say  that  the  old  residents  think  this  is  a  persecution  of  Mr. 
Squire,  and  yet  a  moment  ago  you  said  most  of  them  had  Squire  on  the 
brain  1  A.  They  have  had  it.  We  have  had  a  large  increase  of  popular 
tion  there.  New  people  have  come  there,  and  they  are  told  the  odon 
are  from  Squire's  place.     There  is  Mr.  Clark  Bennett  — 

Tke  Chairman.  Pardon  me,  but  you  cannot  make  personal  allusions 
before  this  Board ;  we  cannot  have  it. 

Q,  (by  Mr.  Mclntire).  They  are  told  by  the  old  residents  that  it  ia 
from  Sqiiire^s,  and  they  take  it  up  in  that  way  1  A.  It  is  talked  in  that 
way  by  everybody.     The  papers  have  taken  it  up  too. 

Q.  You  don't  believe  that  these  inhabitants  have  any  personal  feeling 
against  Mr.  Squire  ;  you  don't  think  there  is  any  cause  for  ill-feeling 
against  him  'i  A.  1  don't  think  they  have,  but  I  think  they  get  and 
accept  the  idea  that  it  is  from  Mr.  Squire's,  without  investigating  when 
it  is  from. 

Q.  But  you  think  they  are  actuated  by  honest  motives  %  A,  \  think 
they  are. 

Q.  Now  you  speak  of  the  odors  from  the  kettles ;  do  I  understand 
you  to  say  that  you  think  a  thousand  pounds  of  putrid  grease  melted  in 
one  kettle  is  as  great  a  nuisance  to  the  inhabitants  of  a  locality  as  if 
that  same  quantity  of  grease  were  distributed  among  ten  kettles  1  j1  If 
that  were  done  at  one  time  in  open  kettles,  as  at  O'Neil's  rendering 
establishment,  —  though  I  think  he  has  got  new  machinery  now, —it 
would  make  a  greater  stench,  and  a  smaller  quantity  would  make  a 
smaller  stench.  But  with  ten  small  kettles  scattered  about,  it  is  n't  to 
be  supposed  that  they  would  be  nmning  at  the  same  time.  When  you 
get  a  thousand  pounds  in  one  kettle,  you  get  a  pretty  severe  stench. 

Q.  Grant  it ;  but  do  (you  believe  there  is  as  much  stench  from  ten 
small  kettles  as  there  is  from  one  large  one  %  A.  1  am  not  scientific 
enough  to  give  you  an  answer  on  that  question. 

Q.  What  is  your  idea,  as  a  member  of  the  Board  of  Health,  who  has 
investigated  these  different  things  '\  A.  1  don't  think  there  is  much  im- 
provement in  concentrating  it.  It  is  spread  over  a  large  territory.  The 
larger  the  body  the  more  kettles.  I  think  O'Neil  ran  two  or  three 
kettles. 

Q.  But  your  city,  of  Somerville  have  forbidden  O'Neil  from  running 
any  close  tanks  %  A.  I  think  they  have.  He  has  been  at  a  laige  ex- 
pense putting  in  close  tanks,  and  complains  that  he  is  assessed  for  them, 
and  yet  is  not  allowed  to  use  them.  I  don't  know  whether  it  has  been 
arranged  or  not. 

Q.  Do  you  ever  get  the  smell  at  City  Hall,  in  Somerville,  during  meet- 
ings of  the  city  government  ^     A.  \  don't  recollect. 

Q.  Do  you  recollect  of  any  complaint  being  made  by  the  city  official 
that  during  a  meeting  of  the  city  government  they  got  those  smells' 
A.  I  think  they  have,  but  I  don't  know  whether  they  got  the  rendering 
smells  or  not. 

Q.  You  are  acquainted  with  tho  signature  of  Mr.  Gilman,  the  CitJ 
Clerk)    A.  Yes,  sir. 

Q,  Is  that  it  1    A,  Yes,  sir. 
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Testimony,  of  Hon.  Hamlin  R.  Harding. 

Q,  (hy  Mr,  Mnzzey),  When  were  vou  the  Mayor  of  Cambridge  1  A,  In 
1870  and  1871. 

Q.  Had  you  previous  connection  with  the  city  government  1  A,  Yes, 
sir ;  I  have  been  president  of  the  Council. 

Q.  And  are  at  present  an  Alderman  '\    A.  \  am,  sir. 

Q.  Have  you  visited  Mr.  Squire's  establishment  1  -4.  I  have  visited 
bis  establishment  four  or  five  times,  last  summer  for  the  first  time.  The 
subject  of  the  odors  of  Miller's  River  came  before  the  city  government  in 
1870,  but  I  never  visited  this  establishment  or  the  locality  until  last 
summer. 

Q,,  The  Committee  on  Health,  of  which  Mr.  Parker  was  Chairman, 
made  a  very  thorough  examination  in  1870  and  1871.  That  was  during 
your  administration  ]    Yes,  sir. 

Q.  You  made  a  thorough  investigation  at  that  time ;  certain  measures 
were  taken  ;  application  was  made  to  the  Legislature ;  a  commission  was 
appointed,  and  their  work  has  been  put  into  law.  Now,  sir,  state  in  what 
condition  you  found  Mr.  Squire's  establishment,  in  and  about  it,  and  how 
thorough  that  inspection  has  been]  A.  At  Mr.  Squire's  solicitation,  the 
matter  being  before  the  Board  of  Aldermen  as  a  Board  of  Health,  I  visited 
his  place  on  several  occasions,  as  I  have  stated.  I  spent,  I  think,  on  the 
first  occasion,  about  an  hour  and  a  half  in  and  about  the  building.  I 
was  agreeably  surprised  to  find  it  in  such  good  condition  as  I  did,  having 
heard  so  much  about  it.  Everything  seemed  to  be  conducted  in  a  syste- 
matic and  orderly  way,  and  in  as  cleanly  a  manner  as  it  seemed  possible 
that  it  could  be.  On  the  first  visit  I  observed  no  odors  of  an  offensive 
character,  except  on  the  platform  where  the  hogs  were  delivered,  as  Mr. 
Squire  told  me,  from  the  car.  I  think  there  was  a  train  of  cars  standing 
there  at  the  time,  which  had  arrived  immediately  before.  Going  along 
that  platform  I  found  there  was  a  hog  smell,  of  the  live  animal.  I  was 
taken  into  the  pens  where  the  hogs  had  been  during  that  day,  and  found 
the  floors  covered  with  charcoal,  and  there  was  no  offensive  smell  what- 
ever. I  went  all  over  the  building  and  examined  it  thoroughly,  and  I 
think  the  hog  smell  that  I  perceived  on  the  platform  where  the  oars  stood 
was  the  only  offensive  smell  I  experienced.  I  was  told  that  there  was 
carbolic  acid  in  connection  with  the  charcoal  upon  the  floors  of  the  pens, 
but  I  saw  nothing  of  it.  At  any  rate,  there  was  no  offensive  odor  there. 
In  one  locality  I  had  experienced  a  very  bad  smell,  which  reminded  me 
pretty  forcibly  of  what  has  frequently  been  mentioned  here  as  the  odor 
which  used  to  come  up  from  between  Long  and  Central  Wharves  before 
the  Custom  House  Block  was  built.  I  used  to  be  rather  addicted  to 
boating,  and  there  I  often  smelt  a  smell  coming  up,  apparently  from  the 
river  or  creek,  which  I  remembered  very  well  as  coming  up  near  the  old 
Custom  House,  or  near  where  the  present  Custom  House  now  stands.  I 
afterward  visited  the  place  three  or  four  timefi  by  myself,  and  Mr.  Squire 
showed  me  every  place,  and  I  observed  the  same  condition  of  things. 
Just  previous  to  the  31st  of  July  we  were  notified  by  the  Mayor  to  meet 
at  Mr.  Squire's  place  about  eight  o'clock  in  the  evening,  as  Mr.  Squire  had 
complied  with  ;in  order  of  the  Board,  requiring  him  to  put  iu  an  appa- 
ratus for  burning  the  gas  generated  from  the  rendering  process.  There 
were  present  the  whole  Board  of  Aldermen,  and  several  other  gentlemen. 
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We  went  through  the  place  pretty  thoroughly.     In  going  through  the 
yard  I  noticed  a  very  bad  smell  between  the  boiler-room  and  the  place 
whore  the  hogs  seem  to  come  down  an  inclined  plane.     In  that  yard  we 
cx|)oricnced  a  pretty  bad  smell,  at  least  I  did.     The  experiment  seemed 
to  be  a  failure,  as  far  as  the  burning  of  the  gas  was  conc<!mcd.     I  could 
not  sec  any  buniing  of  it  at  all.     I  was  there  till  about  nine  o'clock,  and 
then  went  awav.     The  next  dav  I  saw  the  Mayor,  and  he  told  me  tbat 
after  I  left  the  experiment  was  successful.     In  order  to  satisfy  myself, 
I  went  down  there  that  evening,  or  the  evening  subsequent  to  that,  and 
saw  the  process,  and  at  that  time  there  was  no  bad  smell  whatever.    The 
gas  seemed  to  be  perfectly  consumed.     There  was  a  bright  blaze,  and 
everything  seemed  to  be  right. 

Q.  To  what,  sir,  do  you  trace  the  offensive  odors  that  prevail  in 
the  neighborhood  1  A.  So  far  as  I  could  judge  from  my  investigation 
there,  tliey  came  from  the  basins.  There  was  this  hog  smell,  of  courae, 
that  I  have  mentioned.  Thev  came  from  the  basins  ;  whether  thev  came 
from  other  establishments  near  by,  I  could  not  say.  I  ought  to  have 
said  that  going  home  that  evening  I  took  a  car  on  Cambridge  Street,  and 
went  in  a  westerly  direction  toward  my  home,  and  there  was  a  pretty 
offensive  smell  on  the  way  down  in  the  car.  I  remember  a  lady  spoke 
about  it  particularly.  At  that  time  the  wind  was  southeast,  and  was 
blowing  from  the  car  toward  Mr.  Squire's  establishment,  therefore  I  did  not 
attribute  that  very  bad  smell  to  him.  I  think  that  the  principal  cause 
is  the  condition  of  these  basins,  and  also  the  ditches  or  open  places  on 
the  marsh,  like  Broad  Canal,  some  near  the  House  of  CoiTection,  near 
the  Crand  Junction  Railroad,  and  possibly  some  of  these  other  estab- 
lishments :  1  could  not  say  about  that.  So  far  as  I  have  observed,  I 
don't  trace  anything  to  Mr.  Sijuire's  establishment,  or  to  North  k  Mer 
riam's. 

Q.  Now  txiko  Boston  and  Charlestown.  Do  you  know  about  the  seats 
of  ]>ollution  in  those  places  ?  A.  Yes,  sir.  1  have  given  some  attention 
to  that.  I  am  quite  satisfic<l  that  Boston  is  i)utting  into  Charles  llivff 
an  enormous  amount  of  filth.  After  putting  in  the  changes  which  have 
been  made  in  regard  to  the  disposition  of  water-closet  matter,  privies, 
etc.,  within  the  last  few  years,  since  the  introduction  of  water,  that  «U 
goes  into  the  river,  while  formerly  it  wiis  earned  off  in  carts  from  Boston. 
Cambridge,  Somcrvillc,  and  ('harlostown,  and  there  is  an  immense  mass  rf 
that  material  poured  into  the  river. 

Q,  Have  you  made  any  estimate  of  the  nimiber  of  individuals  that 
contribute  to  the  contents  of  the  river  1  ^1.  Not  carefully,  but  I  should 
■ay  at  least  100,000. 

'Q.  Well,  Mr.  Harding,  you  were  in  London  in  1860  and  in  1872.  Did 

you  notice  tlie  condition  of  the  Thames   River  at  those  two  pcriodst 

A.  I  did.     1  took  jmrticular  occasion  to  obser\-e  it  in  1872,  l)ecau8e  I 

remembered  it  very  well  as  it  was  in  18G0,  previous  to  the  establishment  rf 

tiiKt  cvvtem  of  sowers  which  thev  have  established  there  since. 

{/.  How  did  you  find  the  river]     A.  The  river  at  that  time  was  about 
lak  tolor  of  coffee  with   which  there  had  been  no  milk  mixed.     It  was 
-  cAmsiTe,  not  only  to  the  eye,  but  to  the  sense  of  smell.     I  suppose 
A  ..^V4iiown  fact  that  don't  require  any  testimony,  that  the  condi- 
*n«mes  wna  perfectly  abominable  at  that  time.     In  1872  the 
r.ikal  river  was  very  different     It  looked  more  like  a  river, 
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more  as  it  did  above  the  city.  At  Richmond  and  those  places  above 
the  city,  the  river  is  comparatively  pure ;  not  perfectly  pure,  but  com- 
paratively pure,  and  the  appearance  of  it  at  London  was  more  like  that 
There  is  no  offensive  smell  there. 

Q,  Well,  sir,  what  is  your  expectation  as  to  the  removing  of  the 
dreadful  nuisance  and  bad  odors  in  the  vicinity  of  Miller's  River  upon 
the  filling  of  the  flats  and  the  completion  of  the  sewer  1  A.  I  am  con- 
vinced that  when  that  filling  is  completed,  and  the  sewer  is  finished,  that 
then  at  least  we  shall  know  where  the  smells  come  from.  At  present 
there  is  in  the  minds  of  jsome  people  a  great  deal  of  doubt  about  it ;  but 
when  this  sewer  is  completed  and  the  basin  is  filled,  there  can  then  be 
no  doubt  about  it.     The  odors  can  be  traced. 

Q.  As  a  member  of  the  Board  of  Health  of  Cambridge,  is  it  your 
opinion  that  the  health,  comfort,  and  convenience  of  the  community 
require  the  suppression,  at  the  present  time,  of  the  Squire  establish- 
ment 'i  A.  I  have  felt  that  question  pressing  on  my  mind  a  great  deal 
the  last  year.  The  matter  has  been  before  the  Council  all  through  the 
year,  and  I  have  Telt  it  my  duty  to  investigate  it  in  the  most  thorough 
manner  possible,  for  the  purpose  of  deciding  in  my  own  mind  that  ques- 
tion. I  felt  constrained,  under  all  circumstances,  not  to  vote  for  the 
suppression  of  this  establishment,  —  did  n't  do  so,  —  and  hold  that  opin- 
ion still.  I  would  say,  in  regard  to  another  great  city  in  Great  Brit- 
ain, that  there  was  placed  in  my  hands  the  official  report  of  the  C>ommis- 
sioners  appointed  to  investigate  the  cause  of  the  offensive  odors  in  the 
city  of  Glasgow,  which  were  very  great.  The  report  seemed  to  be  there 
as  it  is  here  with  regard  to  Miller's  River. 

The  Chairman,  You  have  visited  this  establishment  at  other  times 
than  when  specially  invited  ?  A,  Yes,  sir.  I  took  pains  to  do  that,  be- 
cause I  did  not  know  but  that  there  might  be  some  preparations  made 
when  gentlemen  were  invited.  I  found  it  running  always  in  about  the 
same  way. 

Q,   Are  you  editor  of  the  Cambridge  Press  1    -4.    I  am,  sir. 

CrosS'ExatnincUion. 

Q,  {by  Mr,  Mclntire).  Mr.  Harding,  in  London  on  the  Thames  in  1860, 
did  you  notice  the  boys  playing  in  the  mud  on  the  banks  of  the  stream  1 
A.    I  don't  remember  that. 

Q.  They  call  them  mud-larks.  I  was  going  to  ask  you  what  the  effect 
was  upon  those  boys,  if  there  were  any  1 

The  Chairman.    Pardon  me,  but  of  what  advantage  is  this  t 
Mr.  Mclntire.    None,  but  it  has  been  put  in,  and  I  don't  know  why  I 
cannot  ask  a  question  about  it. 

Q.  Did  you  notice  any  smell  away  from  the  banks  of  the  river  ]  A.  No, 
sir,  I  did  not. 

Q.  Did  you  notice  any  discoloration  of  the  houses  near  the  bank  1 
A,   The  houses  in  London  are  always  colored.     They  are  very  smoky. 

Q.  You  say  you  have  given  considerable  attention  to  the  sewerage 
around  Boston  and  Cambridge.  You  have  written  up  the  matter  some- 
what for  the  "  Press,"  have  you  not  %  A.  \  have  considered  it  as  a 
matter  of  local  interest,  and  I  have  done  all  I  could  in  that  way,  of 
coume. 
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Q.  Did  you  write  it  up  entirely  on  this  account^  or  was  it  done  to 
benefit  Mr.  Squire,  or  any  of  these  establishments  1 

Mr,  Harding.   I  don't  know  what  you  mean  by  thai. 

Mr.  Mclntire.  I  mean  whether,  as  editor  of  the  Press,  Mr.  Squire  has 
employed  you  to  search  into  these  things,  and  write  articles  upon  the 
subject  1 

Mr.  Harding.    He  has  not. 

Mr.  Mclntire.   Or  has  paid  for  articles  put  in  1 

Mr.  Harding.  Ho  has  not.  I  think  at  one  time  he  paid  for  the  pub- 
lication of  the  argument  of  his  counsel.  Nothing  beyond  that ;  and  that 
I  had  nothing  to  do  with.  1  am  not  the  publisher.  Mr.  Squire  may  haTe 
advertised  in  the  paper.  I  am  not  interested  in  the  paper  in  any  way, 
except  as  an  editor.     1  have  no  pecimiary  interest  beyond  my  stipend. 

Q.  You  say  Mr.  Squire  has  put  in  an  apparatus,  obedient  to  the  com- 
mands of  the  Board  of  Health  ?  Then  the  Board  of  Health  did  direct 
him  to  put  this  apparatus  in  by  some  official  action  1  A.  Yes,  sir.  The 
Committee  on  Health  reported  that  it  should  bo  done.  I  think  they  had 
seen  the  apparatus. 

Q,  When  was  that  order  passed  %  A.  1  cannot  remember.  It  was  in 
June  or  in  July  of  the  present  year.  It  was  the  3 1st  of  July  that  wo 
went  down  there.     I  think  the  time  was  short. 

Q,  But  the  Board  of  Health  thought  it  necessary  for  such  an  appa- 
ratus to  be  put  in,  and  so  reported  ;  and  the  order  was  adopted,  and  it 
finished  the  investigation  '\  A.  1  thought  that  Mr.  Squire  ought  to  be 
required  to  do  everything  that  he  could  to  prevent  this  nuisance.  If 
there  was  anything  that  he  had  contributed  or  was  contributing  to  it, 
that  he  should  stop  it. 

Q.  Do  I  understand  you  that  when  you  make  up  your  mind  that 
the  health,  comfort,  and  convenience  of  the  people  do  not  require  the 
removal  of  the  establishment,  —  do  I  understand  that  you  mean  to  ay 
that  the  establishment  does  not  generate  any  bad  odors  1  Or  do  you 
mean  that  the  people  should  bear  the  odors  for  the  sake  of  the  taxatioo, 
or  for  the  sake  of  the  business  which  is  there  carried  on  1  A.  Well,  I 
don't  think  they  should  bear  such  odors  as  they  have  borne.  But  I  dont 
feel  at  all  satisfied  that  Mr.  Squire  has  contributed  to  such  odors  to  tbit 
extent  and  in  the  way  that  has  been  described.  I  think  formerly  his 
establishment  was  probably  carried  on  in  a  careless  manner.  If  I  re- 
member, Mr.  Parker,  in  his  Report  two  or  three  years  ago,  —  I  wtf 
looking  it  over  last  evening,  —  said  that  there  was  almost  ever}'tbing  in 
the  basin  ;  and  I  have  no  doubt  that  Mr.  Squire  contributed  his  share. 
I  will  state  that  my  preferences  were  all  against  Mr.  Squire  before  I 
went  down  tliere  ;  but  when  I  saw  how  the  thing  was,  I  began  to  look 
into  it  more  carefully. 

Q.  You  discovered  any  of  these  odors  arising  from  the  establishment  1 
A.  Not  that  I  remember.  This  odor  on  the  31st  of  July  which  was  » 
much  complained  of,  I  remember  it  still,  because  I  was  coming  down  in 
a  car,  or  rather  going  up  to  Old  Cambridge ;  and  I  remember  the 
odor,  and  the  lady's  speaking  of  it  in  a  very  indignant  way.  I  9^ 
remember  that  the  wind  was  blowing  southeast. 

Q.    What  time  1     A.    At  nine  o'clock. 

Q.  Then,  if  I  understand  you,  if  you  should  be  convinced  that  the 
odors  complained  of  by  the  people  of  Somerville,  East  Cambridge,  Bos- 
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ton,  and  Charlcstown  were  proven  conclusively  to  your  mind  to  emanate 
largely  from  the  establishment  of  J.  P.  Squire  &  Co.,  you  don't  think 
that  the  people  should  stand  it,  and  do  think  that  the  establishment 
should  be  removed  ?  A.  Well,  sir,  I  should  say  that  everything  ought 
to  be  done  in  the  first  place  to  remedy  the  evil.  And  when  it  is  found,  if 
ever  it  is  found,  it  should  be  remedied  if  it  is  possible  ;  and  if  it  cannot 
be  remedied,  and  it  is  complained  of,  I  should  put  an  end  to  him  right 
off.     I  have  always  said  so,  and  I  will  always  stand  by  it. 

Q.  Whether  if  it  should  not  extend  as  far  as  Charlestown  or  Boston, 
but  should  affect  the  people  of  East  Cambridge  1  A,  1  think  the  people 
of  Ward  3  have  their  rights,  and  they  should  be  maintained.  I  would  do 
it  with  the  utmost  caution.  I  would  be  absolutely  sure  that  the  odor 
came  from  that  place.  I  would  be  absolutely  sure  that  he  could  not  put 
a  stop  to  it.     If  he  could,  I  would  tbake  him  do  it. 

Q.  But  if  you  could  not  make  him  do  it,  I  suppose  your  opinion  would 
still  be  the  same  1    A.  Yes,  sir,  of  course. 

The  Chairman.  Did  you  trace  the  origin  of  that  which  you  smelt  on 
the  3l8t  1  I  think  you  said  you  went  into  the  yard,  and  smelt  something 
which  was  very  bad  ^  A.  I  have  no  doubt  that  originated  on  his  premises, 
hut  I  could  not  say.  I  think  that  ought  to  be  qualified  with  an  explana- 
tion. They  said  that, at  that  time  the  apparatus  was  not  in  working  order. 
I  went  around  the  next  evening,  and  found  this  gas  burning,  and  no  smell 
Moompanying  it. 

Q.  (^  a  member  of  the  Board),  Was  the  air  very  still  on  the  31st  1 
i.  Yes,  sir  ;  what  wind  there  was  was  very  light. 

A,  Is  It  not  possible  that  there  was  a  current  of  air  above  the  lower 
oureut  moving  in  another  direction  ?  A,  That  is  often  the  case.  This 
iras  a  heavy  damp  evening,  —  one  of  the  heavy  evenings  we  have  during 
dogKlay  weather,  —  with  the' wind  light. from  the  east,  I  think,  all  day; 
tnd  in  the  evening  it  settled  around  to  southeast,  and  finally  to  south. 

Q.  Is  it  not  a  common  thing  that  the  air  moves  in  a  different  direction 
d)ove  than  below  1    A.   Yes,  sir. 

Q.  It  was  very  slight  this  night  1  A.  Yes,  sir  ;  it  was  very  light  from 
tte  southeast. 

Q.  Do  you  think  it  was  possible  for  the  offensive  odors  to  have  arisen^ 
&<oouthe  neighborhood  of  these  basins  or  slaughtering  establishments, 
^  been  carried  up  into  a  higher  current  by  the  atmosphere,  and  carried 
['  over  toward  Boston,  and  settle  down  as  they  gradually  could,  and  then 
^  taken  back  again  1  ^.  I  don't  know  what  the  possibility  might  be  ; 
^  is  not  for  me  to  say.  So  far  as  I  ascertained,  it  came  from  the  direo- 
^  of  Boston.  How  it  got  there,  I  don't  know.  There  are  plenty  of 
^^xm»  on  the  Boston  side  for  that. 

9*  Was  it  the  rendering  odor  that  you  smelt  that  night,  or  the  dock 
^dort  A.  I  was  not  able  to  trace  it.  -  I  have  said  before  that  it  reminded 
^  very  much  of  the  smell  of  Long  Wharf. 

Q.  That  year  1  A.  Yes,  sir,  as  well  as  on  a  former  occasion  which  I 
^ve  spoken  of.  There  is  a  very  bad  place  there  at  the  southeast  of  East 
^^tmbri^ge  House  of  Correction. 

Q.  Could  you  trace  these  smells  any  great  distance  in  old  times  1 
^4.  No,  sir. 

Q,  Have. you  been  able  to  smell  exactly  the  same  smell  that  you  got 
^  tiie  dock  %    A.   I  could  not  say. 
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Tebtimoxt  or  Watsox  R  Hastixos. 

Q.  (by  Mr.  Muzzetf).  Where  do  vou  lire,  Mr.  Hastin;^  %  A.  \n  Eut 
Cambridge. 

Q.    How  long  have  vou  lived  there  I    .A.   Forty-three  vears. 

Q.    Were  vou  bom  there  !     A.    No,  sir ;  I  waa  bom  on  Cape  Cod. 

Q.  Have  you  been  a  member  of  the  city  government  of  Cambridge  t 
A.   I  have. 

Q.    1V>th  Councilman  and  Alderman  \    A.    1  have. 

•  —  —  — 

Q.  Now,  sir,  come  ri^ht  to  the  matter.  What  do  you  know  about  the 
origin  of  the  Miller's  River  nuisance  )  A.  \  have  been  acquainted  with 
the  river  from  a  boy.  I  have  lived  near  the  comer  of  Sixth  and  Cambridge 
Streets  for  twenty-five  years.  The  first  observable  trouble  came,  I  think, 
from  the  building  or  fiUing  of  Bridge  Street  and  making  the  culverts,  and 
also  the  running  of  the  Fitchburg  Railroad  across  the  culverts  at  ang^ 
with  the  street,  making  tlicse  basins  —  especially  the  third  or  upper  basiB 
—  open  cesspools,  which  received  the  drainage  of  the  whole  territory. 
You  need  not  take  my  testimony  only  in  regard  to  that,  for  it  will  cooh 
pare  pretty  closely  with  that  of  Captain  Cuimingham,  who  is  thorougfalj 
acquainted  with  the  facts.  As  far  back  as  1855  and  1856,  during  that 
time  along  there  the  upper  part  of  the  basin  was  a  nuisance.  Another 
noticeable  fact  was  that  when  these  culverts  were  put  in,  the  bottoms  of 
the  culverts  were  several  feet  above  the  bed  of  the  stream.  Now  the 
mud  has  filled  up,  so  that  I  think  they  are  about  level.  Before  the  change 
was  made  the  material  that  flowed  in  there  would  not  all  flow  out 

Q.  To  what  do  you  trace  the  bad  odors  that  prevail  t  A.  Perhaps  I 
could  tell  by  going  back  and  giving  a  little  of  my  experience  which  led 
me  to  inquire  into  the  cause  of  it. 

Q.  I  will  ask  you  if  you  have  been  a  Boarding  Officer  at  the  Custom 
House]  A.  I  was  appointed  Boarding  Officer  at  the  Custom  House ifl 
1860,  and  held  that  position  about  eight  years,  and  during  three  yean  of 
that  time  was  on  duty  both  day  and  night.  Our  boat  was  kept  on  the 
south  side  of  the  dock  there.  Our  attention  was  early  called  to  the  effect 
of  the  sewage  of  one  of  the  sewers  that  came  into  the  dock  there.  Onr 
fioat-house  was  on  the  south  side,  and  at  the  high  course  of  tides,  whidi 
run  out  generally  two  feet  more  than  the, lower  tides,  it  would  leave  one 
half  porliaps  of  the  dock  bare,  —  that  was  before  Atlantic  Avenue  wtf 
built,  —  and  the  odors  arising  from  it  were  very  oflensive. 

Tfie  Chairman,  We  all  agree  upon  that  point.  If  you  will  please  speak 
of  this  particular  nuisance  it  will  be  much  better. 

Mr.  Hastmgs,  Well,  if  you  would  let  me  tell  in  a  few  words  how  fflj 
attention  was  called  to  it  from  that  fact,  that  before  being  elected  to  the 
Board  of  Aldermen  and  the  Board  of  Health  I  got  men  on  the  Board  d 
Health  to  look  at  the  open  sewers  which  wo  had  in  our  vicinity.  The 
Otis,  Thorndike,  and  Cambridge  Street  sewers  emptying  on  the  marsh 
formed  an  open  cesspool  from  north  to  south,  almost  from  Broad  C«d>1 
and  across  to  Cambridge  Street.  Then  we  commenced  upon  this,  9sA 
after  considerable  work  had  it  covered  up.  When  that  had  beeft  don^ 
Mr.  Squire,  by  building  between  Cambridge  Street  and  Gore  Street, 
covered  one  of  the  most  offensive  places  where  the  old  Cambridge  Street 
sewer  came  in.  What  first  led  my  attention  to  the  efiects  of  sewage  wtf 
the  effiiict  which  I  myself  suffered  in  our  boat  at  this  dock  by  the  Custoo 


483 

House.  I  was  made  sick  one  night,  and  the  doctor  who  attended  me  said 
we  must  lay  out  of  that  dock.  I  noticed  that  the  offensive  odors  which 
came  from  the  marsh  during  this  year  came  from  the  direction  of  the 
sewers ;  and  I  think  the  inhabitants  will  testify  that  these  main  sewers 
which  open  into  empty  ditches  upon  the  marshes  were  the  occasion  of  it. 
I  believe,  from  my  examination  of  the  subject,  -that  the  sewage  from  the 
different  establishments,  the  sewage  from  the  thousands  of  water-closets 
since  the  introduction  of  Fresh  Pond  and  Mystic  water  into  Cambridge 
and  Somerville,  have  had  the  effect  to  make  an  open  cesspool  of  the  basins, 
and  have  been  the  main  cause  of  the  trouble. 

Q,  Have  you  been  into  Mr.  Squire's  establishment?  A.  I  have 
been  there  officially  as  one  of  the  Board  of  Aldermen  and  as 
an  insurance  man,  because  I  have  done  some  insunince  for  Mr. 
Squire.  Also,  in  doing  insurance  on  the  Brighton  Abattoir  I  have 
had  occasion  to  visit  that.  I  have  visited  it  myself,  and  have  taken  per- 
haps some  twenty  or  thirty  different  travelling  agents  there  to  examine 
it»  who,  after  thorough  examination,  found  nothing  existing  that  would 
make  a  nuisance  as  objectionable  to  subject  of  insurance.  I  have  never 
found  anybodv  who  has  been  there  who  ever  saw  inside  the  place  any- 
thing which  he  considered  a  nuisance  to  affect  it  as  far  as  insurance 
is  concerned.  I  never  had  a  policy  cancelled  on  that  account.  The 
same  with  regard  to  the  one  at  Brighton.  I  see  nothing  there  which  I 
think  could  not  be  done  at  Mr.  Squire's  with  the  same  apparatus.  I 
think  that  is  as  nearly  perfect  as  anything  could  be  of  the  kind.  I  can- 
not see,  nor  can  my  former  partner,  who  does  a  great  deal  there,  —  and 
we  have  compared  notes  together,  —  I  cannot  see  anything  that  is  done 
at  the  Brighton  Abattoir  that  could  not  be  done  at  Mr.  Squire's.  I  put 
on  some  $  20,000  at  the  Brighton  Abattoir  place  last  week. 

Q,  We  have  heard  your  statement  about  Mr.  Squire's  establishment. 
Please  state  whether  or  not  the  unpleasant  odors  that  prevail  in  that 
neighborhood,  in  your  opinion,  come  from  it?  A.  1  don^t  think  that  the 
odors  which  have  prevailed  there  and  which  have  been  described  here 
have  come  from  the  work  which  is  carried  on.  Previous  to  a  year  ago 
last  June,  I  think,  Mr.  Squire  rendered  tallow  there  for  a  party  in  Boston. 
At  that  time  it  was  transferred  from  his  establishment ;  and  I  transferred 
some  of  the  policies  I  had  on  it  to  a  party  in  Roxbury.  I  have  a  number 
of  places  in  Boston  which  I  insure  where  rendering  is  done.  I  think  there 
is  nothing,  so  far  as  rendering  is  concerned,  that  is  objectionable,  especially 
if  they  use  the  coil  and  the  close  tanks  as  the  Boynton  Packing  Company 
use.  I  think  they  use  more  offensive  matter  at  Brighton  than  here.  I 
think  if  they  can  overcome  what  they  have  at  Brighton  they  can  over- 
come what  they  have  here.  1  would  state,  with  regard  to  the  preju- 
dice which  exists  there,  —  I  happened  to  be  at  home  on  the  evening  of 
the  31st  of  July,  and  about  fifteen  minutes  post  nine  o'clock  my  wife, 
who  has  been  an  invalid  for  eighteen  or  twenty  years,  remarked,  "What 
a  terrible  smell  there  is  !  **  I  went  around  to  the  rear  windows  on  the 
east  side,  and  it  was  coming  in  through  those  windows.  It  smelt  as  if  a 
thousand  watei^closets  were  being  stirred  up  at  once.  It  was  a  tremen- 
dous smell  and  was  coming  from  the  flats  ;  it  was  during  the  low  course 
of  tides  :  I  think  the  tide  the  secotid  day  was  the  lowest  of  all  the  year, 
and  left  the  flats  bare.  This  was  coming  in  with  a  southeast  wind.  I 
judged  of  the  wind  by  noticing  that  the  curtain  at  the  west  window 
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blew  out  and  that  at  the  east  window  blew  in.  The  odor  was  yerj 
strong,  coming  from  Charles  RiTer,  and  we  closed  the  windows  at  fifteen 
minutes  past  nine  o'clock. 

7%«  Chairman.  Was  the  tide  quite  low  at  that  time  ^  A.  1  should 
judge  that  it  was  low  water  about  eight  or  nine  o'clock.  I  judge  of  the 
second  day,  because  I  w;is  at  Wier  River,  and  left  there  at  the  umal 
time  on  board  the  Rose  Staudish,  at  about  quarter  past  eight  o'clock,  and 
we  got  aground  between  tides  on  the  river.  The  common  remark  <» 
board  was,  "  This  is  as  bad  as  Miller's  River." 

Q,  (f/y  Mr.  Muzzey).  Did  the  odor  you  got  at  Nantasket  resemble  the 
odor  of  Miller's  River  %  A.  \t  was  not  so  intense.  It  was  the  same 
pungent  smell,  and  the  iiassengero  very  generally  remarked  that  it  was 
as  bad  as  Miller's  River.  It  was  the  dock  smell,  and  was  owing  to  the 
low  state  of  the  tide  and  the  peculiar  state  of  the  atmosphere. 

Q.  What  do  you  look  for  as  the  effect  of  the  building  of  tbe  sewer  and 
the  filling  of  the  basins  1  A.  When  the  famous  Oxford  Street  sewer  was 
built  to  the  mouth  of  Charles  River  I  was  in  ftivor  of  running  dows 
through  SomerviUe,  the  natural  course  of  Miller's  River.  I  was  in  Um 
city  government  at  that  time.  I  think  if  a  main  sewer  is  built  and 
carried  out  in  tbe  water  at  Bridge  Street  to  strike  that  current,  which  is 
about  one  hundred  feet  from  the  shore,  is  twenty  feet  deep^  and  runs  at 
tbe  rate  of  four  miles  an  hour,  with  the  whole  force  of  an  ebb  tide,  it  would 
entirely  obviate  the  trouble.  In  connection  with  this  building  of  sewera, 
I  will  state  that,  while  I  was  Boarding  Officer  in  the  harbor,  I  remembar 
that  tbe  Portland  steamships  would  arrive  in  that  dock  in  the  mornings 
and  that  the  passengers  who  arrived  at  four  o'clock  were  made  sick  befon 
six  o'clock. 

Q,  Has  there  been  relief  by  extending  tbe  sewer  1  A.  There  has  oer 
tainly  ;  by  carrying  it  to  a  stronger  current.  I  would  state  another  in- 
stance with  regard  to  this  smell  in  fixing  it  in  my  own  mind.  I  was  od 
the  Charles  River  one  evening.  I  own  a  boat,  and  often  row  out  in  the 
evening.  I  invited  a  member  of  the  city  government  with  me  one  even- 
ing in  July,  and  we  pulled  along  on  the  Beacon  Street  side,  where  the 
tide  rises  above  the  flats  only  about  a  foot  I  pulled  along  and  aaid 
nothing,  and  there  was  a  band  of  music  pretty  near  us.  Very  soon  n^ 
friend  said,  '*  Let  us  get  out  of  this  !     It  is  worse  than  East  Cambridge.' 

The  Chairman.    It  is  hardly  worth  while  to  go  into  that. 

Mr.  Hastings.  I  only  state  that  to  show  that  we  got  the  same  odor 
there  that  we  get  in  East  Cambridge.  We  crossed  back,  and  he  said 
East  Cambridge  was  quite  a  sweet  place. 

Cross-Examination, 

Q.  {by  Mr.  McTntire).  Do  you  think  the  sewage  had  anything  to  do 
with  the  smell  at  Nantasket  flats'?  A.  No,  sir.  I  think  the  cause  of 
that  odor  was  the  decomposition  of  the  clams,  worms,  and  sea-weedi 
which  were  piled  up  by  the  side  of  tbe  channel,  and  which  were  affected 
by  the  action  of  the  sun. 

Q.  Would  it  not  be  a  greater  advantage  to  have  that  sewer  go  oat 
nearer  deep  water  %  A.  \  think  it  is  just  as  good  where  there  b  deepff 
water.  But  at  Craigic's  Bridge  there  is  more  water  than  at  the  entrant 
to  the  harbor.  A  vessel  that  could  lie  at  Craigie's  Bridge  could  not  get 
in  to  the  harbor. 
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Q.  I  understood  you  to  saj  in  jour  direct  examination  that  on  ac- 
count of  the  basin  being  deeper  than  the  bottom  of  the  culverts  there  is 
naturally  an  accumulation  of  filth  there.  Would  not  that  work  the  same 
way  in  this  case  1  A.  Deep  stagnant  water  is  different  from  a  deep  cur- 
rent. 

Q.  Well,  sewage  has  organic  matter  in  it  which  will  settle.  Do  you 
think  that  if  it  was  left  to  fall  in  a  basin  that  was  deeper  than  its  outlet 
that  the  current  would  take  the  organic  matter  out  over  the  bottom  1 
A,  I  think  it  would  come  out  with  the  wash  of  the  six  hours.  If  you 
eTor  tried  to  row  against  the  current  of  Charles  River  you  have  found 
that  the  twenty  feet  current  would  carry  that  sewage  out  to  sea. 

Q,  After  it  has  fallen  two  or  three  hundred  feet  from  the  mouth  of 
the  sewer,  do  you  think  it  would  be  carried  up  over  the  bottom  of  the 
river  %    A.   I  have  no  doubt  of  it. 

Q,  You  are  generally  conversant  with  the  condition  of  the  houses  in 
Ward  Three.  Have  you  noticed  the  state  of  the  houses  on  Vine,  CharleSi 
Thomdike,  and  Spring  Streets  to  see  whether  there  is  any  discoloration 
there  t  uiL  I  have  not.  I  have  noticed  on  the  south  side  of  Cambridge 
Street  down  as  far  as  Second  Street,  that  there  was  discoloration  there. 

Q,  Have  you  noticed  it  farther  down,  nearer  the  bridge  1  A,  Yes, 
iir ;  I  have  noticed  it  down  to  the  bridge. 

Q.  To  the  same  extent  ?  A.  Yes,  sir.  More,  and  to  a  greater  extent 
there  at  the  end  of  the  wharf  at  Craigie*s  Bridge.  There  was  a  light  dis- 
eoloration  on  the  night  of  this  very  low  tide  which  left  some  fifteen  feet 
bare  at  Craigie's  Bridge. 

Q.  Well,  you  don't  claim  that  these  disoolorations  came  from  the  oppo- 
site side  of  the  river  ?    A.   They  would  come  from  wherever  there  was  a 

Q.  Jt  has  been  said  by  Mr.  Derby  in  his  argument  that  these  boards 
were  discolored  from  these  gases  which  come  from  the  Boston  side. 
A,  My  idea  is  that  these  gases  come  from  the  dock,  for  I  have  seen 
them  bubble  up  and  break  in  bubbles  as  large  as  that  inkstand.  I  con- 
■der  that  wherever  the  flats  are  exposed  at  low  tide,  there  the  gases  are 
generated. 

Q,  Well,  where  1  A,  There  was  enough  anywhere.  There  was  a 
Kwer  then  at  the  bridge,  which  of  course  gave  them  out  to  some  extent, 
tnd  there  is  a  sewer  there  near  the  Lowell  Railroad  property. 
•  Q.  You  don't  mean  to  say  that  these  boards  were  discolored  in  one, 
two,  or  three  nights  'i  A.  1  say  the  most  of  it.  I  noticed  that  the  most 
of  it  was  done  in  that  low  course  of  tides,  within  three  or  four  nights. 

Q.  You  did  n't  find  any  disoolorations  for  more  than  twenty-five  feet  1 
i.  Because  the  gas  had  n't  anything  to  feed  upon. 
•  Q.  Well,  the  fence  of  that  building  runs,  I  should  say,  seventy-five  or 
<ne  hundred  feet  The  building  itself  is  two  stories  high,  and  is  painted 
tke  same  color,  and  is  almost  entirely  free  from  disoolorations  1  A.  The 
tide  strikes  off  at  this  place  that  is  left  under  the  bridge,  and  this  sub- 
itmoe  very  naturally  collects  there  and  makes  the  gas. 

The  Chairman,  I  wish  you  would  confine  yourself  more  closely  to  the 
•dg'ect. 

Vr,  Dtrb^,    I  would  suggest  that  we  have  five  or  six  witnesses  yet  to 
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Mr.  Melniire.  It  has  been  contended  that  the  gas  of  that  night  dis- 
colored everything  in  that  way,  and  caused  the  discolorations  on  Ctm- 
bridge  Street.     I  was  only  pursuing  the  inquiiy. 

Q.  Have  you  found  any  discolorations  that  were  not  in  the  same  lint 
as  the  witnesses  for  Mr.  Squire  testify  f  A.  That  block  of  Mr.  Bell's 
opposite  First  Street  was  considerably  discolored  from  the  odor  coming 
np  First  Street  from  the  sewer  of  Thomdike  and  Otis  Streets  which 
empties  down  near  Dana's  Wharf 

Q.  Did  you  find  anything  like  the  discolorations  fonnd  on  Sixth  and 
Cambridge  Streets  1  A.  No,  sir,  because  there  were  no  flats  bare  thers. 
There  are  four  feet  of  deposit  there  under  the  water. 

Q.  Now  state  what  side  of  your  house  is  discolored  t  A.  My  boose 
is  painted  white,  and  I  have  noticed  that  white  paint  does  not  discokr 
like  other  kinds. 

Q,  It  is  quite  near  Charles  Riyer  1  X  It  is  the  nearest  of  tnj 
dwelling-house.  There  is  a  large  brick  building  between  which  would 
■top  the  gases  from  passing  to  us.  I  have  noticed  that  at  Mr.  Squireli 
place  the  houses  were  not  discolored.  His  buildings  broke  it  off  from  tbs 
basin. 

Q.   Was  the  east  side  of  your  house  discolored t    A.  No,  sir,  it  was  not 

Q.  Might  not  this  smell  that  you  experienced  at  your  house  have  eoms 
from  the  direction  of  Mr.  Squire's  and  struck  that  brick  building  and 
come  back  to  your  house  t  A.  No,  sir ;  because  I  went  out  on  Cambridgs 
Street  and  walked  down  toward  Mr.  Pettingill's  place  and  satisfied  mysdf 
that  it  was  coming  from  Charles  River.  I  knew  that  it  would  be  cred- 
ited to  Mr.  Squire,  and  I  was  anxious  to  see  where  it  came  from. 

Q.  You  have  not  inquired  in  regard  to  the  state  of  those  houses  on 
Charles  Street  %  A,  \  don't  kn(fw  that  I  have  had  occasion  to  go  through 
these  streets  since  that  time. 

Q.  What  amount  of  insurance  do  you  do  for  Mr.  Squire  during  tbe 
year  1     A,    Perhaps  to  the  amount  of  $200,000  or  $300,000. 

Q,  Substantially  all  that  he  has  ^  A.  No,  sir ;  I  don't  do  half  of  it 
My  former  partner  in  Boston  does  perhaps  more  than  I  do.  I  have  odMr 
and  larger  customers  on  the  other  side  of  this  controversy. 

Testimony  of  Nathaniel  Jackson. 

Q.  (by  Mr.  Derby).    Where  do  you  do  business)     A.    In  Brighton. 

Q.    You  are  one  of  the  occupants  of  the  Abattoir  'i    A.    I  am. 

Q.  What  business  do  you  pursue  there,  sir  1  Do  you  supply  the  ma- 
ket  at  all  with  meat?  A,  We  carry  on  the  slaughtering  business^ aod 
slaughter  neat-cattle. 

Q.   You  are  well  acquainted  with  the  new  Abattoir  t    A,   Yea.  sir. 

Q.  And  are  you  acquainted  with  the  establishment  of  Mr.  Sqoiret 
A,   Yes,  sir. 

Q.  Will  you  state  how  they  compare  as  respects  the  processes  eon- 
ducted,  and  the  condition  of  the  work  1  .4.  I  can  state  the  condition  « 
Mr.  Squire's  place  when  I  was  there  la^  summer.  I  had  often  been 
asked  al)out  the  place,  and  knew  nothing  about  it.  Last  summer  I  went 
to  Mr.  Squire's  place,  and  I  found  the  condition  of  his  business  whtt  I 
should  call  perfect.  The  sanitary  part  of  our  business  is  conducted  on 
an  entirely  different  principle.     I  found  that  his  offal  was  put  into  tig^ 
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wagons  and  carted  away,  and  also  bis  blood.  I  examined  thorougblj  tbe 
place  wbere  the  blood  was  received,  —  and  that  in  slaughteriug  we  always 
find  to  be  the  most  ofifensive,  especially  in  warm  weather,  —  and  I  could 
discover  no  waste  of  the  blood.  There  was  a  little  spattered  out,  per- 
haps a  quart  or  such  a  matter. 

The  Chairman,  I  suppose  the  Board  %is  well  acquainted  with  the  pro- 
oess^  at  the  Abattoir. 

Mr,  Derby,  I  want  to  show  that  the  same  precautions  are  taken  here 
as  at  the  Abattoir. 

Q,  With  regard  to  anything  that  runs  into  the  stream,  is  there  any 
oomparison  that  you  could  make  %  A,  \  could  not  say  as  to  Mr.  Squire's 
establishment.     I  have  no  knowledge  of  that 

Q,  How  is  it  with  your  own  with  regard  to  anything  going  into  the 
gfeream  t    A.   Well,  our  washings  go  into  the  river. 

Q.  As  respects  the  offal  1  ^4.  The  matter  is  taken  every  day  before 
it  is  decomposed  into  the  digester,  and  the  fat  and  grease  is  taken  out  of 
it»  and  the  residue  of  the  scrap  goes  into  the  apparatus  and  becomes  a 
fertilizer  which  looks  like  ground  coffee.  That  is  done  within  the  space 
of  twenty-four  hours. 

Q.  How  is  it  with  regard  to  tallow  at  your  place  1  A,  We  rendbr 
that  to  a  considerable  extent.  Mr.  Reardon  renders  a  large  amount  of 
tallow  there  at  the  present  time. 

Q.  That  is  tallow  collected  in  other  places  %  A,  \  think  the  tallow 
that  be  renders  there  is  partly  taken  from  our  establishment  in  its  pure 
state.  There  is  nothing  allowed  there  of  an  offensive  nature.  It  is 
under  the  restrictions  of  the  State  Board  of-  Health. 

Q,  With  regard  to  any  precaution  taken  With  regard  to  liquids,  sir ; 
•re  there  any  liquids  that  come  from  the  rendering  of  tallow  %  A,  1 
think  the  liquid  is  always  condensed  and*goes  away. 

The  Chairman,  We  are  all  acquainted  with  the  Abattoir.  It  is  hardly 
vorth  while  to  go  into  any  explanation  of  it. 

Mr,  Derby,  Very  welL  You  may  confine  yourself  to  a  comparison  be- 
tween the  two.  Whether  there  are  any  processes  at  the  Abattoir  that 
Me  not  in  substantial  operation  at  Mr.  Squire's  1  A,  Well,  sir,  there  is 
no  comparison  in  a  sanitary  point  of  view,  because  the  offal  is  entirely 
carted  away  from  Mr.  Squire's  establishment,  while  we  make  ours  into  a 
fertilizer.  So  far  as  regards  his  business  and  the  manner  of  conducting 
it)  it  is  perfectly  conducted,  I  think. 
Mr,  Derby,     That  is  all  that  I  have  to  ask  you. 

Testimony  of  William  Bliss. 

Q,  (by  Mr.  Derby),  Are  you  Superintendent  of  the  Fi'eight  Depart- 
ment of  the  Boston  and  Albany  Railroad  'i  A,  1  am  Manager  of  the 
voad. 

Tkt  Chaiiman,  Pardon  me,  but  what  do  you  propose  to  show  by  this 
vitDessI 

Mr.  Derby,  I  understand  the  question  is  submitted  whether  the  con- 
Hnienoe  of  the  public  demands  the  removal  of  this  establishment.  That 
*  oa^of  the  questions,  I  understand.  I  am  going  to  confine  him  entirely 
^  the  question  of  convenience  in  the  supply  of  food  for  the  Boston 
'liarket.     I  will  ask  him  what  the  effect  of  the  removal  of  this  establish- 
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ment  would  be  upon  the  convenienoe  of  suppljing  proyirions  for  the 
markets  of  the  city  of  Boston  t  A^  I  can  only  say  what  I  think  the 
general  effect  would  be  if  Mr.  Squire  moTed  off  the  line  of  a  road  where 
he  has  the  choice  of  two  or  more. 

Q.  With  regard  to  the  effect  of  interrupting  him,  whether,  air,  it  woold 
break  up  the  business  1^.1  think  the  effect  would  be  to  yery  Beriooslj 
interrupt  him,  and  perhaps  to  break  up  the  establishment  altogether. 

Q,  As  to  the  arrangement  made  between  Mr.  Squire  and  the  rotdf 
A,  He  has  a  rate  which  is  dependent  upon  New  York,  and  in  order  to 
get  at  that  — 

Mr.  Mclntire,  It  seems  to  me  that  he  is  testifying  as  to  his  own 
eonyenience. 

Mr,  Derby,  Not  at  all.  It  is  a  question  of  price.  It  is  whether  he 
will  pursue  the  business. 

Mr.  NewhaLL  The  whole  question  would  resolve  itself  into  what 
would  be  the  effect  of  removing  this  establishment  fiurther  from  the  dtf 
and  farther  from  railroad  convenience  upon  the  price  of  meat. 

Mr.  Derby.     Very  welL    {To  Mr,  Bliss.)    You  may  state  that. 

Mr.  Bliss.     It  would  be  to  increase  the  price  of  transportation. 

Q.  Would  it  injure  the  business,  in  your  opinion  t  ^.  So  £ir  as  the 
export  trade  is  concerned  it  would,  at  least. 

Q.  Do  you  think  there  would  be  a  risk  of  losing  that  trade!  A  I 
should  think  there  would  be  serious  loss. 

Q.  Where  would  the  competition  be  1  Where  would  it  go  t  Whether 
it  would  be  driven  back  to  Chicago,  the  West,  or  to  New  York  1  ^  It 
is  only  very  recently  that  this  business  has  been  done  here. 

Q.  Then  as  I  understand  you,  sir,  the  effect  of  breaking  up  the  busi- 
ness here  would  be  to  jeopardize  the  interests  of  the  business  1  ^  Id 
my  opinion  it  would,  unless  he  could  find  some  other  place  equally  as 
advantageous 

Q.  Well,  there  are  peculiar  facilities  in  this  place,  sir.  He  has  the 
advantage  of  making  rates  for  transportation  of  freight  directly  to  tbs 
steamer  at  a  very  small  additional  cost  over  the  rate  to  New  Yerk.  He 
pays  five  cents  on  freight  more  than  is  paid  to  New  York.  He  gets  some 
advantage  in  cartage,  and  can  so  compete  with  New  York  packers.  And 
his  advantage  as  to  position  enables  him  to  overcome  that  i  A.  1  shooM 
say  so. 

Q.  Well,  sir,  the  facilities  that  can  be  given  him  are  important  t 
A,   So  far  as  the  export  trade  is  concerned. 

Q.  Well,  sir,  as  respects  the  supply  of  the  Boston  market  1  A.  Well,! 
suppose  the  market  would  he  supplied  at  some  price. 

Q.  But  his  proximity  to  the  market  gives  him  an  advantage  with 
regard  to  supplying  the  market  at  the  lowest  price  'i  A,  1  should  »/ 
so. 

Q.  Will  you  have  the  kindness  to  state,  aside  from  the  export  tia^ 
eonducted  through  you,  how  much  it  has  increased  1  A,  I  wok  unable  t0 
say  how  much.     The  receipts  of  hogs  perhaps  would  come  nearer  to  it 

The  Chairman.     I  don't  know  that  it  is  worth  while  to  go  into  that 

Mr.  Derby.     I  will  ask  him  no  more  questions  beside. 
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Mr.  Blii8,  I  think  there  were  only  about  eleyen  hundred  cars  in 
1870,  and  there  have  been  six  thousand  this  year. 

Mr.  NewhalL  What  particular  portion  of  the  business?  A,  From 
the  West  to  the  establishments  of  the  packers  in  East  Cambridge. 

Q,  That  is  a  large  increase  1  A.  Yes,  sir,  very  large.  I  should  think 
that  according  to  an  average  estimate  he  had  taken  half  of  the  Cunard 
steamships.     Possibly  more. 

Crosi-Examination, 

Q,  (by  Mr.  Mclntire).  Do  you  say  that  he  pays  five  cents  more  for 
transportation  here  than  they  do  in  New  York  t    A,   Yes,  sir. 

Q.    W^ell,  is  that  enforced  %    A.   Certainly,  sir. 

Q.   Don't  you  have  a  lower  rate  %    A.   No,  sir. 

Q.  Well,  the  effect  of  this  removal  would  depend  upon  where  the  re- 
moval should  be  1    A,   Doubtless  it  would. 

Q,  Well,  I  suppose  your  road  is  desirous  of  keeping  him  on  its  line  as 
much  as  possible  t    A.   Certainly. 

Q,  You  don't  have  any  personal  interest  in  this  matter  1  A.  No,  sir ; 
I  don't. 

Q.  I  undejrstand  that  you  have  said  that  some  one  would  be  sued  at 
the  end  of  this  investigation  for  bringing  it  forward  1  ^.  I  never  made 
such  a  remark.  A  gentleman  remarked  to  me  that  he  thought  it  was  a 
question  of  damages,  and  I  told  him  I  supposed  it  was.  I  said  if  it  were 
my  case  I  should  sue  for  damages.  That  was  only  a  private  opinion, 
however. 

Testimony  of  Edward  Kendall. 

Q.  (by  Mr,  Derby),  Whether  you  have  held  the  office  of  Alderman  in 
Cambridge,  and  are  in  that  position  to-day  'i    A,    1  have,  and  am,  sir. 

Q.  Are  you  a  member,  and  have  yod  been,  of  the  Committee  on  Health] 
A*   I  have  beeh»  sir. 

Q.   Your  occupation  is  what  t    ^.    I  am  a  constructing  machinist. 

Q,  I  will  ask  you  whether  you  have  been,  in  the  position  of  Alderman 
as  one  of  the  Board  of  Health,  engaged  in  any  investigation  in  regard  to 
these  smelly  'i  A,  1  have,  sir.  I  have  been  there  several  times  in  the 
last  three  years;  first,  in  1871. 

The  Chairman.    We  have  had  testimony  in  retgard  to  this. 

Mr.  Derby,  Certain  intimations  have  been  made  that  the  votes  of  this 
Board  on  this  question  were  for  political  effect. 

Mr.  McIwUrt.   That  has  been  ruled  out. 

The  iJhairman.  I  don't  know  that  the  whole  Board  of  Aldermen  of 
Cambridge  should  be  called  upon.  I  think  we  have  decided  once  that 
they  should  not  be  called. 

Mr.  Derby.  We  are  going  into  some  explanation  with  regard  to  this 
machine  by  the  gentleman  who  constructed  it.  I  was  asking  him  as  a 
pralimioary  whether  he  made  any  investigation.  I  understand  that  he 
has  said  that  he  has  ascertained  that  the  smells  did  not  come  from  — 

The  Chairman.  We  don't  want  to  go  into  the  matter  of  machinery. 
We  don't  wish  to  settle  upon  the  point  whether  the  machinery  is  good. 
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The  question  is  whether  he  has  any  testimony  to  give  fiirther  than  we 
have  already  got  in  regard  to  the  so-called  objectionable  features  of  Mr. 
Squire's  establishment. 

Mr,  Derby,  I  propose  to  ask  him  whether  he  is  responsible  for  thJB 
machine  ;  whether  it  works  perfectly  now,  and  carries  off  and  consumes 
the  gases. 

The  Chairman,   We  have  had  evidence  upon  that. 

Mr.  Derby.  We  have  had  the  evidence  of  an  inferior  class  of  witnesses. 
Here  is  the  builder  of  the  machine,  and  I  want  to  ask  him  whether  it  is 
perfect  or  not.  , 

Mr.  Newhall.    Ask  him  whether  it  effects  its  object. 

The  Chairman.    Of  course  he  would  say  it  was  perfect. 
.    Mr,  Derby,    I  am  not  sure  of  that.     I  will  risk  the  question,  however. 

Q.  Will  you  have  the  kindness  to  say  whether  it  effects  its  object, — 
whether  it  consumes  the  gases  %    A.   1  think  it  does. 

Q.  Have  you  examined  it  while  in  operation  1  A,  Yes,  sir ;  we  have 
put  in  a  branch  pipe  that  comes  out  into  the  open  air,  with  a  valve,  to 
shut  the  gas  off,  so  that  we  may  apply  a  match  to  the  gas,  and  set  it  on 
fire. . 

Q.  I  wish  to  ask  whether  the  gases  are  consumed  1  A.  Well,  sir,  ths 
flame,  when  the  machine  is  in  full  operation,  is  a  foot  wide  and  six  feet 
long. 

Q,  Is  it  a  perfect  combustion  %  A,  It  seems  to  be.  Also,  when  the 
gas  is  burned  through  the  branch  pipe  outside,  the  flame,  I  should  say, 
would  rise  up  as  high  as  six  or  seven  feet. 

Q.  Well,  whether  it  is  a  possible  thing  that  these  gases  which  are  car 
ried  in  through  the  furnace  can  be  carried  up  through  the  chimney  and 
distributed  through  the  open  air,  and  give  offence,  as  now  conducted) 
A.  I  think  they  could  be,  unless,  perhaps,  they  are  run  through  gasoline 
in  passing,  to  make  it  inflammable.  Another  method  of  burning  it  is 
used  in  several  places,  which  is  to  blow  it  under  the  grate  and  have  it 
come  up  through  the  fire.  When  there  is  a  good,  bright,  clean  fire,  I 
have  no  doubt  it  consumes  it  all ;  but  sometimes  it  happens  that  there  is 
a  large  place  of  coal  consumed,  perhaps  a  foot  square,  and  there  would  be 
but  very  little  coaL  Whether  the  sulphur  of  the  coal  would  destroy 
the  gas,  or  whether  there  would  bo  heat  sufficient,  there  might  be  • 
question. 

Q.   That  is  where  it  goes  in  without  gasoline  1    A.   Yes,  sir. 

Q.  Where  it  goes  with  this  gasoline,  and  is  mingled  with  it,  and  is 
carried  into  the  furnace,  it  has,  as  far  as  you  have  observed,  been  pc^ 
fectly  consumed,  and  the  process  will  prevent  its  being  diffused  in  the 
atmosphere  and  making  its  effects  objectionable  %  A.  1  have  no  doabt 
that  it  is  a  perfect  combustion. 

The  Chairman.  Have  you  any  proof  of  iti  A.  The  proof  is  this: 
when  we  close  the  valves  that  allow  the  gas  to  go  into  the  fumaoe^ 
and  allow  it  to  come  out  into  the  room  and  be  burned  there,  we  discoTsr 
no  smell.  If  it  comes  into  the  room  without  burning,  it  creates  an  in- 
tense odor.  The  man  who  invented  this  process  bums  the  gas  in  his  own 
parlor,  and  uses  it  to  light  his  establishment. 
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Q,  {by  a  member  of  the  Board).  Could  not  that  be  iguited  readily  before 
it  was  charged  with  gasoline  1  A.  We  never  have  tried  it.  At  least  I 
have  not. 

The  Chairman,  You  have  made  no  chemical  analysis  to  prove  tha# 
these  gases  are  burned  1  A,  1  know  that  before  it  is  ignited  there  is  an 
intense  odor  about  it,  and  after  it  is  ignited  there  is  no  odor. 

Q.  (by  Mr.  Derby.)  I  will  ask  you  in  regard  to  the  condensed  steam  that 
goes  off  through  the  pipes, — what  quantity  passes  off?  A.  It  is  very  small. 
The  gases  are  taken  off  into  a  small  pipe  from  the  large  tank.  These 
valves  are  merely  opened  to  let  off  the  gas,  and  not  to  let  off  the  steam ; 
because  it  would  take  so  much  live  steam  from  the  boilers  to  supply  the 
heat  in  the  tank  that  there  would  be  a  great  waste  of  steam  if  all  these 
tanks  were  open. 

Q.  Let  me  ask  you  whether  a  quarter  of  an  inch  pipe  would  carry  all 
that  water,  in  your  opinion  ?  A.  There  are  four  tanks  connected  with  it. 
I  should  say  that  when  the  four  tanks  were  in  operation  a  half-inch  pipe 
would  carry  all  foiu*. 

Q.  So  that  the  quantity  from  each  must  be  very  inconsiderable.  It  is 
simply  the  condensed  steam.  Could  it  be  enough,  if  carried  into  the 
water,  to  effect  any  unpleasant  odors  ^    A,   \  don't  think  it  could. 

Q,  Whether  you  are  making  close  tanks  to  take  the  place  of  open 
kettles  1    A,  We  are,  sir. 

Q.  You  made  the  machine  at  the  Abattoir.  It  is  different  from  this, 
is  it  not  ?  A.  It  is  different.  The  condenser  at  the  Abattoir  is  a  tank 
about  eighty  feet  long  by  four  feet  in  diameter. 

Q,  I  will  ask  you  whether  gasoline  is  there  mingled  with  the  gases  1 
A,   No,  sir ;  the  gas  is  consumed  under  the  grate. 

Q.  The  combustion  then  is  not  so  perifect  as  with  this  machine? 
A,  I  cannot  say  it  is  so  perfect.  I  should  not  think  it  would  be  likely  to' 
be.    With  a  good  bright  fire  it  might  be  perfect. 

Q.  At  the  time  the  very  strong  smell  was  perceptible  in  Cambridge, 
about  the  31st  of  July,  did  you  visit  any  of  the  sewers  in  Boston  1  ^.  I 
did.  I  could  not  say  whether  it  was  the  next  moniing  after  the  Slst  of 
July,  but  it  was  soon  afterward.  I  was  told  in  East  Cambridge  that 
there  was  an  exceedingly  strong  smell  from  Mr.  Squire's  establishment, 
and  I  said  it  could  not  be.  I  had  been  there,  and  knew  there  was  no 
smell  except  when  the  machine  was  first  put  in  operation.  I  don't  know, 
but  I  hai*dly  believe  that  many  people  know  the  cause  of  the  odor  at  the 
time  that  experiment  was  tried. 

The  Chairman,  You  admit  that  it  was  imperfection  of  the  machine, 
and  that  afterward  it  went  well  1  A,  Yes,  sir ;  but  I  wish  to  give  the 
cause  of  the  odor  at  that  time.  Between  the  coil  and  the  purifier  there 
is  a  pipe,  a  half-inch  pipe,  that  comes  up  with  a  valve  so  arranged  that 
people  may  try  the  gas. 

The  Chairman,    We  have  heard  that  before. 

Mr,  Kendall,  It  was  told  me  that  the  tank  was  nearly  free  from  gas ; 
that  they  commenced  very  early  to  exhibit  the  gas,  and  there  was  very 
little  left.  I  told  them  that  I  thought  they  had  better  shut  the  valve  so 
that  the  gas  might  collect  in  the  tank.  There  was  some  mistake,  so  that 
the  steam  was  shut  off  and  there  was  very  little  pressure.  The  fiame  at 
that  time  was  very  short,  —  not  more  than  three  or  four  inches  long. 
We  opened  this  valve  to  see  whether  there  was  any  pressure  there,  and 
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kept  it  open  to  see  if  it  did  n*t  come  fh>m  the  pipe,  or  somewhere  else. 
We  did  n't  know  what  the  trouble  was  for  eome  time,  and  the  gaa  escaped 
into  the  room.  Afterward  we  found  that  the  steam  was  shut  off  fix>m 
the  tank  and  we  opened  the  valve  and  let  it  on,  and  it  burned  readily. 

Mr,  Dtrhy.  I  will  refer  you  to  Boston.  You  were  going  to  saj  some- 
thing alK>ut  the  sewers  of  Boston. 

Mr,  Kendall,  I  looked  around  to  see  if  I  could  satisfy  myself  where 
these  smells  came  from.  I  came  over  to  Boston  and  went  out  toward 
Brookline  and  all  around  there.  I  saw  that  the  door-plates  all  along  the 
street  toward  the  Milldam  were  all  black  as  in  East  Cambridge.  I  went 
on  up  toward  Roxbury,  to  the  outlet  of  a  sewer  that  comes  down  from 
Stony  Brook.  As  I  went  along  up  I  saw  a  large  sewer  made  of  stone^ 
and  near  by  I  met  a  man  with  whom  I  spoke  about  sewers. 

Q,  The  stench  was  powerful  about  there ;  was  it  1  A,  Yes,  sir.  I  told 
him  I  had  come  there  to  examine,  and  he  told  me  they  had  experienced 
them  around  there  and  he  thought  if  it  was  any  worse  in  East  Cambridge 
than  there,  it  must  be  pretty  bad.  While  we  were  talking  the  superin- 
tendent of  sewers  came  along,  out  of  the  sewer.  I  went  uj^  to  him  and 
was  talking  with  him  when  he  took  out  his  watch,  and  it  had  been  turned 
black.     I  asked  him  how  that  came  so. 

Tke  Chairman,  I  don't  know  what  the  purpose  is  in  pursuing  this  in- 
vestigation any  further  in  this  direction.  It  seems  to  me  to  be  a  waste 
of  time. 

Mr,  Derby  {to  Mr,  Kendall).  That  is  sufficient  on  that  point  I  will 
ask  you  whether  you  are  on  the  committee  in  chai^  of  the  drains  of 
Cambridge  1     ^.    I  am  chairman  of  that  committee. 

Q.  I  will  ask  you  whether  there  is  any  difficulty  in  draining  from  these 
works  down  to  Craigie's  Bridge,  so  as  to  carry  off  any  liquids  that  come 
from  this  establishment  ^  A,  1  should  not  think  there  was,  sir.  I  think 
that  so  far  as  the  liquid  matter  that  is  turned  into  the  drain  is  concerned, 
that  could  be  very  easily  extracted  fVom  it  by  running  the  liquid  throng 
a  filter  of  sand  or  charcoal. 

Q.  Well,  is  there  fall  enough  to  carry  off  the  liquids  1  A,  The  M 
in  the  new  drain  is  three  quarters  of  an  inch  per  one  hundred  feet. 

Mr,  Derby,  That  is  much  greater  than  the  fall  of  our  great  rivcm 
The  fall  of  the  Ohio  is,  I  think,  only  twelve  inches  per  mile. 

Mr.  Kendall.  The  water  that  comes  from  Brookline,  about  four  mile^ 
has  a  fall  of  only  one  foot  in  ten  thousand  feet,  or  about  one  foot  in  two 
miles.     That  is  sufficient  to  bring  the  water  from  the  aqueduct. 

CroM-Examination. 

Q,  (by  Mr,  Melntire).  On  the  night  of  the  31st  of  July  did  you  have 
a  trap  in  that  machine  such  as  has  been  marked  out  upon  the  board  t 
A,    No,  sir ;  we  had  a  siphon,  but  no  trap. 

Mr,  Melntire.  I  asked  several  of  Mr.  Squired  men  that  question  and 
they  said  they  had. 

Mr,  Kendall.  There  was  something  better  than  that  trap.  There  wai 
a  siphon  two  inches  in  diameter,  the  longer  arm  being,  I  think,  five  fe^ 

Q,  There  was  a  valve  there  somewhere.  Did  n't  a  great  deal  of  odor 
oome  out  of  that  valve  1  A,  The  odor  came  out  of  the  pipe  that  wai 
^ut  up  for  people  to  try  the  gas.  * 

Q,  Then,  if  I  understand  you,  the  odors  of  that  evening  of  July  31 
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were  largely  due  to  the  letting  off  of  gas  through  these  valves )  A.  The 
odors  that  were  there  I  attribute  to  that,  but  the  odors  in  East  Cam- 
bridge and  in  other  places  I  do  uot. 

Q,  You  heard  Mr.  Harding  speak  of  the  smell  in  the  yard  1  A.  Yes, 
sir.  £yery  person  that  went  down  through  the  building  was  obliged  to 
go  almost  directly  over  this^  so  that  they  would  be  just  in  position  to  get 
all  this  gas. 

Q,  Well,  it  was  pretty  offensive,  was  it  not  1    A.  Yes,  sir. 

Q,   You  have  done  work  more  or  less  for  this  establishment  ?    A.  Yes, 

BIT. 

Q.  Did  you  ever  have  an  instance  of  a  man  who  was  at  work  on  some 
of  the  pipes  being  made  sick  so  that  he  had  to  leave  1  A.  No,  sir,  I 
never  heard  of  it.  When  we  built  the  tanks  on  the  opposite  side,  at  the 
oil  place  above  Merrill's,  nearer  North  <fc  Merriam's,  there  were  two  of 
them  that  were  obliged  to  go  home. 

Q.  You  were  a  member  of  the  city  government  in  1872,  and  were  one 
of  that  committee  that  drew  up  that  report  ?  A.  No,  sir ;  I  was  not  one 
of  the  Committee  on  Health  last  year. 

Q.  But  you  were  a  member  of  the  Board  of  Aldermen,  and  of  the 
Board  of  Health  1     A,   Yes,  sir. 

Q.  Have  you  seen  anything,  or  do  you  know  of  anything  that  has 
been  done  by  Mr.  Squire  which  would  remove  a  nuisance  if  one  were 
found  tliere,  since  that  time  1    A.   Yes,  sir. 

Q.  What  is  it  1  A.  In  the  first  place  there  have  been  two  close  tight 
tanks  introduced  for  rendering  matter,  in  the  place  of  open  kettles.  An- 
other improvement  has  been  the  removal  of  the  offBil  in  tight  carts  every 
day. 

Q,  How  many  close  tanks  did  he  have  at  the  time  of  the  hearing 
before  the  Board  of  Health  in  1872 1  A.  i  think  he  had  two.  Now  he 
has  four. 

Mr.  Derby.   And  has  three  more  building. 

Q.  Was  it  not  before  that  time  that  they  had  put  in  these  tanks  and 
ibis  other  apparatus  ?     A.  No,  sir ;  I  think  it  was  sinoe  then. 

Q.  {by  Mr,  Frothingham),  You  have  testified  that  this  machine  which 
you  have  built  now  does  its  work  perfectly.  How  long  has  it  done  its 
work  so  perfectly  %  A,  I  think  always  since  that  first  night  when  the 
operation  was  not  successful  for  a  few  minutes,  so  far  as  gas  is  concerned. 
So  &r  as  the  using  up  of  the  water  is  concerned  it  does  not  have  any 
effect  upon  it  any  more  than  to  condense  it  in  the  same  way  that  it  is 
done  at  the  Abattoir,  at  Mr.  Winchester's,  and  at  every  other  place  I 
know  of  except  Mr.  Usher's. 

Mr,  Frothingham.  I  simply  want  an  answer  to  the  question  I  put.  I 
merely  asked  you  how  long  it  has  done  its  work  perfectly. 

Mr.  Kendall.     Ever  since  the  commencement,  —  that  night,  I  think. 

Q.  (by  Mr.  Mclntire).  In  the  hearing  before  the  Board  of  Health  last 
year,  don't  you  remember  that  Mr.  Squire  testified  that  the  apparatus 
which  he  then  had  in  connection  with  a  tank  to  get  rid  of  the  vapors 
was  as  perfect  as  anything  could  be  made ;  and  that  he  said  all  the 
odors  were  taken  care  of?  A.  That  was  supposed  to  be  perfect  at  the 
time. 

Q.  Well  now  do  you  think  he  was  wrong  or  mistaken  in  his  idea  1 
A.  I  think  it  was  only  condensed  then,  the  same  as  it  is  at  North  k  Mer- 
riam'&     It  was  a  thirty-inch  boiler. 
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Q.  Never  mind  that.  Whether  he  did  n't  as  strongly  contend  there 
for  that  machine  as  he  contends  here  for  this  ^  A.  \  don't  think  that  he 
contended  as  strongly. 

Q.  Well  did  n't  he  contend  as  strongly  by  his  witnessess  that  he  got 
rid  of  his  gases  as  surely  as  he  does  now  1  I  am  speaking  of  his  position 
at  that  time,  and  not  of  what  he  did.  A,  I  will  tell  you  what  his 
position  was  then ;  it  was  that  these  gases  went  into  the  water  and  were 
so  diluted  that  they  were  not  offensive. 

Q.  Well,  he  contended  that  he  thoroughly  disposed  of  all  the  gasea. 
Did  n't  he  say  that  it  was  a  better  machine  than  that  used  by  North  4 
Merriam '?    A.    North  k  Merriam  used  the  same  thing. 

Mr,  Muzzey.  I  think  you  misapprehend  :  you  are  speaking  of  the 
showering-machiuo,  and  Mr.  Kendall  of  the  machine  which  discharged 
under  the  building. 

Q,  {by  Mr.  Mclntire),  It  had  recently  been  put  in,  had  n't  it,  and 
the  pipe  extended  to  tide-water  1  Did  n't  he  contend  that  the  machine 
did  entirely  dispose  of  all  the  gases  1  A.  It  was  contended  that  thej 
were  disposed  of  in  this  way. 

Q.  Well  now  I  understood  you  to  say  something  about  the  coal  in  the 
furnace,  that  it  might  have  some  effect  upon  the  burning  of  the  gasea 
Do  you  think  that  fresh  coal  being  put  on  in  the  furnace  would  affect  the 
burning  of  tho  gas  which  comes  through  in  that  pipe  so  that  it  would 
escape  up  the  chimney  without  being  burned  1  A,  When  coal  is  put  on 
fresh  a  great  deal  of  sulphur  is  excluded  from  it  English  engineers 
claim  that  that  sulphur  destroys  the  gas. 

Q.  It  would  put  the  fire  out,  would  it  not?  A,  No,  sir.  The  sul- 
phur mixing  with  the  gas  would  destroy  it. 

Q.  You  don't  know  whether  fresh  coal  would  have  the  effect  to  destroy 
the  fire  or  not  1  Q.  It  would  if  the  fire  ^as  low  and  a  lai^e  quantity  of 
coal  was  put  on  at  once. 

Q,  Have  n't  you  given  it  as  your  opinion  that  that  machine  leaked  all 
or  a  greater  part  of  the  night  of  the  Slst  of  July?  A,  Not  a  particle 
leaked  except  what  came  from  that  valve,  not  that  I  discovered.  I  don't 
think  any  escaped  except  when  I  opened  it  to  see  whether  it  would 
work.  ! 

Q.  (by  Mr,  Derby),  If  coal  were  put  into  the  furnace  it  would  not  pre- 
vent this  flame  at  the  end  of  this  pipe  from  burning  1  A,  It  would  not 
affect  that  at  all.  I  was  only  speaking  in  that  connection  of  the  gas  as  it 
is  discharged  under  the  grate.     It  would  not  affect  this  at  all. 

Testimony  op  Knowlton  S.  Chaffee. 

Q,  (by  Mr,  Muzzey),  You  have  been  a  member  of  both  boards  of  the  city 
government  of  Cambridge ;  a  Senator  of  the  Commonwealth ;  a  Repre- 
sentative, and  are  at  present  the  President  of  the  Union  Horse  Railway 
Company.  How  long  have  you  resided  in  Cambridge,  and  where) 
A,  For  sixteen  or  seventeen  years,  on  Cambridge  Street,  until  within  a 
few  months.  Formerly,  and  previous  to  that  time,  I  resided  over  near 
Somerville,  near  Miller's  River. 

Q,  Take  your  house  on  Cambridge  Street  which  was  exposed  toward 
the  establishment,  on  the  northerly  side  ;  was  that  ever  discolored! 
A,  My  house  was  a  brick  house,  and  so  is  the  present  one.  The  wood- 
work around  the  door  was  never  discolored. 
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Q.  Take  your  present  house,  where  you  have  a  southerly  exposure  1 
A,  That  I  found  discolored  so  badly  that  it  was  a  pretty  good  job  for 
the  painters  to  scrape  it  off. 

Q.  How  long  did  you  occupy  the  house  on  Cambridge  Street  which 
had  a  northerly  exposure,  which  was  never  discolored  1    A,   Fifteen  years, 

Q,  Now,  in  your  official  capacity  and  as  a  citizen  have  you  followed 
the  cause  of  this  trouble,  or  the  foul  odors,  and  traced  them  to  their 
source  1    ^.    I  have  taken  some  pains  to  look  into  that. 

Q.  Will  you  state  what  you  have  discovered  in  connection  with  those 
odors,  and  particularly  in  connection  with  the  cause  and  source  of  them  1 
A.  Go  back  fully  eight  years  before  I  moved  into  Cambridge.  I  lived 
in  Somerville  near  the  McLean  Asylum.  To  describe  it  more  particu- 
larly, I  lived  in  a  little  lot  formed  like  the  letter  V  at  the  crossing  of  the 
tracks  of  the  Boston  and  Lowell  Railroad. 

Q.  Where  the  change  has  been  made  ]  A,  Yes,  sir.  At  that  time 
Miller's  River  basin,  back  of  Mr.  Squire's,  was  comparatively  clean. 

The  Chairman,  When  was  that  ]  A.  We  moved  to  Cambridge  Street 
some  sixteen  or  seventeen  years  ago.  The  boys  went  in  swimming  there, 
they  dug  clams  there,  and  ever}'thing  was  comparatively  clean.  Mr. 
Merrill  was  trying  lard  and  tallow  there. 

TheXlhairman.  It  seems  to  me  this  is  too  far  back  for  our  considera- 
tion. 

Mr.  Muzzey.  I  wish  to  show  where  these  troubles  proceeded  from. 
This  witness  will  be  a  very  valuable  one  to  the  Boanl. 

Mr,  Chaffee,  Mr.  Merrill  was  trying  lard  and  tallow  there,  and  there 
was  a  great  deal  of  complaint ,  about  it.  I  suppose  I  have  been  there 
with  Dr.  Bell  to  remonstrate  against  the  trying  of  tallow  a  great  many 
times. 

Q,   Dr.  Bell  was  Superintendent  of  the  McLean  Asylum  %  A.   Yes,  sir. 

The  Chairman,  Open  tanks  of  course?  A,  Open  kettles,  and  very 
offensive.  His  building  that  he  did  the  trying  in  was  a  very  comfortable 
one  inside,  was  painted,  and  his  house  opposite  was  always  kept  nicely 
painted,  and  the  paint  was  as  bright  on  these  buildings  as  on  any- 
body's. 

Q.  {by  Mr.  Muzzey).  Not  discolored  1  A,  No,  sir.  The  same  region 
now  is  all  colored.  The  houses  on  that  basin  are  colored  blue-black.  Be- 
fore I  left  there,  there  had  begun  to  be  some  talk  about  blood  accumulat- 
ing in  there.  And  after  I  left  I  still  owned  the  property,  and  there  was 
more  or  less  fault  found  about  the  blood  l)eing  found  there.  By  and  by  it 
was  seen  that  the  basin  was  filling  up,  and  in  the  summer  would  come  the 
odors.  Formerly  when  I  went  there  it  was  the  dock  odor.  I  hear  them 
talk  about  the  dock  odor  here.  I  think  that  odor  is  changed.  •  I  don't  think 
it  should  be  called  the  dock  odor  unless  it  is  a  dock  where  sewage  comes 
in.  It  is  a  different  odor  than  we  got  from  that  basin.  Mr.  Squire  had 
also  commenced  trying  there  before  I  moved  away  from  there,  and  I  sup- 
pose his  blood  came  in  there,  and  there  began  to  be  an  accumulation  of 
animal  matter. 

Q,  How  about  the  sewage  1  A.  The  sewage  of  Cambridge  and  Som- 
erville ran  into  it,  but  they  did  n't  have  so  many  sewers  in  early  days. 
&nce  the  people  began  to  complain  of  it,  the  policy  of  the  government 


446 

has  been  to  get  the  sewage  out  of  Miller's  Riyer,  and  that  has  been  done 
to  such  an  extent  that  verj  little  now  enters  it  The  basin .  finally  got 
to  be  s6  foul  that  the  city  of  Cambridge  attempted  to  do  something  to 
keep  the  river  clear,  and  with  that  idea  they  built  the  dam  at  Bridge 
Street. 

Q.  What  was  its  effect  1  It  was  to  keep  the  water  in  there,  was  it 
not  1  ^.  I  don't  know.  The  first  I  heard  of  it  I  was  at  Union  Square, 
Somerville,  in  conyersation  with  a  gentleman,  who  said  that  the  com- 
plaint was,  that  dead  dogs  were  scattered  about  there,  and  there  was  not 
current  enough  to  take  the  filth  off. 

The  C/uiirmcMr,    I  must  object  to  this  line  of  inquiry. 

Mr.  Muzzey.    I  will  pass  that. 

Q,  You  have  been  into  Mr.  Squire's  establishment,  and  aronnd  it,  and 
have  inspected  it  1    A,    Quite  a  nimiber  of  times. 

Q,  In  what  condition  have  you  found  it  t  A.  1  have  always  found  it 
very  cleanly. 

Q,  In  your  opinion,  from  your  investigation,  do  the  odors  that  prevail 
in  East  Cambridge  come  from  that  establishment  or  not  %  A.  1  don't 
believe  (this  is  my  judgment)  that  the  people  of  East  Cambridge  ever 
smell  anything  from  Mr.  Squire's  establishment,  more  than  the  trying 
of  sweet  lard,  which  they  may  get  at  some  particidar  times. 

Q,  What  is  the  source  of  the  bad  smell  %  A,  1  have  never  had  any 
doubt  about  it  at  all.  Wo  have  got  slight  smells  from  the  outsidb 
drainage  ;  I  mean  outside  of  Miller's  River,  when  there  has  been  a  cur- 
rent sufficient  to  bring  them  from  the  south  and  southeast.  But,  in  mj 
own  mind,  I  feel  perfectly  sure  that  the  odor  that  colors  the  houses,  and 
of  which  the  people  complain,  comes  from  Miller's  River  and  its  basins. 

Q.  Have  you  found  any  offence  from  any  of  these  smells  except  in  the 
immediate  vicinity  1  A.  Yes,  sir ;  when  I  have  come  down  fh)m  mj 
office  in  Harvard  Square,  on  the  last  car  at  night,  I  have  experienced  the 
odor,  and,  getting  up  to  see  where  I  was,  I  found  myself  just  this  side  of 
Webster  Avenue. 

Q.  That  is  how  far  from  Mr.  Squire's  establishment  1  A,  About  one 
third  of  a  mile.  • 

Q.  Now,  after  passing  by  that  and  travelling  east,  getting  nearer  to 
Mr.  Squire's  establishment,  what  about  the  smelll  A,  We  lost  it 
There  was  no  trace  of  it  when  I  got  down  to  East  Cambridge. 

Q.  In  travelling  east,  toward  Boston,  you  came  near  to  the  very  walJs 
of  Mr.  Squire's  establishment  1     A,    Yes,  sir. 

Q.  Now,  you  remember  the  Slst  of  July.  Was  there  any  smell  on 
that  occasion  ?     A.   Yes,  sir. 

Q,  Please  state  what  you  know-  about  it  ?  A.  \  came  out  of  the  jail 
office ;  there  were  four  of  us,  I  think,  and  I  stood  in  the  door. 

The  Chairman,  At  what  time  1  A,  At  nine  o'clock  in  the  evening. 
We  perceived  an  odor  there,  and  one  of  the  parties  said  something, —  I 
don't  remember  what  it  was,  —  but  the  inference  was,  that  it  was  not 
from  Squire's,  because  the  wind  was  south  or  southeast.  We  knew  that 
there  was  to  be  new  machinery  tried  there,  and  I  was  hesitating  whether 
I  would  go  down  or  not,  when  one  of  the  gentlemen  made  this  remark. 

Q.  Did  you  observe  the  direction  of  the  wind  1  A.  Yes,  sir;  we 
looked  up  at  the  vane. 

Q,  (by  Mr.  Muzzey).   There  was  a  light  wind,  but  it  was  enough  to  tarn 
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the  vane  1  A.  There  was  a  southerly  wind  all  day.  I  urged  the  matter 
of  going  out  to  see  whether  that  odor  came  from  Mr.  Squire's  or  not,  and 
having  a  view  of  the  new  machinery.  Two  of  the  party  would  not  go. 
Captain  Adams  and  myself  went.  I  would  say  that  the  moment  the 
gentlemen  spoke  of  this  smell,  when  I  was  standing  in  the  door,  I  did  n't 
perceive  it.  As  I  got  out  on  the  sidewalk  I  caught  it.  It  appeared  to 
me  that  it  was  not  a  rendering  smell.  Mr.  Adams  said  he  would  go  up 
with  me,  and  we  started  to  walk  up.  We  lost  it  all  before  we  got  by  the 
Court  House.  We  went  up  to  the  establishment,  saw  a  great  many  people 
there,  and  saw  what  was  professed  to  be  the  burning  of  the  gas,  and 
came  home  and  went  to  bed.     The  smell  did  ;i't  affect  me. 

Q.  You  slept  in  a  room  facing  the  north  1  A,  No,  sir ;  my  room  faces 
the  east.  Well,  within  a  week  after  that,  probably  within  that  time,  on 
a  very  lowery  day  with  a  heavy  atmosphere,  I  was  coming  down  from 
Harvard  Square  ;  talking  with  a  gentleman  who  had  come  to  pay  me  a 
visit,  —  a  minister  who  formerly  preached  for  us,  —  we  came  to  speak 
about  this  subject.  I  was  noticing  the  coloring  of  those  buildings  every 
morning  as  I  went  by  there. 

Q.  Where  were  they  1  A.  On  the  south  side  of  Cambridge  Street,  near 
Sixth  Street ;  we  got  the  awfuUest  stench  there,  and  the  passengers  in  the 
cars  caught  their  noses  in  an  instant.  I  looked  right  out  to  Mr.  Jones's 
house,  which  looked  as  though  the  discoloration  had  been  thrown  there 
in  blotches,  and  I  remarked  to  this  minister,  Rev.  Mr.  Spaulding,  and 
said,  "  No  doubt  that  house  is  being  colored  this  moment.  I  can  see 
that  it  has  changed  since  this  morning."  It  was  a  horrid  stench.  I  got 
down  to  Fourth  Street,  near  where  I  lived,  and  I  saw  the  gentleman  who 
had  just  bought  the  house,  and  I  told  him  to  go  up  and  see  how  it  had 
dianged  since  morning. 

Q,  (by  a  member  of  the  Board).  What  time  of  day  was  this  1  A,  Some- 
where from  three  to  five  o'clock  in  the  afternoon.  I  know  that  I  went 
home  earlier  than  usual,  on  Mr.  Spaulding's  account. 

Q.  Have  you  heard  any  of  the  petitioners  who  are  here  before  this 
Board  admit  that  Mr.  Squire  was  not  chargeable  with  the  odors  of  the 
31st  of  July,  —  any  of  the  petitioners,  —  anybody  concerned  in  this 
prosecution  against  us  now  1  A.  Well,  on  a  certain  occasion  I  was  talk- 
ing with  three  or  four  gentlemen,  and  one  gentleman  —  I  don't  know 
whether  one  of  the  petitioners  or  not  —  said,  "  Charlie,"  referring  to  Mr. 
Mclntire  — 

Q.  (by  Mr,  Muzzey).   Was  that  Mr.  Coveney  1     A.   Yes,  sir. 

Q.    He  was  one  of  the  petitioners  1 

Mr.  McLuire.  The  gentleman  is  mistaken,  —  he  is  not  one  of  the 
petitioners. 

Mr,  Chafftt  proceeded :  He  said,  "  There  is  no  use  of  talking  about 
laying  this  thing  to  Mr.  Squire,  for  I  was  in  Ben  McCormick's  back 
room,  and  it  came  in  there  so  perfectly  horrible  that  I  hauled  the  window 
down  and  told  hitn  to  get  a  light  and  go  out^  and  fix  his  cesspool,  for 
there  must  be  something  the  matter  with  it."  He  got  the  light  and 
went  out,  and  ccune  back  and  said  his  cesspool  was  all  right. 

Mr.  Derby.  Mr.  Coveney  was  one  of  the  Committee  of  Ten  appointed 
to  prosecute. 

Mr.  Mclntire.  The  gentleman  is  mistaken  again.  Mr.  Coveney  is  not 
a  member  of  that  Committee  of  Ten. 
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Mr,  Chaffee,  I  have  got  through  with  these  remarks  pretty  much.  Mr. 
Mclntire  replied,  "Well,  I  will  be  fair.  I  will  exonerate  Mr.  Squire^s 
works  from  the  stench  of  that  night.  That  undoubtedly  came  from  the 
basin."  I  congratulated  Mr.  Mclntire  on  what  he  said,  and  said  I  was 
glad  to  see  him  honest  and  right. 

Mr.  Mclntire.  Did  you  doubt  his  honesty  before  1  A,  Well,  I  don't 
know.  Without  speaking  of  the  history  of  this  question  of  smell,  Mr.  Squire 
has  undoubtedly  tried  there  for  twelve  or  fifteen  years.  But  I  don't  be- 
lieve that  any  person  in  East  Cambridge  has  supplied  the  smell.  Some- 
times they  have  been  talking  about  Miller's  River.  I  had  beg^n  to  hear 
a  good  deal  of  fault  found  on  account  of  the  filling  up  of  the  basin  with 
accumulated  filth,  and  so  it  was  to  be  with  the  rendering  if  they  were 
allowed  to  go  on ;  and  some  would  say  there  were  a  great  many  dead 
hogs  in  tKe  basin,  etc. ;  but  the  real  vengeance  came  down  upon  John 
P.  Squire's  establishment  after  the  hearing  at  the  State  House  upon  the 
question  of  filling  up  the  basin. 

Mr.  Muzzey.    That  is  all. 

The  Chairman.  Did  you  trace  that  horrible  smell  that  you  spoke  ofl 
A.  No,  sir,  I  had  no  occasion  to  trace  it.  I  think  I  can  distinguish  be- 
tween the  rendering  smell,  whether  it  is  of  putrid  matter  or  fresh,  and 
the  smell  of  that  basin. 

Q.  {by  Mr.  Muzzey).  Well,  do  you  know  that  it  came  from  the  basin  1 
A.    It  was  perfectly  clear  that  it  came  from  the  basin. 

Cross-Examination. 

Q,  (by  Mr.  Mclntire).  Ever  since  there  has  been  any  complaint 
against  Mr.  Squire  you  have  championed  him,  haven't  youl  A.  WeH 
sir,  Mr.  Squire  was  a  man  that  I  didn't  think  much  about  previously;  I 
may  have  spoken  to  him,  but  I  never  had  any  conversation  with  him,  and 
I  did  n't  know  him,  except  by  sight,  until  they  began  to  talk  about  these 
basins  that  are  being  filled  up.  As  soon  as  they  began  to  turn  the  stench 
from  the  basin  on  to  Mr.  Squire,  I  found  mj^self  taking,  very  naturally, 
what  I  believe  to  be  the  true  side  of  the  question.  He  is  no  friend  of 
mine. 

Q.    He  used  to  do  business  at  your  bank  1    A.  No,  sir. 

Q.    In  past  days  1      A.    No,  sir. 

Q.  Well,  you  have  since  that  time  defended  his  cause  among  the  peo- 
ple ]  A.  I  have  defended  his  cause  no  more  than  I  defend  anybody's 
cause  when  I  see  a  pressure  being  brought  to  bear  on  any  piuticular 
man  that  I  think  is  bad  and  wrong.     I  defended  him. 

Q.  Then  you  say  that  you  were  so  interested  that  you  took  up  hi« 
case  and  valiantly  defended  it  ]  A.  1  don't  think  Mr.  Squire  hardly  knew 
me,  but  I  answer  it  plainly  and  clearly.  I  defended  what  I  thought  to 
be  his  right.  It  was  so  perfectly  conclusive  to  me.  I  have  no  interest 
in  it  whatever. 

Q.  Well,  now,  in  any  meas\ires  that  have  been  taken  against  him 
have  n*t  you  always  taken  the  same  position,  —  for  instance,  in  keeping 
open  the  basins  1  Where  certain  issues  have  been  lyought  to  bear 
against  him,  have  not  you  always  taken  his  side  1  A,  No,  sir,  not  at  ftl 
I  think  he  was  all  wrong  in  his  opposition  to  the  filling  up  of  the  basins. 
I  felt  that  they  should  be  filled  up. 
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Q.  Did  you  want  the  basins  filled  up,  or  did  you  advocate  thati 
A,  I  had  nothing  to  do  with  it.  I  did  n*t  know  for  a  fortnight  that  it 
was  going  on. 

Q,  Were  not  jour  views  first  in  favor  of  open  basins  %  A.  \  don't 
know  that  I  have  any  recollections  of  having  anything  to  do  with  it.  I 
was  not  acquainted,  as  I  have  said,  with  Mr.  Squire  at  that  time. 

Q,  You  were  one  of  the  witnesses  fix>m  the  Third  Ward  in  favor  of 
Mr.  Squire  a  year  ago  before  the  Board  of  Aldermen  ?    A,  Yes,  sir. 

Q.  And  at  that  time  testified  substantially  as  now  1  A,  I  presume 
sa 

Q.  I  believe  that  at  that  time  you  testified  that  yourself  and  wife 
were  in  the  country  a  large  part  of  the  summer  season,  so  that  during 
the  hot  season  you  did  not  experience  these  terrible  odors  that  we  have 
experienced  there  ]  -4.  I  recollect  your  asking  me  that  question  very 
ingeniously.    I  think  I  said  I  was  away  about  three  weeks. 

Q.  And  your  family  were  away  most  of  the  timel  A.  About  six 
weeks. 

Q,  Last  summer  how  was  it?  Were  your  family  at  home  on  the 
3l8t  t    -4.    No,  sir. 

Q.  Were  they  at  home  in  the  hot  season  %  A,  1  might  say  they  were 
not.     They  left  in  July  and  came  home  the  Ist  of  September. 

Q.  Has  not  the  odor  affected  your  wife  considerably )  A.  No,  sir,  it 
has  not.  ^ 

Q,   Has  she  complained  of  the  odors  much  1    A,   No,  sir. 

Q,  Has  she  at  all]  A.  Yes,  sir;  we  all  complained  on  a  certain  night. 
That  was  during  the  hearing  before  the  Board  of  Aldermen.  I  had  com- 
pany at  my  house,  or  one  gentleman  from  the  country,  and  a  very  strong 
smell  came  in  upon  us,  because  I  had  got  up  a  little  too  much  heat  in 
the  furnace,  and  we  were  obliged  to  open  the  windows  a  little. 

Q.  At  what  time  was  that  1  A,  It  was  during  that  hearing  in  the 
latter  part  of  October,  1872.     The  case  was  finished  on  one  side  — 

Mr.  Mclntire.   The  case  I  had  special  reference  to  was  last  summer. 

Mr,  Muzzey,   Let  him  finish.     Do  not  interrupt  him. 

Mr,  Mclntire.    I  don't  think  it  is  necessary. 

Mir,  Mmzey,   Well,  I  shall  ask  him  the  question,  if  you  do  not. 

Mr,  Mclntire  {to  Mr.  Chaffee).   You  may  answer  it  if  you  please. 

Mr,  Chaffee.  It  was  the  strongest  kind  of  a  regular  sewage  smell,  and 
the  gentleman  said,  '*  Why,  your  sewer  is  coming  right  up  into  your 
house.*' 

Q,  (by  Mr,  Mclntire).  Then  you  of  yourself  never  got  what  is  termed 
the  rendering  odors  at  your  house  %  A.  1  don't  think  I  ever  got  the 
rendering  odor  at  my  house.  I  would  not  say  that  I  had  not.  I  know 
sometimes  in  the  streets  of  Cambridge  we  get  the  rendering  odor.  My 
impression  is  that  that  rendering  odor  which  we  get  there,  which  is  the 
lard  odor,  we  get  more  in  cold  weather  than  in  warm. 

Q.  But  I  meafi  this  rendering  odor  that  is  complained  of ;  the  strong, 
pnxigent  rendering  odor.  A,  If  you  refer  to  such  an  odor,  I  have  not 
smelt  it. 

Q,   You  make  it  all  the  basin  smell  %     A.   I  make  it  all  basin  smell. 

Q.  Have  you  had  it  recently  %    A,  We  have  had  it  two  nights  since 
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this  hearing  commenced,  one  night  pretty  strong.     I  think  that  was  last 
Tuesday  night. 

Q,  (by  Mr,  Derby),  You  speak  of  one  other  strong  smell,  when  a  gen- 
tleman said  the  sewer  was  coming  into  your  window.  What  was  iti 
A,  It  was  Miller's  River ;  not  quite  so  intense.  I  went  out  into  the 
street  and  called  people's  attention  to  it.  It  was  so  plain  that  there  was 
no  difficulty  in  distinguishing  it. 

The  Chairman,  Did  you  trace  it  to  Miller's  River  %  A.  Well,  sir,  the 
wind  was  right  that  way. 

Q.  (by  Mr,  Dei'by).  It  was  blowing  righti  from  the  river  1  A,  Certainly. 
Nobody  can  talk  about  the  rendering  odor  with  such  a  smell  as  that 
around. 

Q.  (by  Mr,  McIrUire),  Well,  have  you  smelt  the  rendering  smell  with 
it  at  Thurston's,  on  Cambridge  Street,  near  Fourth  Street  1  -4.  I  could 
not  say  that  I  had,  but  I  would  not  say  I  had  not. 

Q,  Whenever  you  get  that  rendering  smell  it  comes  lightly  1  A  It 
is  something  we  hardly  notice. 

Q.  Didn't  you  one  night,  —  in.  order  to  refresh  your  recolleotioD, 
—  did  n't  you  one  night,  in  company  with  Mr.  Hastings,  in  tracing  the 
rendering  odor  near  Fourth  Street,  go  to  the  establishment  and  find  it 
emanating  from  there;  what  you  call  the  pleasant  rendering  smell  I 
A,  Yes,  sir ;  Mr.  Hastings  came  along  one  evening  and  met  Mr.  Sort- 
well  and  myself,  and  said,  "  Can  you  smell  anything  1 "  We  smelt  and 
could  not  smell  anything ;  and  I  said,  "  If  you  have  got  the  smell  of  it, 
let 's  follow  it  and  see  where  it  is."  We  went,  but  were  unable  to  get 
any  smell  whatever  until  we  got  clear  up  to  Mr.  Squire's  place. 

Q,  Mr.  Sortwell  and  yourself  could  not  get  any  smell  of  it  1  J.  No, 
sir ;  not  till  we  got  directly  outside.  Then  Mr.  Hastings  took  us  around 
to  Miller  s  River,  and  I  think  he  got  smell  enough  to  satisfy  him  when  he 
got  around  there.     He  did  n't  talk  about  its  being  the  rendering  smelL 

Q.  Don't  you  know  that  Mr.  Sortwell  has  a  pecuniary  interest  in  one 
of  these  establishments  ]  ^.  I  do  not  My  impression  is  that  he  has 
not.  I  think  he  is  interested  in  one  of  the  slaughtering  establishments 
in  a  way  that  would  not  affect  him  one  way  or  the  other ;  that  is,  he 
has  furnished  them  a  considerable  amount  of  money,  for  which  thej 
have  given  him  good  security.  All  I  know  is  from  conversation  that  I 
have  heard. 

Mr,  Mclntire.    That  is  all. 

Mr,  Mvzzty,    I  still  have  half  a  dozen  witnesses,  and  I  assure  you,  Mr- 
Chairman,  that  we  have  taken  forty  or  fifty  names  off  our  list  sinoc^^ 
yesterday,  and  have  reduced  it  to  the  smallest  possible  number. 

Tht  Chairman.    Will  you  give  us  the  number  and  the  names  of  th 
witnesses  ] 

Mr,  Muzzty,  Yes,  sir.  They  are  Rev.  Mr.  McDaniel,  Messrs.  Alder^ 
men  Sawin  and  McSorley,  Mr.  Chase,  the  City  Engineer,  Mr.  John  \*' 
Porter,  Mr.  John  H.  Stevens,  and  Mr.  J.  P.  R.  Squire. 

The  Chaiifiian,    What  do  you  intend  to  show  1 

Mr,  Muzzty,   Do  you   mean   that  I  shall  take  up  each  witness  ano 
state  what  I  intend  to  show  by  him  %    It  would  take  almost  as  much 
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time  as  to  call  tbem.  It  is  not  altogether  oumulatire  eridence.  There 
Kte  some  special  facts  known  to  each  witness.  I  should  not  call  in  any 
testimony,  simply  cumulative.  We  have  done  with  that.  We  have  every 
desire  on  our  part  to  shorten  the  case. 

Adjourned. 


TWELFTH    DAY. 

Monday*  I>eeeiBib«r  39*  1873. 

Testimony  op  J.  G.  Chase. 

Q.  (by  Mr,  Derby),    Where  do  you  reside  1    A.    In  Cambridge,  sir. 

Q.    What  is  your  occupation  1     -4.    I  am  a  civil  engineer. 

The  Chairman,  Anywhere  near  the  establishment  of  Mr.  Squire  t 
A,    In  Cambridge  or  in  Cambridgeport,  so  called. 

Q,  How  long  have  you  resided  there  and  pursued  your  occupation  1 
A.   Since  1859. 

Q.    For  the  last  fourteen  years  1     A,   Yes,  sir. 

Q.  Have  you  been  accustomed*  sir,  to  make  surveys  for  drains  t 
A,  Yes,  sir,  that  has  been  a  part  of  the  duties  iThave  had. 

Q,  Some  for  the  city  of  Somerville,  and  some  for  Cambridge  t 
A  Yes,  sir. 

Q,   You  are  familiar  with  the  territory  1     A.  Yes,  sir. 

Q,  As  to  the  facility,  sir,  for  makiug  a  drain  firom  the  point  where 
Mr.  Squire  carries  on  his  business  down  to  Craigie's  Bridge,  that  distance. 
Take  the  line  proposed  by  the  Legislature.  A,  The  distance  from 
Craigie's  Bridge  to  Cambridge  Street  is  3,150  feet,  I  think,  and  the  line  is 
near  Mr.  Squire's  establishment. 

Q.  From  Craigie's  Bridge  to  Somerville  line  on  Bridge  Street ;  how 
would  that  compare  with  the  distance  from  Mr.  Squire's?  A,  It  is 
somewhat  less.  Mr.  Squire's  establishment  is  situated  at  the  place  of 
^he  termination  of  this  drain  on  the  Somerville  line  to  the  southwest. 

Q,  How  much  farther  would  it  be  to  his  place  1  A,  Probably  not  far 
fom  five  hundred  feet. 

Q,  Making  an  aggregate  of  three  thousand  six  hundred  feet  %    A,  Yes, 

Q.  Well,  now,  sir,  as  to  the  material  that  is  to  be  drained  from  there, 
f**i  you  make  an  effective  drain  to  carry  off  the  liquids  1  A.  Yes,  sir, 
t^«re  is  no  difficulty  about  that. 

The  Chairman,     The  Board  admits  all  that,  so  far  as  I  know. 

Mr,  Derby,  Some  suggestions  were  made,  I  think,  by  the  Secretary 
^ut  there  would  be.  difficulty  in  effecting  this  drainage.  If  the  Board 
^^*^  satisfied  on  that  question  I  have  nothing  more  to  say  upon  it. 

Dr.  Derby,  I  referred  to  the  special  forms  of  sewage  which  would 
8o  into  the  drain.  The  Joint  Commission  has  fixed  certain  methods  an^ 
lines  of  drainage  suited  to  ordinary  sewage,  for  dwelling  and  manufactur- 
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ing  purposes,  without  any  special  reference  to  special  forms  of  sewage  from 
noxious  and  offensive  trades  which  it  is  proposed  to  cany  through  there. 
Mr,  Derby,    I  will  call  his  attention  to  this  particular  subject 

Q.  I  will  ask  you  whether  the  condensed  steam,  the  blood  and  offal 
being  carted  off,  whether  there  would  be  any  difficulty  in  carrying  that 
through  the  sewer  that  would  be  constructed  there  1     A.    Not  any,  sir. 

Q,  That  would  be  efficient  to  drain  the  establishment  of  J.  P.  Squire 
k  Co.  t     A,   Yes,  sir. 

TJi^  Chairman,  In  order  to  get  at  the  matter  definitely  I  would  like 
to  know  if  he  has  made  any  drains  connected  with  just  such  establish- 
ments, and  knows  definitely  that  the  points  Dr.  Derby  made  are  met  I 
don't  understand  that  he  does  by  his  statement.  Whether  he  has  made 
any  drains  in  connection  with  such  establishments  and  can  prove  to  us 
that  he  knows  about  them. 

Q,  {by  Mr,  Derby).    I  will  ask  you  whether  you  have  made  any  drains 
that  have  been  counected  more  or  less  with  such  establishments  1^1' 
have  not. 

Q,  I  will  ask  you  with  regard  to  Mr.  SortwelVs  place,  whether  you 
have  made  a  drain  connected  with  tKat  1     A    No,  sir. 

Q.  I  will  then  ask  ydu  if  there  is  in  the  liquids  from  such  places  as 
Mr.  Squire's  anything  more  difficult  to  deal  with  than  the  human  fieces 
that  come  down  from  the  water-closets  %    A.   Not  to  my  knowledge. 

Q,  I  will  ask  with  reference  to  this  slaughtering-business  whether 
there  is  anything  connected  with  it  as  now  conducted,  the  blood  and  oflU 
being  carried  away,  —  whether  there  is  anything  to  prevent  eflTective  drain- 
ago  being  carried  out  there  1     A.   Not  so  far  as  my  observation  goes,  nr. 

Q,  I  would  inquire,  sir,  whether  you  are  the  engineer  charged  by  the 
Commissioners  with  the  construction  of  the  new  sewer  %    A.    1  am,  sir. 

Q.  It  would  be  yoiu*  idea,  would  it,  sir,  to  construct  it  for  the 
requirements  of  that  particular  business  1  You  will  adapt  it  to  the 
uses  it  is  to  accommodate  1  A,  Yes,  sir,  for  that  business  and  for  all 
other  businesses. 

Q,  You  entertain  no  doubt  that  you  could  make  it  eflTective  t  A.  Not 
in  the  least. 

Q,  (by  Mr,  Newhall),  That  drain  is  to  empty  where,  sir  1  A.  At 
Craigic's  Bridge. 

Q,  At  what  grade  1  A.  The  grade  of  the  drain  for  the  first  4,000 
feet  is  one  half  of  an  inch  per  100  feet,  or  1  foot  in  2,500.  The  remain- 
ing portion  of  the  distance,  extending  from  the  Grand  Junction  Railroad 
to  Prospect  Street  is  one  inch  per  100  feet,  or  1  foot  in  1,250. 

Q.  {by  Mr.  Derby).  For  what  length  is  that  1  A.  The  full  length  of 
the  drain  is  7,000  feet.  The  distance  from  Craigie's  Bridge  to  the  Grand 
Junction  Railroad  is  4,250  feet. 

Q.  Well,  for  that  4,250  feet  the  grade  is  1  foot  in  2,500  feet  %  A,  Yea, 
sir. 

Q,   That  is  at  the  rate  of  2  feet  to  the  mile  1    A,   Yes,  sir. 

Q.  You  gave  us  the  gi-ado  of  Prospect  Street.  A.  That  was  1  foot 
in  1,250.  It  is  half  an  inch  in  the  100  feet  for  the  first  4,250  feet,  and 
an  inch  in  the  100  feet  for  the  remaining  distance. 
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Q.  And  the  mouth  of  the  sewer  is  at  what  grade  compared  with  low 
water  1    A.    It  is  3  inches  above  mean  low  water. 

Q.  (by  Mr.  Derby),  Tbe  mean  height  of  the  dmin  is  8  feet  and  4  inches, 
BO  that  the  top  of  the  drain  would  be  8  feei^  and  7  inches  ?    A.   Yes,  sir. 

Q.  {by  Dr.  Derby).  Mr.  Chase,  does  it  follow  the  grade  given  in  Mr. 
BalFs  report  1    ^.   I  think  not  exactly,  but  nearly  so. 

Q.    It  is  a  little  more  elevated  at  the  mouth  ]    A.   Yes,  sir. 

Q.   It  is  within  3  inches  of  mean  low  water  ?    A.   Yes,  sir. 

Q.  Will  you  tell  me  the  elevation  above  mean  low  water  at  the  bottom 
of  the  drain,  at  the  corner  of  Milk  and  Prospect  Streets  1  About  6  feet, 
is  it  not  ?    A,    The  total  rise  of  the  drain  is  4.38  feet. 

Q.  Then  the  drain  must  be  filled  with  sea-water  at  the  comer  of 
Milk  and  Prospect  Streets,  7,000  feet- from  its  opening,  at  half-tide  cer- 
tainly 1 

Mr.  Derby.  That  is,  the  water  must  enter,  but  not  fill  it  1     A.  Yes,  sir. 

Q.  It  would  be  filled  at  high  water  at  the  most  elevated  point,  at  the 
comer  of  Milk  and  Prospect  Streets,  would  it  not  ]  A.  It  would  with- 
out provision  being  made  to  prevent  the  sea-water  from  running  into  it, 
that  is,  with  gates. 

Q.  Well  then,  if  Mr.  Squire's  place  is  about  midway,  the  drain  would 
there  be  filled  much  sooner]    A.   Yes,  sir. 

Q.  The  sewer  there  would  be  filled  at  three  quarters  tide,  would  it  not  % 
AL  Yes,  sir,  about  three  quarters  tide. 

Q.  Then,  if  gates  were  placed  at  the  opening  at  Craigie*s  Bridge,  the 
sewage,  or  whatever  might  be  drained  into  i^  would  be  retained  until 
nearly  low  water  ]  A.  It  would  be  retained  until  the  accumulations  in 
the  sewer  during  the  time  that  the  gates  were  shut  by  the  tide  were 
sufficient  to  open  the  gates  and  allow  the  matter  to  be  discharged. 

Q.  That  would  occur  probably  at  what  stage  of  the  tide]  A.  It 
would  depend  very  much  upon  the  tide.  The  tide  differs  so  much  that 
it  would  l>e  difficult  to  determine. 

Q.  With  an  average  tide  ]  A.  That  would  depend  upon  the  head  of 
water,  the  accumulations  in  the  sewer,  and  the  surface-water  in  the 
sewer.     It  would  be  much  sooner  in  wet  than  in  dry  weather. 

Q.  Suppose  there  were  no  rain  ]  A.  Supposing  there  were  no  rain  at 
all,  it  would  be  about  one  quarter  tide.  The  accimiulation  of  sewer-water 
would  be  quite  small  independent  of  anything  eke.  The  sewer  matter 
during  the  tide  would  not  fill  the  sewer  an  eighth  part  full. 

Q.  Well  now,  in  dry  seasons,  with  no  rainfall,  the  sewage  would  be 
retained  in  the  sewer  imtil  the  tide  was  at  what  stage  ]  A.  About  three 
quarters  out.  Then  the  gates  would  open  and  the  contents  of  the  sewer 
would  be  discharged  at  low  water. 

Q.  The  capacity  is  so  great  at  8  feet  that  it  would  hold  a  very  large 
amount  ]    A.   Yes,  sir. 

Q.  (by  Mr.  Newkall).   What  is  the  capacity  of  the  sewer  ] 
Mr.  Chase.   Do  you  mean  the  whole  quantity  of  thtf  sewer  itself] 
Mr.  NewhcUl.    I  mean  the  inside  capacity  of  the  sewer. 
Mr.  Chase.    It  is  8  feet  wide  and  8  feet  4  inches  high. 

Mr.  Newhall.  Well,  the  rise  is  4  feet  as  I  understand  it  ]  A.  Yes,  sir, 
4.38  feet. 

Q.  Its  entire  rise  would  be  12  feet  4  inches]  A.  It  does  not  follow 
this  size  the  entire  distance.  It  diminishes  at  the  Grand  Junction  Rail- 
road  to  7  feet  diameter,  and  at  Milk  Street  to  6  feet  diameter. 
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Q.  (by  Mr,  Derby).  How  with  regard  to  the  elevation,  sir!  Is  it  car- 
ried to  a  higher  or  a  lower  level  ?  Do  you  take  this  from  the  top  or  the 
hottom  t     A.    This  is  from  the  bottom. 

Q,  So  that  the  height  would  be  corresponding.  It  would  be  gradu- 
ally ascending  1    A.    Yes,  sir. 

Q,  Then  the  height  at  the  upper  end  would  be  4  feet  and  8  feet  and  4 
inches,  making  1 2  feet  4  inches  %  And  commencing  7  inches  above  extreme 
low  water,  it  would  be  about  13  feet  above  low  water  1  A.  The  top  of  the 
drain  at  the  upper  end  would  be  1 1  feet  3  inches  above  mean  low  water. 

Q.   What  is  the  ordinary  rise  of  the  tide,  sirt    A.   Ten  feet 

Q,  So  that  it  would  be  something  like  a  foot  above  the  top  of  the 
tide  1    A.   About  1  foot  and  3  inches  above  the  top  of  the  tide. 

Q,  The  fall  of  which  you  speak  corresponds  how  with  the  fall  of  the 
Aqueduct  which  brings  the  water  from  Boston  1  A,  I  could  not  saj, 
sir. 

Q,  How  does  it  correspond  with  the  fall  of  the  great  rivers  of  the 
country  t    Take  the  Ohio.     A,    It  is  much  greater. 

Q,  It  is  sufficient,  is  it  not,  sir,  to  carry  off  the  drainage  1  A.  Yes, 
sir. 

Q,  You  apprehend  no  difficulty,  sir,  with  regard  to  the  gates  t  I  un- 
derstand you  that  gates  are  to  be  used.  Are  they  to  be  used  at  both 
ends  or  only  at  the  lower  end  ?  A.  Only  at  the  lower  end,  to  prevent  the 
flowing  in  of  the  tide.  - 

Q.  With  regard  to  the  surface  water,  do  you  direct  it  all  into  the 
sewer  or  allow  only  part  to  go  into  it  %  A,  We  direct  it  all  into  the 
sewer. 

Q.  Do  you  see  any  difficulty  from  occasional  rains  in  the  sninmer 
that  would  fill  this  up  so  as  to  make  trouble,  and  so  make  it  offensive! 
A,  Yes,  sir,  there  may  be  times  when  this  sewer  would  be  more  than 
filled  by  extremely  heavy  rains. 

Q.  How  often  do  you  think  it  would  occur  t  A.  That  is  a  difficult 
matter.     It  would  be  a  nire  occurrence. 

Q.  Nothing  to  affect  the  comfort  and  convenience  of  the  people! 
A,   No,  sir  ;  I  do'nt  think  it  would  be. 

Q,  Would  it  hold  half  an  inch  rainfall  fot  this  surface?  A  No, 
sir,  it  will  not.  My  calculation  is  made  upon  the  capacity  of  the  sewer, 
and  that  is  based  upon  an  eighth  of  an  inch  rainfall.  That  is  the 
usual  formula  used  upon  this  territory.  It  will  not  even  cover  that 
years  hence  when  the  territory  becomes  more  densely  settled,  it  being 
now  so  sparsely  settled  that  a  large  quantity  of  the  rainfall  is  taken 
np  by  the  ground.  If  it  were  densely  populated  like  Boston,  it  would 
not  be  of  sufficient  capacity  to  provide  for  that  territory.  It  would  be 
many  years,  however,  before  that  time  will  arrive  when  it  will  be  neces- 
sary to  provide  increased  and  additional  drainage. 

The  Chairman.  How  many  years  do  you  estimate  ?  A.  Well,  it  may 
be  anywhere  from  five  to  ten  years. 

Q.  (by  Mr.  Derby).  You  would  then  remedy  it  by  additional  diiins! 
A.  Yes,  sir ;  I  would  remedy  it  in  that  way  rather  than  enlarge  the 
capacity  of  this  drain. 

Q.  You  think  this  is  quite  large  enough  1  A.  Yes,  sir.  There  are 
many  outlets  that  may  be  as  good  as  this  for  the  same  region  when  it 
becomes  necessary  to  adopt  them. 
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Q,  I  would  inquire  whether  the  present  system  which  you  are  trying 
to  improve  is  not  a  defective  one  1  Whether  there  is  not  an  accumula- 
tion of  offensive  matter  at  Broad  Canal?  A.  Yes,  sir,  there  is  at  all 
points  where  drains  are  discharged. 

Q,  Are  you  trying  to  remove  these  evils  in  your  system  of  sewerage  ? 
A»   Yes,  sir,  we  are  hoping  to  do  it  in  time. 

Q.  I  would  ask  you  with  regard  to  the  deposit  east  of  the  House  of 
Correction  and  the  Broad  Canal ;  is  there  not  a  considerable  deposit 
there  as  well  as  in  Miller's  River?    A,   Yes,  sir. 

Q.  {by  Dr.  Derby).  Do  you  say  that  the  drain  is  sufficient  for  the 
next  five  years  1  A,  Well,  sir,  that  is  an  estimate  as  to  time.  It  would 
depend  wholly  upon  the  occupation  of  the  territory.  It  may  be  ten 
years,  and  it  may  be  less  than  that. 

Q,  Well,  when  you  speak  of  five  years,  do  you  refer  to  population  1 
A.  Yes,  sir,  and  to  the  covering  of  the  territory  with  buildings  as  it  be- 
comes more  densely  populated. 

Q,  Well,  suppose  the  number  of  swine  received  at  the  slaughtering 
and  packing  houses  were  trebled  in  five  years,  and,  looking  to  the  growth 
of  the  business  in  the  last  five  years,  it  would  not  be  extraordinary, — 
would  this  sewer  be  sufficient  1    ^.    I  think  it  would. 

Q,  (by  Mr,  Muzzey),  Supposing  the  fluid  contents  of  the  scalding-tub 
and  the  daily  washings  to  give  a  contribution  to  the  sewer  of  two  thousand 
gallons,  what  proportional  part  of  the  sewer  would  it  occupy?  A,  It  would 
not  be  perceptible. 

Cro99'Exaniin<Uion, 

Q.  (by  Mr.  Mclntire).  The  city  of  Cambridge,  at  great  expense,  built 
a  sewer,  which  is  called  the  Ninth  Street  sewer,  which  runs  across  from 
Mr.  Squire's,  or  about  there,  and  empties  into  Broad  Canal,  did  it  not  ? 
A,   Yes,  sir. 

Q.  What  is  the  dimension  of  that  sewer  ?  A.  Four  and  one  half  by 
four  feet. 

Q.  They  have  lately  decided  to  run  it  through  Potter  Street  into 
Charles  River,  and  out  to  the  channel  ?    A.   Yes,  sir. 

Q.  I  will  ask  you,  if  that  sewer  were  completed  to  run  through  Pot- 
ter Street  into  Charles  River,  would  the  sewage  be  carried  away,  pro- 
vided this  territory  was  drained  into  it,  as  well  as  by  the  contemplated 
sewer  emptying  in  at  Cnaigie's  Bridge?  A,  No,  sir;  I  don't  think  it 
would. 

Q.  Wliy  not  ?  A.  Because  I  think  it  desirable  to  discharge  all  sewers 
as  near  ocean,  or  the  mouth  of  Charles  River,  as  possible.  I  would  not 
desire  to  discharge  sewers  up  the  river,  where  the  contents  would  come 
down. 

Q.  Well,  then,  with  that  idea  it  would  be  better  if  the  sewer  which  it 
is  contemplated  to  enter  under  Craigie's  Bridge  wore  carried  farther 
down,  for  instance,  to  some  point  in  Charlestown  ?  A.  Undoubtedly  it 
would  be. 

Q.   You  know  what  different  lines  were  given  by  Mr.  Ball  for  the  con-- 
templated  sewers,  I  suppdse  ?    A.  Yes,  sir. 

The  Chairman.  I  would  merely  ask  what  particular  benefit  you  wish 
to  gain  by  this? 
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J&.  McIrUire.   It  has  relati(»i  to  this  establishment^  whether  it  will  be 
properly  draiDed  or  not. 

TJu  Chairman.  It  seems  to  me  that  jou  are  asking  with  regard  to^ 
points  that  might  have  been  discussed  by  the  Joint  Commission.  I  can — 
not  see,  with  regard  to  several  questions  which  have  been  already  aske(S 
him,  what  precise  bearing  they  have  upon  the  subject  of  this  investigatioxfe. 
For  one,  I  want  to  get  through  it,  if  I  can. 

Mr,  Mclntire.   I  don't  think,  Mr.  Chairman,  that  he  has  touched  upon 
the  question  of  the  oiganic  matter  which  is  in  that  sewage.     Suppose 
the  organic  matter  from  the  sewer  which  empties  under  Craigie*s  Bridge 
should  be  washed  upon  the  flats,  would  not  that  have  something  to  do 
with  determining  whether  this  establishment  would  be  a  nuisance  even 
after  that  sewer  is  built  1 

The  Chairman,   Certainly. 

Mr,  Mclntire,  That  was  where  my  question  was  to  be  ultimatdj 
directed. 

Q,  {to  Mr.  Chase),  I  wish  to  ask  you  whether  the  organic  matter  from 
the  sewage  from  this  establishment  and  from  the  population  which 
would  contribute  to  the  sewer  to  empty  under  Craigie's  Bridge  would 
not  wash  up  upon  the  flats  %  A,  A.  portion  of  it  would  ;  to  a  certain 
extent. 

Q.  With  the  quantity  which  might  be  put  into  the  sewer  from  this 
population  and  these  establishments,  how  long  do  you  think  it  would  take 
to  make  the  flats  extremely  foul  above  the  bridge  %  A,  A  lai^e  portion 
of  them  are  extremely  foul  at  this  present  time.  They  probably  would 
increase  in  their  foulness  as  time  passed,  from  a  combination  of  gases  and 
sewage,  perhaps. 

Re-direct  Examination. 

Q.  {by  Mr.  Derby).  I  omitted  to  ask  one  question  with  regard  to  the 
sewer  or  drain  across  Mr.  Squire's  premises  to  connect  with  the  main 
drain  ;  are  you  building  that  1     A,    Yes,  sir. 

Q.  How  is  that  to  be  constructed  1  Are  there  to  be  any  cesspools  to 
catch  the  solid  matter  and  prevent  its  goin^  into  the  drain  ]  -4.  The 
design  is,  in  constructing  the  sewer  across  Mr.  Squire's  premises,  to  con- 
struct in  conuectiou  with  it  three  catch-basins,  the  object  of  which  is  to 
take  the  solid  matter  that  may  be  discharged  into  his  drain,  so  that  it 
may  be  taken  out  without  being  absorbed  in  the  water. 

Q.  The  catch-basins  you  think  would  be  sufficient  1  A.  Yes,  sir ;  with 
proper  care. 

Q.  Let  me  ask  you,  then,  if  they  should  prove  not  to  be  entirely  suf- 
ficient, whether  an  addition  might  not  be  made  of  charcoal  Alters,  or 
something  of  that  kind,  as  in  England  1  A.  Well,  sir,  I  have  n't  given 
that  any  consideration  at  all.  I  should  not  apprehend  any  difficulty  in 
discharging  all  the  matter  that  might  be  turned  into  it,  even  if  careless- 
ness took  place. 

Q.  You  would  not  apprehend  any  difficulty  on  that  score  t  A.  This 
sewer  possesses  a  scouring  capacity  at  the  lowest  grade  of  2.65  feet  per 
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second,  and  a  part  of  it  3.75  feet  per  second.  That  is  the  velocity  of  the 
current  of  the  sewer.  That  is  sufficient  to  take  out  almost  any  matter 
that  might  be  discharged  into  the  sewer.  Two  feet  will  scour  out  what 
we  term  shingle,  or  rounded  stones,  an  inch  in  diameter.  Three  feet  will 
scour  out  angular  stones  two  or  two  and  a  half  inches  in  diameter.  I 
should  not  anticipate,  with  the  grade  of  this  sewer,  any  difficulty  in  tak- 
ing care  of  any  matter  that  might  be  discharged  into  it  from  any  estab- 
lishment or  from  any  drainage. 

Q.  That  which  would  pass  the  catch-basins  would  be  inevitably  di- 
luted 1  A,  Yes,  sir.  This  sewer  is  also  provided  with  gates.  In  case  of 
any  deposit  occurring  in  the  sewer  during  the  high  tide,  these  flushing- 
gates  can  be  used  to  aid  in  the  process  of  scouring  it  out. 

Q,  {by  a  member  of  the  Board),  How  is  this  done  ?  A.  At  high  tide 
the  sewer  is  allowed  to  fill  with  sea-water ;  the  gates  are  shut  till  low  tide, 
and  then  opened  instantly. 

Q.  Is  the  mouth  of  this  sewer  left  open  under  the  bridge  1  A.  No, 
sir ;  there  are  self-acting  tide-gates  near  the  mouth,  probably  twenty  or 
twenty-five  feet  iroxxi  the  mouth  of  the  sewer. 

Q.  Do  they  close  the  sewer  so  that  you  will  get  exhalations  from  it 
at  low  tide  1  A.  No,  sir.  The  provision  made  for  that  is  a  roof  built 
over  the  mouth  of  the  sewer  dischai^ng  into  low  water.  The  arched 
roof  over  the  mouth  of  the  sewer  terminates  below  low-water  mark  and 
prevents  the  wind  from  driving  off  obnoxious  gases  into  the  sewer. 

Q.   Is  that  effectual  '\    A,    \  think  it  will  prove  so. 

Q.  {by  Mr.  Derby),  They  have  been  introduced  at  the  South  End  of 
Boston  1    ^.    I  have  so  understood. 

Q.  And  it  has  been  fo^nd  effective  elsewhere!  A.  It  can  hardly 
prove  otherwise. 

Q,  Is  it  your  plan  to  admit  the  tide  at  the  upper  end  at  all  1  A,  No, 
sir. 

Q.  Tou  entertain  no  doubt,  sir,  that  all  the  sewage,  both  liquid  and 
gas-like,  will  be  carried  off?    A,   1  do  not. 

Q.  (by  Mr,  Muzzey).  Mr.  Chase,  would  it  not  be  easy  to  contrive  some- 
thing by  which  you  could  fasten  the  tide-gates  at  any  time  when  you 
wished  to  accumulate  the  storm  waters.     A,   Yes,  sir. 

Q,  (by  Mr,  McItUire),  One  question  suggests  itself  to  mo.  Mr.  Hast- 
ings testified  here  last  week  that  the  basin  of  the  river  there  at  Craigie*s 
Bridge,  down  perhaps  as  far  as  the  Lowell  Bridge,  was  deeper  than  almost 
any  other  part  of  the  river ;  deeper  than  some  portion  of  the  harbor  even. 
I  would  ask  you  whether  that  would  be  of  any  advantage  to  the  sewer 
if  it  had  to  run  into  a  deep  basin,  as  low  and  perhaps  lower,  of  any  other 
portion  of  the  river  1  A,  At  the  point  of  immediate  dischai^ge  of  this 
sewer,  it  is  not  deeper.  If  it  were  extended  out  to  deeper  water,  it  would 
undoubtedly  be  a  slight  advantage  ;  but  I  should  not  consider  it  a  mate- 
rial one. 

Q.  Would  it  not  have  the  effect  of  catching  that  organic  matter  unless 
there  was  a  rapid  tidal  current  to  take  it  up  1  A.  No,  sir ;  I  don't  think 
the  effect  would  be  very  ipaterial. 

Q,  (by  Mr.  Derby).   A  rival  sewer  is  to  Craigie's  Point  ?    A.  Yes,  sir. 

Q.  The  County  Commissioners  have  asked  for  funds  for  the  extension 
of  the  sewer  near  the  House  of  Correction  'i    A.   I  am  not  aware  of  that. 

Q.   {by  Mr.  NewhaU),  Won't  you  explain  the  roof,  Mr.  Chase,  by  which 
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you  expect  to  prevent  the  escape  of  the  gases  1  A,  The  sewer  at  low 
tide,  the  extreme  lower  end  of  it,  would  be  exposed.  The  tide  being  out, 
this  sewer,  terminating  at  the  bottom  of  the  bridge,  would  be  exposed. 
So  from  the  top  of  the  sewer  there  is  a  shelving  roof,  reaching  down  iuto 
the  water.  This  is  provided  with  a  flood-gate  so  that  in  case  the  sewer 
is  to  be  flushed  out  the  discharge  water  shall  not  force  that  off. 

Q,  (f>y  a  member  of  the  Committee).  Is  there  a  ditch  dug  in.  the  flats! 
A,  No,  sir ;  there  are  no  flats  there.  There  is  no  ground  exposed  at 
Craigie's  Bridge  at  low  water.        • 

Q.  Well,  the  water  does  not  drop  off  suddenly  deep  t  A.  It  does  n't 
until  you  get  off  several  hundred  feet. 

Q.  {by  Mr.  Derby).  The  water  stands  there  at  low  tide  1  A.  Yei, 
sir. 

Q.  {by  Mr.  Mclntire).  How  much  water  is  there,  Mr.  Chase  1  A.  There 
may  be  five  feet,  possibly  ten. 

Q.  Where  this  sewer  comes  in  at  the  comer  df  the  bridge,  it  is  all  laid 
bare  at  low  water  %  A.  Well,  that  would  be  prevented  in  the  construc- 
tion of  the  sewer  so  that  there  would  be  none  at  low  water. 

Testimony  op  J.  R.  N.  Squire. 

Mr.  Muzzey.  Before  asking  any  questions,  I  desire  to  read  the  fol- 
lowing, which  is  the  call  for  the  meeting  at  which  the  Gonunittee  were 
appointed  to  appear  here  :  — 

"  Citizens  of  Cambridge,  —  You  are  notified  to  attend  a  meeting  at 
Institute  Hall,  Cambridge  Street,  East  Cambridge,  on  Monday  evening  next^ 
August  4,  at  8  o'clock,  to  take  such  action  as  mtfy  seem  necessary  for  the  stop- 
page of  the  nuisance  of  Miller's  River  and  its  surroundings." 

Q.  {by  Mr.  Muzzey).  Did  you  attend  that  meeting]  A.  Yes,  sir.  I 
was  present  at  the  meeting,  supposed  to  be  the  second  one. 

Q.  Now  I  wish  to  know  how  many  citizens  of  East  Cambridge  vere 
excluded  from  taking  part  in  that  meeting  1 

The  Chairman.  Mr.  Muzzey,  what  can  that  possibly  have  to  do  with 
the  proposition  before  us  as  to  Mr.  Squire's  establishment  1 

Mr.  Muzzey.  I  offered  it  for  this  purpose  :  we  want  to  show  what  we 
have  already  endeavored  in  some  Ways  to  make  known  to  this  Board,  that 
this  petition  comes  to  you  merely  as  a  petition  of  the  opponents  of  Mr. 
Squire,  who  pretended  to  call  an  open  meeting  of  the  people  of  East 
Cambridge,  but  drove  out  from  thal^  meeting  a  majority  of  the  citiiens 
of  East  Cambridge,  and  then  acted  for  themselves.  I  offer  it  for  thii 
purpose.  When  we  first  assembled  before  your  Honors,  you  will  remem- 
ber that  your  Honors  addressed  to  us  a  communication  contaimng,  i& 
substance,  this  :  — 

"  We  cannot  ignore  the  fact  that  public  sentiment  condemns  yoor  establishments." 

We  want  to  show  your  Honors  that  a  majority  of  the  people  were 
adverse  to  this  action.  We  have  shown  you  that  the  city  governments 
of  Cambridge  and  Somerville  were  against  it ;  now  we  wish  to  show  yon 
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that  a  majority  of  the  citizens  of  East  Cambridge  opposed  it.  These 
gentlemen  are  here  to  prove  that  public  sentiment  is  against  us. 

The  Chairman,  If  any  person  can  show  by  a  public  meeting  what 
public  sentiment  is,  that  might  be  admissible  as  evidence ;  but  I  can't 
see  how  it  can  be  done. 

Mr.  Muzzey,  Then  I  will  put  in  the  report  of  that  meeting  fronj  the 
"  Cambridge  Press."     Mr.  Squire,  you  are  excused. 

The  Chairman,   We  all  know  what  public  meetings  are. 

Testimony  op  John  L.  Porter. 

(To  Mr.  Muzzey.)  I  reside  in  Cambridgeport,  and  have  lived  there  about 
seventeen  years. 

Q.  Have  you  owned  any  land  in  the  vicinity  of  Miller's  River,  and 
Lad  occasion  to  fill  and  prepare  it  for  sale  ]  A.  I,  together  with  Mr. 
B.  F.  Nourse  and  Mr.  Livennore,  bought  four  and  a  Ijalf  acres. 

Tfie  Chairman.   What  is  the  object  of  this  1 

Mr.  Muzzey.  The  object  is  to  show  the  general  character  of  Miller's 
River  surroundings  where  not  affected  by  the  tide. 

Mr.  Mclntire.  It  seems  rather  evident  to  me,  in  regard  to  the  evidence 
concerning  the  public  meeting  — 

Uie  Chairman.    It  is  n't  necessai^  to  go  into  that  again. 

Mr.  Mclntire.  But  I  wish  to  call  your  Honors*  attention  to  one  thing. 
The  respondents  in  this  case  have  shorthand  reporters  here,  and  your 
Honors  have  been  notified  that  a  record  of  the  case  is  to  be  printed.  I 
wish  your  Honors  to  instruct  them  that  that  evidence  shall  not  be  put 
into  the  record. 

Mr.  Muzzey.  The  witness  has  been  ruled  out ;  but  I  don't  see  how 
any  one  can  control  our  reporters.     Mr.  Porter,  will  you  proceed  1 

Witness.  In  1867  wo  bought  a  portion  of  the  land  near  Mr.  Squire's 
&ctory  for  |  4,100.  We  found  it  in  a  filthy  condition,  full  of  pitr 
holes. 

Q,  How  near  was  it  to  the  basin  ?  A.  One  portion  of  it  was  about 
500  feet. 

Q.  Please  describe  the  condition  of  the  land,  and  its  foulness.  A.  We 
found  it  impossible  to  use  the  land. 

Q.  How  did  the  odors  compare  with  those  in  the  vicinity  of  the 
fitctory  1  A.  The  odors  seemed  to  come  from  the  dock,  such  as  we  get 
on  the  South  Cove.  The  smell  was  similar,  and  there  is  no  doubt  about 
its  coming  from  the  dock.  The  land  was  located  between  Cambridge  and 
Gore  Streets,  adjoining  the  Grand  Junction  Railroad. 

Q.  About  what  distance  from  Mr.  Squire's  works  1  A.  One  portion 
of  it  was  about  250  or  300  feet. 

Q.'.  You  compared  the  odors,  and  say  they  were  like  those  from  the 
basins!  You  nlao  say  they  were  like  the  odors  on  the  South  Bay  1  What 
do  you  know  about  the  odors  on  the  South  Bay )    ^.   I  had  occasion. 
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being  in  the  real-estate  business,  to  be  more  or  less  on  the  South  Ck)Te. 
The  paint  on  the  houses  was  discolored,  and  some  houses  bad  been 
vacated.  The  discolorations  were  in  black-blue  streaks,  running  up  aud 
down  ;  and  I  was  told  that  people  would  n't  live  in  them. 

The  Chairman.  It  seems  to  me  that  we  are  having  statements  from 
him  that  have  been  made  before. 

Mr.  Muzzty.  I  will  ask  him  another  question.  (To  tntness.)  Were  there 
any  houses  colored  like  these  on  the  Back  Bay  1    A.   There  were. 

Testimony  of  J.  G.  Chase  {recalled), 

Q.  (by  Mr.  Derby).  I. learn  that  you  have  with  you  a  statement  of  the 
number  of  miles  of  drain  in  Cambridge  1  A.  We  have,  previous  to  the 
constructions  of  this  year,  forty-one  miles. 

Q.  How  do  they  compare,  in  regard  to  grade,  with  the  one  you  propose 
to  construct  ?  A.  Most  of  our  drains  in  Cambridge  are  constructed  upon 
the  same  grade,  —  about  one  inch  in  a  hundred  feet. 

Q.    You  have  some  long  drains  there  ?     A.   Yes,  sir. 

Q.  Which  is  the  longest  1  A.  The  Ninth  Street  drain  is  the  longest 
It  is  about  1,000  feet  in  length. 

Q.  (by  a  member  of  the  Board).  I  think  the  filthy  condition  of  the  low 
land  was  described  by  the  last  witness.  I  should  like  to  ask  you  if  there 
are  any  restrictions  on  building  on  certain  land  up  to  a  certain  grade  t 
A.    None  whatever. 

Q.  The  city  government  nor  tbe  Legislature  has  never  taken  anj 
action  whatever  to  prevent  building  on  these  filthy  low  spots  1  ^.  The 
only  remedy  ever  offered  by  the  Legislature  was  last  winter,  when  power 
was  given  to  the  city  to  order  all  lauds  to  be  filled  up  to  grade.  Previous 
to  that  there  were  no  restrictions  whatever. 

Q.  The  city  of  Cambridge  is  now  acting  on  that  authority  ^  A.  Yes, 
sir ;  we  are  filling  up  five  different  sections  under  that  authority.  There 
was  an  Act  fiye  years  ago  in  regard  to  filling  up  one  district,  and  giving 
them  power  to  do  it. 

Q.  But  no  action  until  last  winter  in  regard  to  the  land  on  this 
side  of  the  river  1  A.  It  was  given  last  winter,  and  it  is  now  being 
done. 

Mr.  Derby.  We  shall  bring  on  one  gentleman  familiar  with  the  con- 
tract, presently. 

Q.  (by  a  member  of  the  Board).  Are  the  street  grades  established  there! 
A.    Yes,  sir,  by  the  same  Act. 

Q.  What  grade  does  the  new  Act  contemplate  ?  A.  The  new  Act  con- 
templates three  feet  above  low  water. 

Q.  (by  Mr.  Derby).  J  will  ask  you  whether,  when  this  levelling  is  done, 
you  do  not  think  these  difficulties  in  regard  to  offensive  odors  will  be 
cured  ?    -4.    I  have  no  doubt  about  that  in  my  mind. 

Testimony  of  William  M.  Riohinos. 

Mr.  Derby  to  Mr.  Mclntire.  This  is  the  fireman  that  you  asked  to 
have  called.     I  will  ask  him  a  few  questions. 

Q.  (to  witness).   It  appears  there  have  been  some  questions  about  ft 
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fireman.  Have  you  been  a  fireman  in  the  employ  of  Mr.  Squire  ^  A.  I 
have,  sir. 

Q,  Have  you  taken  charge  of  the  fire  under  the  boilers  where  the  gas 
which  comes  firom  the  close  tanks  is  introduced )    A,   Yes,  sir. 

Q.  I  will  ask  you  whether  you  have  noticed  the  flame  of  that  jet, 
and  whether  it  has  been  kept  constantly  burning  since  it  was  introduced  1 
JL    Yes,  sir. 

Q.  What  time  have  you  been  in  that  fire-room,  —  how  many  months  1 
A,  About  six  months  in  the  fire-room. 

Q.    Were  you  there  in  July  1    A,    1  was. 

Q.  Did  you  continue  there  until  September  or  October  1  A.  About 
three  months  afterwards. 

Q,  The  flame  of  the  gas  was  carried  in  over  the  furnace  ?  A,  About 
the  centre  of  the  furnace. 

Q,  How  freely  did  it  bum  1  A.  About  five  or  six,  perhaps  seven, 
feet  in  length. 

Q.   Was  it  independent  of  the  fire  of  the  furnace  ?    A.   Yes,  sir. 

The  Chairman,     We  have  had  this  evidence  introduced  before.  .  ] 

Mr.  Derby,     Not  by  this  witness. 
The  Chairman.     We  have  had  it  from  other  witnesses. 
Mr.  Derby.     But  we  want  to  show  it  by  this  man,  who  had  charge  of 
the  fires. 

The  Chairman.     We  have  had  all  this  evidence  from  experts,  before. 

Mr.  Derby.     We  wish  to  prove  it  by  another  expert. 

77ie  Chairman.     The  question  is  whether  this  gas  is  combustible. 

Q.  {by  Mr.  Derby).  Then  I  will  ask  him  if  the  gas  is  brought  into  a 
close  room,  whether  it  will  illuminate  1    A,    It  will,  sir. 

Q.  Can  you  detect  anything  offensive  in  the  room?  A,  Nothing, 
whatever. 

Q,  How  much  flame  ?  A,  About  six  or  seven  feet.  We  were  almost 
alhiid  it  would  set  the  place  on  fire. 

Q.  Did  it  make  any  more  smell  than  common  gas  in  a  house  1  A.  No, 
sir. 

Q.  You  have  seen  it  and  tried  it  yourself?  A.  Yes,  sir,  I  have  tried 
it  myself. 

Q,   Your  fire-room  is  detached  from  the  building  1    A.   Yes,  sir. 

Q.   There  are  no  tanks  in  that  part  of  the  premises  1    A    No,  sir. 

Q.  And  no  flame  except  from  the  boilers  and  flame  of  this  gas  ? 
A.    N0|  sir. 

Q.  You  have  so  tried  it  that  you  are  satisfied  that  there  is  no  smell 
in  the  room  1    A,    I  have,  sir. 

Q.    Never  had  any  smells,  whatever  ]    A,   No,  sir. 

Q.  In  this  insulated  building  there  is  no  flame  except  from  the  boilers 
and  this  gas  ?    A.    None,  whatever. 

Q.  And  this  gas  is  canned  from  the  close  tanks  into  that  furnace  ? 
A.   Yes,  sir. 

,Q.  And  you  noticed  no  offensive  smells  in  that  part  of  the  premises  1 
A.   None,  whatever. 
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Cross-BxanUncUum, 

Q.  (by  Mr.  Mclntire),  Are  you  in  charge  of  the  rendering  room  nowl 
A,   I  am  night  watchman. 

Q.   You  are  still  in  the  employ  of  Mr.  Squire  %    A.   Yes,  sir. 

Q,  You  had  charge  of  the  fire  on  that  night  of  the  31st)  jl.  I  had 
charge  of  the  fires ;  but  I  don't  have  charge  of  the  furnace  except  to  look 
after  the  fires. 

Q.  How  long  did  you  have  charge  of  the  fires  t  A.  Until  I  went 
away. 

Q,   Who  has  charge  of  them  now  ]    -4.   A  man  named  Sumner. 

Q.    Why  did  you  leave  that  work  ?    A,    It  was  too  hard  work  for  me. 

Q,  Did  you  ask  to  be  relieved  1  A.  Yes,  sir.  The  work  was  too 
hard,  and  I  had  to  give  up  the  job  or  get  another  place. 

Q,  Who  had  charge  of  the  tanks  on  the  31st  of  July!  A,  I  don't 
know. 

Q.    Who  has  had  since  then  *{    A,   k  man  named  Brannagan. 

Q,   Where  is  he  now  %    A,   He  is  away,  sir,  —  I  don't  know  where. 

Q.  Why  did  he  leave,  —  because  he  was  sick  ?  A.  It  was  owing  to 
his  pay  being  cut  down  and  his  not  liking  his  job. 

Q.  Who  had  charge  before  Brannagan  %  A.  \  don't  know.  Branna- 
gan had  charge  of  them  for  two  years.  He  had  charge  of  them  during 
my  time. 

Q,   Did  he  have  charge  of  the  pipes  above  the  fires  ?    A,    He  did. 

Q.  Was  there  not  some  trouble  about  the  way  he  took  care  of  the 
valves  1  A.  On  the  night  of  the  3 let  there  was  a  fresh  man  put  in  hi» 
place,  and  he  allowed  the  water  to  get  too  much  heated,  and  the  steam 
condensed  ;  and  that  did  n't  allow  the  gas  to  go  through  the  furnace. 

Q.  Has  n't  there  been  trouble  since  then  with  some  one  1  Q.  None, 
whatever.     It  has  burned  satisfactorily  in  my  time.     I  watch  it  now. 

Q.    You  don't  know  where  Brannagan  is  now. 

Mr,  Derby.    You  shall  have  him  if  you  wish.     We  will  bring  him  here. 

Q.  (by  Mr.  Mchttire).  Do  you  know  whether  they  have  been  moved  t 
A.  I  believe  they  were  moved  within  a  day  or  two  to  make  it  perfectly 
tight,  which  it  is  at  the  present  time. 

Q.  (by  Mr.  Derby).  Is  there  a  part  of  the  night  when  the  rendering 
process  is  not  going  on,  when  those  gases  arc  not  lighted  1  A.  The  pipe  ii 
always  kept  open. 

Q.   The  rendering  always  goes  on  during  the  night  %    A,    Alwaya 

Q.  (by  Mr.  Mclntire).  Have  you  been  sick  since  you  have  been  there 
at  night  1  -4.  I  am  on  during  the  night  and  have  been  for  two  or  thre« 
months.     I  have  gained  twelve  pounds  in  flesh. 


Testimony  of  John  McSorlby. 

Q.  (by  Mr.  Derby).    Where  do  you  reside  1    A.    In  East  Cambridge. 

Q.  I  would  inquire  whether  you  are  a  member  of  the  Board  of  Alder 
men  of  Cambridge  1     ^.    I  am  an  Alderman  elect 

Q.  You  have  had  occasion  to  visit  this  district  which  is  infested  widi 
these  bad  smells  1    A.    Yes,  sir. 

Q.  Are  you  familiar  with  the  contract  for  filling  up  a  part  of  that 
district  ?    A.  My  brother  has  a  contract  to  fill  up  the  Cambridge  Street 
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district  which  is  bounded  by  the  Somerville  line,  Webster  Avenue,  and 
Cambridge  Street,  and  the  Grand  Junction  Raib-oad. 

Q,  You  have  had  occasion  to  visit  this  district  "i  A,  I  am  there  every 
day. 

Q.  Will  you  describe  the  condition  in  which  you  found  this  land  when 
you  first  went  there  1  A,  I  have  nothing  to  do  with  the  basin.  This 
contract  is  for  the  land.  My  brother's  contract  is  for  the  Cambridge 
Street  district,  so  called. 

The  Chairman,  Where  is  thati  A,  It  is  bounded  by  the  Grand 
Junction  Railroad,  within  a  hundred  feet  of  the  line  of  Mr.  Squire*s 
fiustory.  There  is  nothing  but  the  Grand  Junction  Railroad  between 
that  and  Mr.  Squire's  establishment.  Then  we  go  up  the  Somerville 
line,  along  Gore  Street,  taking  in  Webster  Avenue,  over  to  Cambridge 
Street,  and  back  to  the  Graud  Junction  Railroad. 

Q.  Will  you  describe  the  condition,  in  respect  to  filthiness,  in  which  you 
found  this  river  ?  A.  My  brother  contracted  with  the  Fitchburg  Railroad 
to  furnish  gravel  for  filling  up  this  district.  He  had  fillings  to  make  to 
make  way  for  the  train  and  let  the  railroad  come  in,  to  lay  the  sleepers 
to  Huntington  Street  We  had  to  come  through  a  large  pool  of  water. 
That  water  was  almost  sickening,  being  filled  with  dead  hogs,  dead  cats 
and  pigs,  and  I  don't  know  how  many  fish.  There  were  people  in  that 
district  who  kept  fish  until  it  was  n't  fit  to  be  sold,  and  then  threw  it 
into  the  pools.     I  found  the  relics  there. 

Q.  You  found  many  pieces  there  1  A,  1  think  there  were  thousands 
of  fish  there.  There  are  cellars  around  there  with  from  two  to  three 
feet  of  water  in  them,  and  the  sinks  and  water-closets  running  into  the 
same  cellars.     It  is  not  a  very  agreeable  place  to  be  in. 

Q.  But  did  you  find  any  cellars  there,  while  you  were  laboring,  where 
people  became  sickened  by  the  smells  coming  up  1  A.  I  have  become 
sick  there  myself. 

Q.  Have  you  known  of  others  becoming  sick  1  A.  All  I  do  know  I 
went  into  Mr.  McCabe's  cellar,  which  is  possibly  within  five  himdred  feet 
of  Mr.  Squire's  property.  I  went  in  there  to  give  the  men  the  grade.  My 
brother  bad  been  in,  and,  finding  a  not  very  agreeable  odor,  told  me  to 
put  a  plank  in.  When  they  did  put  the  plank  in  it  disturbed  the  sur- 
fBnoe  of  the  water.  My  stomach  has  always  been  considered  a  pretty 
strong  one,  but  this  was  the  first  time  I  found  it  was  necessary  to  dis- 
charge. I  did  n't  come  back  the  next  day,  and  my  brother  told  me  every 
man  had  to  quit  work. 

Q.  Are  there  many  cellars  in  this  condition  1  A.  About  nine  out  of 
ten. 

Q.  About  how  many  such  cellars?  A,  On  the  district  there  are 
possibly  two  hundred  and  fifty  houses. 

Q.  And  nine  out  of  ten  in  that  condition  1  A,  Yes,  sir,  but  not  all 
as  bad  as  that.  They  had  enough  in  their  oellars  to  make  anybody  sick 
who  wanted  to  take  the  benefit  of  it. 

Q,  Now  state  what  is  being  done  in  regard  to  filling  up  that  district  t 
A»    That  part  of  the  district  is  now  about  half  filled. 

Q,  The  gravel  is  brought  down  on  the  Fitchburg  Railroad  and  dis- 
tributed ?    A.    It  is,  sir. 

The  Chairman,  It  has  been  suggested  that  this  is  unnecessarily' taking 
up  the  time  of  the  Board. 
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Mr,  Derby.  I  only  wish  the  Board  to  understand  the  scale  on  which 
Mr.  Squire  is  filling  up.  That  is  the  only  point,  but  it  is  important  to 
us. 

The  Chairman,  We  will  admit  that  Mr.  Squire  is  doing  evCTything, 
— that  he  is  doing  more  than  all  the  rest. 

Q.  {by  Mr,  Derby),  Will  you  in  a  few  words  just  give  a  general  idea 
of  the  scale  on  which  the  work  is  being  done  ?  A.  There  are  four  or  five 
contracts  now.  There  are  three  in  the  city  of  Cambridge,  and  Mr. 
Norcross  has  another  iu  Somerville.  My  impression  is  that  Mr.  Squire  haa 
done  more  grading  and  filling  than  the  four  or  five  others  put  together. 

Mr,  Newludl,  The  whole  of  that  is  that  the  Legislature  have  required 
the  basins  to  be  filled,  and  they  are  filling  the  low  land  around  them. 
You  claim  that  you  are  filling  all  the  low  land  there  % 

Mr,  Derby,    Yes,  sir. 

Mr,  NewhalL    Is  n*t  that  the  whole  of  it  1 

Mr,  Derby,    We  only  wish  to  show  the  scale  on  which  it  is  going  oil 

Mr,  NewhalL   Do  you  understand  that  all  this  low  land  is  to  be  filled  1 

Mr.  Derby.    Up  to  the  grade  of  thirteen  feet  above  mean  low  water. 

Mr,  Muzzey,  It  is  the  intention  to  go  to  the  Legislature  for  authori^ 
to  oblige  the  filling  of  those  flats  this  winter.  It  is  recognized  aa  neoee* 
sary  to  be  done. 

Q.  (Sy  Mr,  Mclntire),  Is  n't  that  dark  spot  on  the  map  where  you  an 
filling]    A.  Yes,  sir. 

Q,    That  is  north  of  Cambridge  Street  ]    A,   Yes,  sir. 

Q.  (by  Mr.  Newhall),  There  has  never  been  any  action  to  prevent 
building  houses  on  this  territory]  A.  None  whatever,  except  about  five 
years  ago,  I  remember  an  order  of  the  city  government  to  fill  the  Wash- 
ington Street  district.  I  amended  that  order  so  as  to  include  all  the  low 
lands  in  this  territory  which  my  brother  is  filling  now,  but  the  city  go?- 
emment  saw  fit  not  to  adopt  my  proposition. 

Q,  And  the  city  government  never  did  anything  to  take  care  of  tbii 
territory  at  all  1     A,    No,  sir. 

Q,  {by  Mr,  Derby).   It  has  been  greatly  neglected  1    A.   Yes,  sir. 

Q,  Whence  come  the  oflfensive  smells  in  Cambridge  and  Somervillet 
do  you  think,  —  you  having  been  among  them  1  A,  Well,  sir,  they 
came  from  various  sources,  but  my  opinion  is  that  their  greatest  source  if 
the  low  ground  of  the  Miller's  River  basins. 

Q,  What  is  your  opinion  of  the  filling  of  that  basin  and  low  ground 
in  regard  to  extinguishing  the  smells  ?  A,  My  opinion  is  that  the  cause 
of  the  complaint  will  be  done  away  with. 

The  Chairman,  That  is  his  opinion  as  an  Alderman  elect  ol  CSam- 
bridge. 

Q,  (by  Mr,  Derby).  That  is  the  result  of  your  observation,  —  you  have 
been  familiar  with  this  country' for  twenty  years?  A.  Yes,  sir,  I  hate 
lived  in  East  Cambridge  twenty-three  years,  or  will  have  been  neit 
January,  and  I  have  lived  within  two  hundred  feet  of  the  basin  half  of 
that  time,  —  from  1859  to  1872. 
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Q.  Do  you  know  what  discolors  the  paint  t  j1.  I  could  n't  say  that  I 
know,  but  I  think  ;  I  am  not  a  chemist,  but  I  am  satisfied  in  my  own 
mind  that*  the  discoloration  comes  from  the  nuisances  that  lay  in  the 
basins. 

The  Chairman,  Have  you  ever  smelt  anything  offensive  from  Mr. 
Squire's  establishment  ?  A,  Yes,  sir ;  I  have  smelt  that  which  would 
be  called  offensive. 

The  Chairman,  How  often  have  you  smelt  anything  offensive  from 
Mr.  Squire's  establishment  1    A.   That  I  could  n't  say. 

The  Chairman,  Well,  once  a  week  or  a  month  1  ^.  I  am  not  pre- 
pared to  say. 

Q,  (by  Mr.  Derby),  Take  the  past  year,  —  have  you  perceived  any- 
thing i  A.  1  really  could  n't  say  ;  noising  that  I  would  call  offensive. 
I  have  been  in  many  establishments  and  found  smells  there  that  I  would 
not  call  agreeable. 

Q.  What  do  you  call  not  agreeable,  —  the  smell  of  the  pig  ?  A,  The 
smell  of  the  pig  I  don't  like. 

The  Chairman,  Have  you  smelt  anything  outside  ?  -4.  I  would  n't 
say  that  I  have,  and  would  n't  say  that  I  have  not. 

Q,  {by  Mr,  Derby),  Do  I  understand  that  you  have  occasionally  smelt 
the  smell  of  the  pig  and  the  smell  of  the  lard,  but  you  have  not  smelt 
them  inside  of  six  months  ?  A,  Yes,  sir ;  I  have  inside  of  four  days. 
I  have  smelt  the  tiying  of  lard  there  and  the  smell  of  the  hog-pen. 

The  Chairman,  Within  three  or  four  days?  A,  Yes,  sir;  and  I  must 
confess  that  I  was  perfectly  astonished  that  so  large  a  number  of  hog- 
pens could  be  there  when  there  is  so  little  smell  from  them. 

Q,  (by  Mr,  Derby),  And  you  were  astonished  that  there  was  so  little 
smelll    A.   Yes,  sir,  I  was.  # 

Q,  You  do  not  smell  anything  offensive  outside  1    A,   No,  sir. 

The  Chairman.  He  said  two  minutes  ago  that  he  could  n't  state  whether 
he  had  or  not. 

Q,  (by  Mr.  Derby),  You  have  been  there  within  these  few  days  past ; 
did  you  smell  anything  offensive  1    A,  No,  sir. 

Q,  Have  you  within  the  last  month  or  two  smelt  anything  outside,  — 
you  go  by  there  every  day  1    A,.   Yes,  sir ;  half  a  dozen  tiihes  a  day. 

Q,  Now  state  whether  you  have  seen  anything  offensive  in  that  way. 
A.  I  am  satisfied  that  I  have  not. 

Cross-Examination, 

Q.  (by  Mr,  Mclntire),  You  say  you  have  smelt  offensive  smells  from 
that  establishment  1  ^.  I  have  been  in  there  and  have  smelt  smells 
that  are  offensive  to  me. 

Q.  Well,  outside,  —  have  you  smelt  anything  offensive  t  ^.  I  don't 
say  that  I  could  smell  anything  distinctly.  I  have  smelt  smells  that 
Were  offensive. 

Q,  But  did  n't  you  distinguish  smells  while  living  so  near  the  basins, 
< —  could  n't  you  distinguish  the  smells  from  the  establishment  and  the 
other  smells  'i  A,  1  don't  really  know  that  I  could  safely  say  that  I 
have.     I  have  smelt  bad  smells. 

Q,  But  you  don't  know  that  you  have  distinguished  one  from  the 
other  t    ^.    I  could  n't  single  it  out  that  I  know  of. 

Q,   Do  you  remember  a  meeting  we  had  a  year  ago  before  we  went  to 
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|ill  that  intervenes  between  you  and  the  estab- 

^etween  you  and  the  establishment  1    A.  Tes,  sir. 
fished  odors,  but  not  rendering  odors  1    A.   No, 

1*  odors  were  they  1    A.    1  have  distinguished  the  dock 

1^  0  from  the  House  of  Correction  sewer;  also  an  unpleasant 

jaes  from  the  filling  in  of  Second  Street,  where  the  garbage 

/  of  Boston  is  deposited.     At  the  comer  of  Spring  Street 

iling  in  with  garbage  which  the  Health  Department  gathers 

a  streets,  and  I  have  known  a  very  offensive  smell  to  come  from 

'  That  is  where  you  get  the  smell  1    ^.   I  have  smelt  that  with  the 

Q.  (by  Mr,  Derby),   The  other  smell  is  from  the  docks  t    A.   The 

er  smell  is  from  the  docks  and  basins. 

?.  (by  Mr.  Mclntire),   Do  you  know  whether  any  odors  of  the  past 

amer  have  affected  any  member  of  your  family,  —  your  son,  for  in- 

Dce ;  he  sleeps  in  the  front  of  the  house  1    A,  They  have  smelt  a  smell 

in  the  attic  of  the  house. 

Q.   He  sleeps  up  there  %    A,    \  have  three  boys  sleeping  there. 

Q.  Which  of  them  has  been  affected  1    A,  The  youngest  one. 

Q.   How  did  it  affect  him "{     A,   1  could  n't  say  that  it  came  from 

I. 

Q.  Tour  son  says  he  has  smelt  it  ?    A,   1  would  n't  say  that  my  son 

smelt  it.     I  say  that  part  of  the  family  have  said  they  smelt  it  one 
two  nights.  A 

Q,  They  did  n't  mean  this  garbage  smell  1  A,  They  did  rft  go  into 
ails  at  all.  I  supposed  it  was  the  general  smell  in  East  Cambridge, 
;  did  n't  make  any  direct  examination  of  it. 

{?.  {by  Mr.  Derby),    Have  you  in  former  times  tried  out  soap  %    A.   1 
'e  been  the  city  collector,  and  collected  the  grease  and  tried  it  out 
mty  years  ago. 
Q,   You  know  the  smell,  then  ;  is  there  any  difference  between  it  and 

smell  of  lard  ?    A,   There  is  as  much  difference  as  between  chalk  and 


Q,  Now,  the  smells  that  you  have  encoimtered  in  Cambridge,  — 
'6  n't  they  come  from  this  putrid  grease  t  ^.  I  think  they  have,  in- 
iablv. 

!/.  And  as  you  have  taken  it  and  tried  it,  you  think  you  recognise  it  1 
I  think  so. 
^.   There  can  be  no  mistake  about  it  1    A,   1  think  not,  sir. 

Testimont  of  Perry  Clark. 

?.  (by  Mr,  Muzzey),  Are  you  in  the  service  of  the  city  of  Boston  as  a 

ice-officer  '\    A.   1  am,  sir. 

?.   Does  your  beat  include  Charles  Street  1    A,   It  does  not  now,  but 

dto. 

?.   How  recently  %    A.   1  was  there  in  the  summer. 

?.    In  passing  along  through  that  portion  of  your  beat,  have  you 

iced  disagreeable  odors  1    ^   At  low  water  I  have. 
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the  Cambridge  Board  of  Aldermen,  which  waa  an  indignation  meeting  of 
the  citizens  who  inaugurated  this  movement  1    ^   I  da 

Q,  And  you  made  some  remarks  in  regard  to  this  smell  %  A,  Yes, 
sir. 

Q,  And  that  your  remarks  were  directed  to  the  establishment  1 
A.  No,  sir.  If  I  remember  distinctly  what  my  remarks  were^  I  stated 
then  that  if  the  basin  were  filled  the  great  cause  of  complaint  would  be 
done  away  with,  and  if,  after  that  was  filled  up,  the  offensive  odor  con- 
tinued, then  1  should  say  wipe  John  P.  Squire  k  Co.  out,  and  shoold  aay 
so  to-day. 

Q,  Don't  you  remember  the  remarks  of  many  of  the  parties  were  to 
the  effect  that  these  establishments  should  be  wiped  out,  and  the  result 
of  that  meeting  was  that  the  citizens  went  before  the  Cambridge  Board 
of  Aldermen  and  commenced  proceedings  1    A,  Yes,  sir. 

Q.  Don't  you  remember  having  been  befora  the  Mayor  and  Board  of 
Aldermen,  and  made  some  remarks  to  the  effect  that  if  these  estaUish- 
ments  were  not  so  extensive  they  would  have  been  wiped  out  before! 
A.  Yes,  sir.  I  remember  Mayor  Houghton  told  me  they  were  going  to 
take  some  action  against  John  P.  Squire  &  Co.,  and  that  would  be  s 
strong  inducement  for  me  to  be  a  firiend  of  his.  I  told  him  that  that 
was  n't  any  inducement  to  me  to  vote  for  him.  It  was  my  opinion  that 
if  public  sentiment  were  so  strong  against  small  institutions  as  it  was 
against  Mr.  Squire  they  would  be  wiped  out,  and  that  is  my  opinion 
to-day. 

Q.  And  you  remarked  that  if  they  were  done  up  into  twenty-five  dol- 
lar packages  they  would  be  wiped  out  ?  A,  That  is  my  opinion,  and  it 
is  as  I  have  stated. 

Q.  I|^ve  n't  you  smelt  what  has  been  testified  to  here  as  the  rendering 
odorl     A,  Yes,  sir. 

Q.  I  mean  the  intense  rendering  odor  1  A,  1  have  smelt  it  hundreds 
of  times  this  past  twenty  years. 

Q.  Do  you  know  where  that  comes  from  'i  A.  I  am  satisfied  that  it 
coraes  from  some  of  those  institutions,  but  I  have  never  traced  it. 

Q.  And  you  have  never  traced  it  to  its  source,  although  you  hsTe 
smelt  it  a  nunlber  of  times  1    A,  Yes,  sir. 

Q.  Now,  have  n't  you,  at  your  place,  often  smelt  the  rendering  of  sweet 
lard  1     -4.    I  may,  possibly,  but  don't  recollect. 

Q.  You  never  smelt  the  hog  away  from  the  institution  %  A.  1  haTe 
no  idea  of  having  smelt  the  hog  smell  at  my  house. 

Q.  Your  house  is  almost  due  east  from  Mr.  Squire's  establishooentt 
A,  Yes,  sir. 

Q.  And  the  hogs  were  delivered  to  the  west  of  the  establishment, » 
that  his  establishment  would  be  between  you  and  the  place  of  delivery' 
A,  Yes,  sir. 

Q.  When  did  you  leave  the  place  where  you  lived  so  near  the  basin  t 
A,  A  year  ago,  the  latter  part  of  last  June. 

Q,  Where  you  live  now  is  on  Spring  Street,  on  the  comer  of  Third ' 
A,   Yes,  sir ;  the  lot  is  on  the  comer. 

Q,  At  your  house  have  you  distinguished  any  odors  during  last  sum- 
mer 1    -4.    I  have  this  last  week. 

Q.  Did  you  distinguish  any  of  those  intense  rendering  odors  last  sum- 
mer at  the  house  you  now  live  in  1    A,    None  of  them  at  alL 

Q,   Or  any  of  your  folks  1    A,   Not  that  I  know  of. 
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Q,  Tou  are  over  the  hill  that  intervenes  between  you  and  the  estab- 
lishment 1     A.  Yes,  sir. 

Q.   So  the  hill  rises  between  you  and  the  establishment  1   A,  Yes,  sir. 

Q,  You  have  distinguished  odors,  but  not  rendering  odors  1  A,  No, 
sir. 

Q.  What  kind  of  odors  were  they  1  JL  I  have  distinguished  the  dock 
odors,  which  come  from  the  House  of  Correction  sewer;  also  an  unpleasant 
odor,  which  comes  from  the  filling  in  of  Second  Street,  where  the  garbage 
from  the  city  of  Boston  is  deposited.  At  the  comer  of  Spring  Street 
they  are  filling  in  with  garbage  which  the  Health  Department  gathers 
up  on  the  streets,  and  I  have  known  a  very  offensive  smell  to  come  from 
that. 

Q,  That  is  where  you  get  the  smell  'i  A,  1  have  smelt  that  with  the 
rest. 

Q.  (by  Mr.  Derby).  The  other  smell  is  from  the  docks  1  A,  The 
other  smell  is  from  the  docks  and  basins. 

Q,  (by  Mr,  Mclntire),  Do  you  know  whether  any  odors  of  the  past 
summer  have  affected  any  member  of  your  family,  —  your  son,  for  in- 
stance ;  he  sleeps  in  the  front  of  the  house  1  A,  They  have  smelt  a  smell 
up  in  the  attic  of  the  house. 

Q.    He  sleeps  up  there  1    ^.    I  have  three  boys  sleeping  there. 

Q.  Which  of  them  has  been  affected  1    A,  The  youngest  one. 

Q,  How  did  it  affect  him  'i  A,  1  could  n't  say  that  it  came  frt>m 
this. 

Q.  Your  son  says  he  has  smelt  it  1  A.  1  would  n't  say  that  my  son 
has  smelt  it.  I  say  that  part  of  the  family  have  said  they  smelt  it  one 
or  two  nights.  j 

Q.  They  did  n't  mean  this  garbage  smell  1  A,  They  did  rft  go  into 
details  at  all.  I  supposed  it  was  the  general  smell  in  East  Cambridge, 
bat  did  n't  make  any  direct  examination  of  it. 

(?.  (by  Mr,  Derby).  Have  you  in  former  times  tried  out  soap  1  -4.  I 
have  been  the  city  collector,  and  collected  the  grease  and  tried  it  out 
twenty  years  ago. 

Q,  You  know  the  smell,  then ;  is  there  any  difference  between  it  and 
the  smell  of  lard  ?  A,  There  is  as  much  difference  as  between  chalk  and 
cheese. 

Q.  Now,  the  smells  that  you  have  encoimtered  in  Cambridge,  — 
have  n*t  they  come  from  this  putrid  grease  1  A,  I  think  they  have,  in- 
Tariablv. 

Q,  And  as  you  have  taken  it  and  tried  it,  you  think  you  recognize  it  Y 
A.    I  think  so. 

Q,   There  can  be  no  mistake  about  it  1    A,   I  think  not,  sir. 

Testimony  op  Perry  Clark. 

Q,  (by  Mr.  Mmzey).  Are  you  in  the  service  of  the  city  of  Boston  as  a 
police- officer  ^    A,   \  am,  sir. 

Q.  Does  your  beat  include  Charles  Street  1  A,  It  does  not  now,  but 
used  to. 

Q.    How  recently  1    -i.    I  was  there  in  the  summer. 

Q.  In  passing  along  through  that  portion  of  your  beat,  have  you 
tioticed  disagreeable  odors  1    A,   At  low  water  I  have. 
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Q.  Have  you  been  over  to  the  establishment  of  Mr.  Squire  to  ascertain 
whether  you  could  trace  those  odors  which  you  found  in  that  neigh- 
borhood 'i    A.   I  have. 

Q.  State  the  result  of  your  observation.  A,  I  went  to  Mr.  Squire's 
with  a  friend,  and  was  there  something  like  an  hour  and  a  half  or  two 
hours  ;  we  went  all  over  the  place. 

Q.  What  did  you  ascertain  in  regard  to  the  origin  of  the  smells  ^  A,  I 
could  n^t  find  any  smell  there  except  where  they  were  trying  bund. 

Q.  Did  you  find  any  odors  whatever  like  the  smells  you  distinguished 
in  Charles  Street  1    A,  I  did  not. 

Cross-ExamimUion, 

Q,  (by  Mr,  Mclntire),  How  came  you  to  go  there  %  A.  1  had  se«i  so 
much  in  the  papers  about  the  place  that  I  thought  I  would  go  there  and 
look  it  over.     There  was  a  friend  from  the  country  with  me. 

Q.   Did  you  go  into  the  hog-pen  1     A,    I  did. 

Q,  Did  you  smell  anything  there  1  A,  Nothing  more  than  what  I 
would  smell  where  pigs  were. 

Q.  Then  you  mean  you  did  smell  the  pigs  ^  A.  Yes,  sir.  The  pens 
were  all  charcoaled  over  where  the  pigs  had  been  taken  out. 

Testimony  op  John  H.  Stevens. 

Q.  {by  Mr,  Muzzey),  Where  do  you  reside,  and  what  is  your  business  t 
A,  I  live  in  Cambridgeport,  my  business  is  plumbing,  and  I  have  been 
practically  engaged  in  it  twenty  years. 

Q.  Does  your  business  extend  into  Boston,  over  the  Back  Bay  and 
into  Charles  Street  1     A,   Yes,  sir. 

Q,  What  portion  of  your  business  has  been  in  that  vicinity  1 
A,    Perhaps  twenty  per  cent  in  the  last  three  or  four  years. 

Q.  Are  you  familiar  with  the  general  condition  of  the  houses  and 
drains  on  the  Back  Bay  and  the  shore  of  Boston  1 

The  Chairman.  Is  it  in  regard  to  his  opinion  only  %  The  Board  viH 
admit  there  is  excessive  faeces  on  the  West  Boston  shore. 

Mr.  Muzzey,  I  propose  to  show  by  Mr.  Stevens,  who  is  a  man  of  great 
experience  in  his  business,  —  he  understands  the  philosophy  of  it  better 
than  any  man  I  know,  —  I  propose  to  show  that  the  odors  which  iuf(»t 
the  Back  Bay  are  traceable  to  defects  in  the  traps  and  sewers,  and 
that  sewers  which  are  laid  in  the  made  land  have  broken  away.  I 
really  believe  it  would  be  useful  to  this  Board,  outside  of  this  case,  to 
know  about  this. 

Dr,  Derby,  It  is  the  business  of  this  Board  to  know  about  those 
things. 

Mr,  Muzzey,  I  know  that,  but  I  think  it  would  be  useful  to  this 
Board  to  hear  his  experience.     It  is  a  fresh  point. 

Dr,  Derby,    The  patience  of  this  Board  may  be  exhausted. 

Mr.  Muzzey,  We  shall  show  that  there  are  the  same  smells  in  Chest- 
nut Street  and  on  the  Back  Bay  that  have  been  observed  on  Miller's 
River.     We  shall  show  some  strong  points.     We  will  show  another  thing. 
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This  gentleman  has  a  trap  which  could  be  applied  to  those  houses  and 
surely  prevent  trouble  from  the  sewers. 

Dr,  Derby,    Cannot  he  show  us  a  drawing  of  this  trap  1 

Q.  (5y  Mr,  Muzzey),  Will  you  state  in  what  particulars  you  have  found 
the  traps  and  sewers  defective  in  this  distinct  1  A,  In  regard  to  sewers, 
I  have  had  but  very  little  experience.  In  some  cases  we  have  found  a 
defect  in  the  trap,  and  that  being  connected  directly  with  the  sewer,  the 
action  of  the  tide  in  pressing  back  the  atmosphere,  if  the  hole  is  ever  so 
small,  makes  the  smell  perceptible  all  over  the  house. 

Q,  {by  a  member  of  the  Board),  That  is  from  the  trap  1  A,  No,  sir, 
from  the  sewer ;  it  is  before  being  connected  with  the  trap,  after  partially 
filling  the  sewer-pipe  leading  to  it.  When  the  tide  goes  out  it  is  very  apt 
to  take  away  —  and  has  taken  away  in  many  cases  —  the  water  from  the 
trap.  Then  there  is  direct  communication  between  the  sewer  where  it 
discharges  and  the  apartments. 

The  Chairmaju  This  whole  subject  has  been  reported  upon  in  the 
State  Board  of  Health  reports.  You  will  remember  that  your  own  wit- 
ness gave  evidence  in  regard  to  the  unsafeness  of  traps. 

Mr.  Mfuzey,  I  will  withdraw  the  witness  then,  and  ask  him  to  exhibit 
to  the  Board  his  drawing  of  a  perfect  trap. 

7%«  Chairman.  Really  it  seems  to  me  that  this  is  n't  a  question  which 
the  Board  has  anything  to  do  with.  If  the  members  of  the  Board  wish 
to  hear  it,  I  shall  not  object. 

Mr.  Muzzey.  It  has  been  stated  that  it  is  not  possible  for  the  contents  of 
Mr.  Squire's  establishment  to  go  into  the  sewer,  and  that  under  certain 
conditions  the  odors  of  the  sewer  will  go  into  the  houses.  I  propose  to 
show  that  it  can  be  done  without  offence. 

The  Chairman.    That  has  been  shown. 

I>r.  Derby.  Of  making  of  traps,  Mr.  Muzzey,  there  is  no  end:  I  can 
show  you  whole  volumes  on  the  subject. 

n^  Chairman.  I  understand  it  that  the  Board  does  n't  wish  to  hear 
it^  and  I  shall  rule  it  out. 

Mr.  Muzzey.  If  there  be  no  objection  to  its  being  left,  I  should  like  to 
hand  the  drawing  to  your  Honors  for  examination. 

The  Chairman.    There  is  no  objection. 

Testimony  oy  John  P.  Squire  {recalled). 

Q.  {by  Mr.  Mitzzey).  Before  you  began  the  business  of  trying  lard  in 
East  Cambridge,  where  was  it  conducted  1  A.  Principally  in  South  Bos- 
ton. 

Q.    In  what  manner  did  they  try  it  1    A.  By  open-fire  kettles. 

Q.  In  what  neighborhood,  as  to  the  number  of  people  1  A.  Densely 
populated. 
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Testimont  of  Charlis  K  Avebt  {recalled). 

Q,  (by  Mr,  Derby),  *I  would  ask  jou  whether  joa  have  made  any  in- 
▼estigatioDB  with  regard  to  the  securitj  of  drains  and  traps  in  keeping 
back  odors  Y  ^  I  have  had  occasion  to  make  quite  a  lai^  number  of 
experiments  in  regard  to  traps,  and  have  found  that  all,  including  S-trapSy 
D-trape,  water-closet  traps,  and  bell-traps,  are  necessarily  imperfect,  ex- 
cept the  improved  form  of  bell-traps,  as  set  by  expert  plumbers.  U  that , 
is  not  rightly  set  it  will  siphon  out  as  the  others  do.  If  properly  set  it 
will  allow  free  passage  of  the  air. 

Q.  Will  you  explain  whether  there  is  any  perfect  system  of  trapl 
A.  I  think  there  is  a  perfect  system  of  trap  in  which  a  ventilatii^-pipe  if 
carried  to  the  top  of  the  house.  At  the  beginning  of  the  intersectioa 
there  is  a  T-joint  that  runs  to  the  conducting-pipe,  giving  a  natiual 
chimney  to  carry  off  the  draught. 

The  Chairman,  This  Board  feel  that  this  is  of  no  use  whatever ;  that 
they  understand  all  about  it  that  is  necessary  for  their  purpose. 

Q,  {by  Mr.  Derby),    I  will  merely  ask  the  method  of  consumption  of 
putrid  gases.      A.   I  was  engaged  for  three  months  in  the  investigatioii 
of  methods  of  consuming  putrid  gases.     There  were  multitudes  of  experi- 
ments.    I  have  two  perfect  systems  :  first,  by  mingling  air  at  a  red  heat 
with  the  putrid  gases,  by  combustion.     The  result  of  this  experiment 
showed  that  there  was  no  need  of  passing  these  gases  through  the  fire. 
They  were  destroyed,  although  they  were  not  on  fire ;  they  did  not  take 
fire,  but  simply  mingled  with  the  hot  draught     I  had  a  great  many  men 
there,  who  stood  to  the  leeward  of  the  gases  and  all  around  them,  and 
trying  to  smell  them  at  a  distance.     We  also  found  we  could  remove 
these  gases  by  filtration  through  charcoal.     We  found  that  mixing  with  a 
hot  column  of  fire  we  had  the  same  thing.     We  tried  pull-fires  and  a 
great  many  other  contrivances.     We  found  in  all  cases  of  experiments 
with  putrid  meats  that  forty  pounds  of  coal  on  a  grate  in  a  brisk  combna- 
tion  would  deodorize  five  hundred  pounds  of  putrid  meat,  boiling  on  one 
half  of  a  revertory  furnace.     We  found  this  apparatus  to  give  entire  sat- 
isfaction without  any  visible  combustion  on  the  surface  of  the  putrid 
gases.     Some  of  the  hottest  flames  known  to  chemistry  are  invisible  in 
the  light.     I  quote  the  Butisen  burner  and  the  oxyhydrogen  blow-pipe  as 
instances.     I  have  examined  the  gases  at  Mr.  Squire's  factory  when  bun- 
ing  in  the  boiler-room.     It  was  not  under  the  boiler.     The  flames  reached 
up  some  ten  feet.     My  nose  is  not  an  East  Cambridge  nose,  but  it  is  a 
tolerably  good  one,  and  I  could  smell  nothing.     The  gases  were  com- 
pletely burned.     I  am  satisfied  that  the  smell  could  n't  be  detected. 

Q.  I  will  ask  you,  with  regard  to  the  filtering  of  air  through  charocil 
whether  the  air  must  pass  through  it  t  A.  There  is  no  need  of  the 
removal  of  any  factory  on  account  of  any  gases  tainting  the  air  out- 
side. I  except  chlorine  and  muriatic-acid  gas.  All  putrid  gases  can 
readily  be  destroyed  by  ventilation  through  charcoal  filterers.  I  quote 
Professor  Tyndall  and  Dr.  John  Stenhouse  :  Nature,  1871-72,  page  365, 
and  the  Proceedings  of  the  Royal  Institution  for  1854-58,'!page  158. 
From  these  quotations  it  appears  that  many  nujsanoes  have  been  de- 
stroyed and  done  away  with  by  this  means. 

Q.  Are  you  convinced  that  you  can  take  a  close  building,  that  has 
offensive  odors  inside,  and,  by  charcoal  filterers,  prevent  these  vapon 
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from  being  perceived  externally.     A.   It  is  not  only  possible,  but  ex- 
tremely easy  to  do  it. 

Cross-Examination, 

Q.  (by  Mr.  Afclnttre).  Who  employed  you  to  make  tl)ese  experiments 
on  gases  ^  A.  Colonel  J.  J.  Storer,  at  that  time,  but  I  was  employed  by 
others  at  different  times. 

Q.  In  consequence  of  those  experiments,  and,  upon  your  recommen- 
dation, did  he  not  make  a  machine  that  was  afterwards  torn  to  pieces  by 
the  people  of  Chicago  \  A,  1  am  not  aware  of  the  fate  of  that  machine. 
I  did  n't  have  anything  to  do  with  the  operation  of  that  machine. 

Q,  Are  you  not  aware  of  the  fact  that  Colonel  Storer's  machine  was 
torn  down  \  A.  1  am  aware  of  the  foul  odors  that  machines  of  that  kind 
can  give  out  when  improperly  run,  but  I  am  not  aware  of  the  fate  of 
Colonel  Storer's  machine.  I  did  not  refer  to  the  combustion  of  the  gases 
from  close  tanks,  but  to  the  machin/es  for  drying  offal.  Many  of  these 
give  very  offensive  smells.  I  have  been  told  that  North  &  Merriam's 
have  been  smelt  a  mile,  and  I  have  smelt  that  at  the  Brighton  Abattoir 
five  hundred  feet  distant. 

Q.  Do  you  know  ftiat  Colonel  Storer's  machine  did  n't  give  off  any 
smell  at  all  in  the  factory,  but  being  smelt  outside,  it  was  torn  downl 
A.  I  am  aware  that  the  draught  through  the  chimney  would  prevent 
anything  being  smelt  in  the  factory,  but  I  did  not  look  for  that  there.  I 
am  not  here  to  defend  Colonel  Storer's  machine,  for  I  did  not  have  any- 
thing to  do  with  putting  it  up,  I  simply  recommended  an  atmospheric  re- 
actionary furnace. 

Dr.  Derby.  If  this  evidence  is  going  into  print,  I  should  be  sorry  not 
to  have  the  impression  just  conveyed  corrected.  This  apparatus,  which 
has  been  recently  in  use  in  Chicago  for  trying  off  blood,  has  been  very 
saccessfoL  The  impression  that  has  been  given,  if  put  in  print,  might  do 
some  harm.     I  think,  in  justice,  that  it  ought  to  be  stated. 

Mr.  Mclntire.  I  don't  deny  that  the  machine  he  has  now  has  been 
Tery  successful.  But  the  machine  that  I  alluded  to  was  made  upon  the 
recommendation  of  Mr.  Avery.  It  has  been  destroyed  by  the  citizens  of 
Chicago. 

Mir.  Wdfster.  Perhaps  it  might  be  well  for  me  to  say  that  while  in 
Chicago,  last  summer,  I  saw  Mr.  Storer's  machine.  He  was  trying  the 
most  putrid  stuff,  and  there  was  absolutely  no  smell  came  from  his  chim- 
nej.  It  was  as  high  as  this  State  House,  and  there  were  ladders  to  get 
up  to  the  top  of  it.     The  stuff,  when  it  was  tried,  was  without  smell. 

Testimony  op  Ald.  Robert  L.  Sawin. 

To  Mr.  Derby.  I  reside  in  East  Cambridge ;  am  an  Alderman  this 
yettTy  and  I  know  something  of  the  slaughter-houses  in  East  Cambridge. 

Q.  Will  you  state,  to  what,  in  your  opinion,  the  smells  are  due,  — 
whether  to  the  establishments  for  packing,  or  to  the  basins  or  flats  1  ^.  I 
think  they  are  due  to  the  basins,  and  to  the  imperfect  sewerage  in  that 
neigiiborhoody  and  in  East  Cambridge  generally. 
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Q.  That  sewerage  you  beliere  to  haTO  been  imperfect  in  the  past  time ) 
A,   Yes,  sir. 

Q.   And  now  thej  are  in  course  of  improyement  1    A,   Tea,  sir. 

Q,  And  you  would  ascribe  these  smells  rather  to  the  basins  and  sew- 
erage than  to  the  packing  establishments  1    A,   Yes,  sir. 

Q.  You  have  made  some  investigations  in  regard  to  it  t  JL  In  1871 
I  was  in  the  Board  of  Aldermen,  and  was  associated  with  H.  6.  Parker 
in  the  Board  gf  Health.  We  had  all  the  land  about  Miller's  River  and 
that  part  of  Somerville  imder  investigation,  and  Mr.  Parker  and  myself 
went  through  the  territory  on  foot.  I  noticed  that  people  had  built 
there  on  the  low  land,  that  there  were  no  sewers,  and  that  large  tracts 
of  land  were  covered  with  water.  The  people  applied  to  us  for  reUef,  but 
we  found  that  we  could  get  no  relief  until  we  could  get  the  Legislature 
to  pass  a  special  act.  We  found  a  large  number  of  private  drains  filled 
by  the  sewage  from  the  bleachery  and  distillery,  and  that  the  natural 
outlet  from  the  basin  was  cut  off  to  some  extent  by  the  building  of  the 
piering  of  the  Fitchburg  Railroad,  and  partly  by  piering  of  the  Lowell  k 
Nashua  Railroad  at  the  outlet  to  the  basin.  We  thought  that  if  ve 
could  keep  the  water  in  that  basin  fresh  until*  we  could  get  this  bill 
firom  the  Legislature,  we  might  to  some  extent  relieve  the  community 
firom  this  odor.  The  town  of  Somerville  did  n't  agree  with  Mr.  Parker 
and  myself,  and  tore  down  a  small  dam  which  we  built  at  Bridge  Street, 
where  the  water  ran  under  the  bridge. 

The  Chairman,  It  is  the  one  that  has  been  spoken  oft  A.  Yes,  sir ; 
it  seemed  to  me  that  when  this  stuff  first  came  into  the  basin  it  was  a 
kind  of  pickle,  but  after  a  while  the  pickle  got  rotten  and  the  gases 
were  thrown  up. 

Q,  (by  Mr.  Derhy)^  I  will  inquire,  sir,  whether  you  agreed  with  Mr. 
Parker  in  the  report  which  was  made,  in  which  he  stated  that  if  the  fiu>- 
tories  were  removed  that  nineteen  twentieths  of  the  gases  would  remain  t 
A,  I  did  ;  I  signed  the  report. 

Q,  Where  were  you  on  the  night  of  the  3l8t  of  July]  A.  I  think  I 
was  in  the  factory  of  Mr.  Squire ;  I  got  there  a  little  later  than  the 
majority  of  the  company,  and  saw  that  the  apparatus  was  not  working 
satisfactorily.     I  remained  there  till  it  did  work  satisfactorily. 

Q,  How  long  did  you  remain  there  ]  A.  Till  about  half  past  eleven 
o'clock,  —  till  most  of  the  company  had  gone. 

Q,%  You  came  out  with  some  of  the  gentlemen  1  A.  With  Mr.  Ma- 
goun,  I  think. 

Q.    Did  you  go  with  him  1    A.   Yes,  sir. 

Q.  With  regard  to  any  smell  that  evening,  —  did  you  come  to  the 
conclusion  whether  or  not  it  came  from  the  establishment  of  Mr.  Squire  \ 
A.    In  regard  to  the  smell  that  evening,  I  only  speak  of  it  by  hearsay. 

Q.  Did  you  go  through  the  works  with  Mr.  Magouni  A.  I  went 
over  the  works  with  Mr.  Magoun  and  Mr.  Squire,  who  showed  us  the 
slaughtering-house,  and  the  hog-pens,  and  we  made  a  general  survey  of 
the  premises  in  the  short  time  that  elapsed  after  the  company  left. 
Q.  Did  you  find  anything  offensive  %  A.  I  found  nothing  offensive. 
Q.  Did  you  perceive  anything  offensive  as  you  walked  toward  home  \ 
A.   No,  sir ;  I  found  the  air  very  sweet  as  we  walked. 

Q.  With  regard  to  the  causes  of  the  smell,  —  do  you  ascribe  them  to 
the  basin  or  defective  drains  ?  A,  The  causes  of  the  smell  I  attribute  to 
both  the  basin  and  defective  drains. 
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Q,  You  remain  of  the  same  opinion  still  with  regard  to  the  estahlish- 
ment  of  Mr.  Squire,  which  you  expressed  in  your  report]  A,  Yes,  sir. 
In  fact,  from  what  I  have  seen  of  Mr.  Squire's  establishment,  —  I  have 
visited  it  many  times  within  the  last  year ;  five  or  six  times,  more  or 
less,  —  I  notice  every  time  I  go  there  continued  improvements,  both  in 
cleanliness  and  the  general  appearance  of  the  place. 

Q,  I  would  inquire  generally,  then,  whether  you  think  it  would  be  for 
the  injury  or  benefit  of  Cambridge  to  have  that  establishment  closed  ? 
A.    I  think  it  would  be  decidedly  for  the  injury  of  East  Cambridge. 

Cross-ExamifKUion. 

Q.  {by  Mr.  Mclntire),  Have  you  always  thought  so  1  A,  1  believe  I 
have,  sir. 

Q,  What  about  the  views  you  expressed  in  a  public  meeting  in  Cam- 
hridge  a  year  ago,  in  the  ward-room  %  A,  \  think  I  expressed  nothing 
in  the  ward:room  adverse  to  their  remaining. 

Q.  Did  n't  you  make  a  speech  in  regard  to  the  discontinuance  of  Mr. 
Squire's  establishment  1  A.  1  made  some  remarks,  and  told  them  the 
only  way  to  settle  the  matter  was  to  agitate  ;  I  then  gave  a  short  history 
of  the  matter,  and  rather  reflected  upon  the  conduct  of  Somerville  in  the 
matter. 

Q.  Don't  you  remember  that  you  spoke  entirely  in  regard  to  the 
slaughter-house,  drawing  attention  to  the  fact  that  only  a  portion  of  Mr. 
Squire's  place  was  in  East  Cambridge,  and  that  was  the  only  one  you 
oould  act  upon  at  the  time  1  You  were  not  a  member  of  the  city  govern- 
ment then.  A.  I  was  not  elected  till  that  fall.  I  don't  remember  ex- 
actly what  I  said,  —  only  the  general  tenor  of  my  remaiks,  as  I  stated 
them  just  now.  \  don't  remember  that  I  have  been  of  but  one  opinion, 
or  had  but  one  thing  to  say. 

Q,  Yoiur  disagreement  with  the  people  of  East  Cambridge  has  been 
rather  since  you  were  elected  Alderman  than  before  %    A,   1  think  not. 

Q,  You  didn't  seem  to  disagree  with  them  that  evening]  A,  I 
rather  think  that  my  remarks  disagreed  with  those  of  the  other  speakers 
that  evening.  The  impression  I  drew  from  the  remarks  of  the  other 
speakers  were  that  they  did  n't  agree  with  my  opinions. 

Q.  Did  anybody  make  any  remarks  that  you  did  n't  seem  in  accord 
with  the  meeting  ?    JL    I  have  heard  of  gentlemen  saying  that  they  did. 

Q,  Don't  you  think  you  owed  your  election  to  the  city  government  in 
r^ard  to  your  moving  in  this  matter  1    A,    No,  I  don't  think  I  did. 

Q.   You  have  n't  been  returned  %    A,   1  have  not. 

Q.  You  have  a  brother  employed  in  the  establishment  %  A,  \  have 
a  brother  there. 

Q.    That  was  some  time  since  the  meeting  ?    A,   Yes,  sir. 

Q.  Have  n't  you  complained  of  these  rendering  smells  1  A,  Not  to 
my  recollection. 

Q.   Are  you  troubled  with  catarrh  1    A.    1  am,  somewhat. 

Q,  Might  that  not  have  affected  your  scent  at  the  time  you  went 
tbrongb  the  establishment  with  Mr.  Magoun  1    A.    It  might. 

Q.  You  say  you  smelt  nothing  %  A,  \  smelt  nothing.  I  went  over 
the  place  and  looked  it  through,  and  could  n't  smell  anything  disagree- 
able. 

Q.  And  you  think  you  have  n't  laid  any  portion  of  the  smells  to  this 
eatabliahment  %    A,   1  don't  think  I  have. 
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Q.  Are  you  ever  troubled  at  your  house  with  these  smells  %  jL  I  have 
moved  siuce  then. 

Q.  Did  you  move  on  account  of  those  odofs  1  A.  No,  sir ;  the  condi- 
tion of  my  wife's  health  caused  me  to  move. 

Testimony  of  Rey.  Samuel  W.  McDanibl. 

Q,  {by  Mr,  Muzzey),  What  is  your  profession  %  A,  1  am  a  dergyman, 
and  am  pastor  of  the  Unitarian  Society  in  East  Cambridge.  I  have  re- 
sided in  East  Cambridge  about  four  years. 

Q,  Where  has  your  residence  been )  A.  Until  about  the  middle  of 
last  June,  on  Thomdike  Street,  between  Fourth  and  Fifth ;  since  then, 
on  the  corner  of  Second  and  Otis  Streets. 

Q,  When  you  were  living  on  Thomdike  Street,  did  you  not  receive 
some  unpleasant  odors  through  the  windows  which  faced  to  the  south  t 
A,  We  may  have  occasionally.  The  impression  of  myself  and  family,  in 
reference  to  the  odors,  is,  that  they  came  in  the  night  into  our  chamber. 

Q,   On  which  side  did  that  face  1    A.   On  the  south  side. 

Q.  You  perceived  odors  that  came  into  your  chamber  from  the  south  t 
A,   Yes,  sir,  very  offensive  odors. 

Q,  To  what  extent  were  you  disturbed  by  them  1  A.  To  such  an 
extent  thtit  my  family  were  awakened  from  sleep,  and  we  were  obliged  to 
open  the  windows.     That,  I  ought  to  say,  was  generally  in  hot  weather. 

Q,  Can  you  describe  the  nature  of  the  odors  %  A,  1  should  say  that 
it  was  an  odor  as  from  water-closets,  sewage,  dense  privy  smells. 

Q,  Have  you  had  any  trouble  with  the  vault  in  your  present  house  1 
A.    I  have,  sir. 

Q.  How  did  that  smell,  when  the  vault  was  out  of  order,  compare  with 
the  smells  you  used  to  get  in  the  south  windows  on  Thomdike  Street! 
A.  It  is  much  the  same.  The  privy  is  in  a  two-story  addition  of  an  old 
frame  building,  separated  about  six  inches  from  the  main  building,  the 
intention  being  to  have  a  circulation  of  air  about  it.  I  removed  to  that 
house  about  the  middle  of  last  June,  and  the  odor  was  so  bad  fit)m  the 
boards  being  warped,  that  I  was  obliged  to  use  charcoal,  and  sprinkle  it 
quite  freely  in  the  vault  and  about  the  building.  That  has  been  an 
effectual  remedy. 

Q.  Do  you  remember  the  foul  odor  of  the  night  of  the  31st  of  Julyt 
A,    I  do,  sir. 

Q.  Please  state  what  you  know  about  that,  and  the  direction  from 
which  it  came.  A.  I  am  able  to  speak  definitely  in  regard  to  that 
special  odor,  because  on  that  occasion  we  had  certain  visitors  from  Boston 
at  our  house  who  had  not  been  there  before,  and  have  not  since.  A  little 
before  the  ringing  of  the  nine-o'clock  bell  we  were  seated  in  the  parlor, 
and  the  odor  became  so  terribly  offensive  that  we  were  obliged  to  dose 
the  parlor  windows. 

Q.  Which  direction  did  your  parlor  windows  face,  sir?  A,  To  the 
west,  I  believe.  About  the  time  of  the  ringing  of  the  nine-o*clock  bell 
I  proposed  to  my  guests  and  family  that  we  should  retire  to  the  library ; 
and  there  we  got  very  little  of  the  odor.  A  little  later  my  friends  stated 
that  they  wanted  to  take  the  half-past-nine  car  to  Boston ;  and  I  am 
able  to  fix  the  time  by  that  fact.  I  went  with  them  to  the  car,  and 
when  I  returned  the  question  was  asked  whether  they  got  the  half-past- 
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nine  car,  and  I  replied  that  *'  it  is  now  twenty-five  minutes  of  ten,,  and 
as  I  didn't  have  to  wait  long,  they  must  have  got  it"  There  was  a 
terrible  odor  that  night  on  the  street  later,  so  it  was  reported ;  but  I 
have  no  knowledge  in  relation  to  its  nature  and  source.  It  did  n't 
trouble  us. 

Q,  What  direction  did  your  wiudows  facel  A,  The  house  is  on 
Second  Street;  but  I  am  not  sufficiently  familiar  with  the  locality  to 
state  positively  the  direction  in  which  it  faces. 

Jdr.  Hastings.   They  face  to  the  west.     . 

Q.  {by  Mr,  Mmzey).  Which  side  of  the  street  are  you  on  1  A,  The 
side  toward  Boston. 

Q,   Yo}i  were  a  member  of  the  Legislature  last  year  1    ^.   I  was. 

Q.  Were  you  chairman  of  the  Committee  on  Water  Supply  and  Drain- 
age %  A,  1  was  chairman  on  the  part  of  the  House.  The  chairman  of 
the  joint  committee  was  a  senator,  and  he  was  away  on  account  of  sick- 
ness. I  presided  at  every  meeting  of  the  committee  during  the  con- 
sideration of  the  so-called  Miller's  River  Bill. 

Q,  I  want  to  ask  you  what  the  attitude  of  Mr.  Squire  was  before  that 
committee  from  the  first  t 

The  Chairman.   What  is  the  object  of  this  % 

Mr.  Muzzey,  All  the  testimony  I  have  upon  that  point  is  ft*om  Mr. 
Squire  himself,  and  I  don't  think  his  position  has  been  fully  understood. 

Hie  Chairman.  I  think  the  Board  gives  due  justice  to  Mr.  Squire^  to 
aay  the  least 

Mr.  Newhall.   He  has  apparently  done  all  that  he  could. 

Witness.  The  attitude  of  Mr.  Squire  and  his  counsel  was  this :  they 
stood  upon  the  Report  of  the  Joint  Commission,  and  were  willing  to  do 
all  that  it  required. 

Jfr.  Muzsey.  Mtkj  I  be  allowed  to  ask  the  witness  this  question  t  There 
was  pending  before  the  Legislature  last  winter  what  is  known  as  **  Colonel 
Godman's  Bill,"  which  proposed  to  appoint  a  commission  in  reference  to  a 
'common  system  of  drainage,  water-supply,  and  grade  of  roads,  for  the 
territory  within  ten  miles  around  Boston.  I  wish  to  show  that  Mr. 
Squire' went  so  far  as  to  employ  counsel  to  appear  before  the  committee, 
and  ask  that  he  (Mr.  Squire)  be  made  a  party  to  that  proposition. 

Witness,   I  believe  that  he  did. 

The  Chairman,  Did  you  trace  that  odor  you  smelt  t  A.  I  did  not 
leave  my  house  farther  than  to  go  to  the  comer  of  Cambridge  and  Second 
Streets,  to  accompany  my  friends  to  the  horse-car. 

Q.  Where  did  it  appear  to  come  fromi  A.  It  appeared  to  come 
firom  the  southeast  I  speak  of  the  odor  as  I  experienced  it  from  a  little 
before  nine  o'clock  until,  perhaps,  about  a  quarter  of  ten. 

Q.  You  did  n't  trace  it  definitely  1  A.  I  did  n't  go  farther  than  the 
corner  of  Second  and  Cambridge  Streets. 

Q.  (fiy  Mr.  Muzzey),  The  direction  of  Mr.  Squire's  establishment  from 
your  house  is  about  northwest  1    A.   1  should  say  it  was. 

Cross-Bxamination, 
Q.  (by  Mr.  Mclntire).  Did  I  understand  by  your  direct  testimony  that 
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jou  never  have  smelt  those  rendering  odors  1  ^.  I  do  not  know  what 
your  understanding  was.  I  did  not  testify  on  that  point.  That  question 
was  n't  asked  me.     I  testi6ed  in  regard  to  the  night  of  July  31  only. 

Q,  I  shall  have  to  ask  you  a  question  on  that  point.  Have  yon  ever 
smelt  any  of  these  rendering  odors  1    A.   I  have. 

Q.  Where  have  you  found  them  1  A,  I  have  not  traced  them,  ex- 
cepting in  a  single  instance  last  week,  on  Thursday  or  Friday  night  I 
spent  the  evening  with  my  friend  who  sits  upon  your  right  (referring  to 
Mr.  Hastings).  Going  to  his  door,  he  asked  me  if  I  smelt  anything.  It 
was  the  smell  of  sweet  lard.  We  had  a  little  conversation,  some  of  it 
facetious,  to  the  effect  that  hoth  were  a  little  affected  with  catanlt 
When  I  was  going  home,  a  few  moments  after  leaving  hi;  door,  it 
occurred  to  me  that  it  would  n't  be  right  for  me  not  to  inform  myself  as 
to  the  source  of  that  odor,  as  I  was  to  testify  here ;  so  I  turned  about, 
and  went  toward  Mr.  Squire's  establishment.  When  I  got  to  Cambridge 
Street  I  had  very  little  of  that  smell,  and  when  I  got  to  the  establiah- 
ment  I  found  none  of  it. 

Q.   You  found  none  of  it  si    A.   None  at  his  establishment. 

The  CIiairvMLn.  Did  you  go  into  the  establishment )  ^.  I  went  into 
the  building,  and  found  no  one  there  but  the  night-watchman. 

Q.  {by  Mr.  McIrUire).  Was  there  anything  in  the  kettles?  A,  I  didn't 
go  into  the  room  where  the  kettles  were. 

Q.  Have  you  smelt  this  rendering  odor  on  Thomdike  Street  1  ii.  We 
have  somewhat. 

Q.  Has  it  troubled  your  family  any  1  A.  The  rendering  smells  from 
putrid  grease  have  troubled  us. 

Q.  How  often  would  you  get  them  %  A,  \  can't  say  how  frequently. 
I  have  been  all  over  Mr.  Squire's  establishment  a  niunber  of  times,  and 
never  got  that  smell  of  putrid  grease  there. 

Q.  Was  it  hot  weather  when  you  experienced  that  odor  you  first  spoke 
of  1    A.  Yes,  sir. 

Q.  Do  you  know  the  direction  of  the  wind  that  night  ?  ^  I  do  not, 
sir,  except  from  report. 

Q.  Were  your  front  windows  on  Thomdike  Street  —  your  north  win- 
dows —  open  %  A.  No,  sir ;  they  were  never  open  during  the  night 
Those  were  the  parlor  windows. 

Q.  Did  you  notice  whether  it  was  a  damp  night  %  A.  1  could  noi 
say.  It  was  not  upon  a  single  occasion  that  we  got  those  odors.  On 
the  night  of  the  Slst  of  July  the  smell  came  into  the  windows  on  Second 
Street 

Q,  There  was  a  very  strong  odor  penetrating  the  atmosphere  th»t 
night  1    A.  Yes,  sir ;  it  was  indeed  a  strong  odor. 

Q.  Did  you  testify  in  regard  to  where  the  wind  was  that  nij^tt 
A.    I  did  not  positively.     I  thought  it  was  about  south  of  southeast 

Q.  Were  you  at  the  meeting  of  citizens  in  the  ward-room  a  year  agot 
A.  I  was,  and  spc^ke  at  the  call  of  the  citizens.  I  said  :  "  If  there  is  any- 
thing in  this  neighborhood  that  can  be  justly  branded  as  a  nuisance,  there 
can  be  no  division  of  sentiment  as  to  the  measures  to  be  adopted."  But 
it  was  an  open  question  among  people  as  to  whether  the  nuisance  pro- 
ceeded from  the  slaughter-houses  or  the  basin.  I  was  taken  to  task  later 
in  the  evening  for  the  ambiguity  of  my  remarks.  I  thought  I  could  not 
be  misunderstood. 
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Q,  Tou  were  afterwards  at  the  hearing  before  the  City  Board  of 
Health  1    A,   No,  sir. 

Q,  {by  Dr,  Derby.)  Would  you  favorably  regard  the  idea  of  devoting 
this  Miller's  River  basin  to  the  business  of  slaughtering  and  packing 
swine,  and  would  you  advocate  the  establishment  of  new  enterprises  for 
that  purpose,  and  the  indefinite  enlai^ement  of  that  business  in  that 
locality  1  ^.  If  I  understand  your  question,  sir,  I  should  answer  it  in 
this  way :  I  should  say  I  know  of  no  reason  why  that  business,  since  it 
is  legitimate,  cannot  be  conducted  in  a  manner  entirely  inoffensive  to 
public  health  and  comfort.  I  have  been  over  that  establishment,  and 
although  it  has  not  been  altogether  satisfactory  in  the  past,  I  should 
judge  f]*om  the  progress  made  in  that  business  that  it  could  be  conducted 
free  from  reasonable  objection  from  the  people. 

Q.  I  want  to  put  the  question  to  you  just  as  I  put  it  to  the  Mayor 
of  Somerville  the  other  day,  as  you  have  represented  the  people  in 
the  Legislature.  I  ask  you  whether  you  desire  that  business  of  slaughter- 
ing swine  and  packing  pork  indefinitely  extended,  or  whether  you  think 
it  should  be  limited  to  its  present  proportions,  —  whether  you  would 
favor  the  establishment  of  new  places  or  not  1  A.  Your  question  covers  a 
great  deal  6f  ground ;  "  indefinitely  extended  **  might  mean  to  cover  every 
inch  of  territory  there.  In  the  rear  of  my  place  there  is  a  planing-mill, 
from  the  tall  chimney  of  which  the  cinders  occasionally  fall  into  my  yard. 
Now  I  should  not  like  to  be  surrounded  by  establishments  of  that  kind. 
My  remedy  would  be  to  get  a  little  farther  away  from  the  chimney.  If  this 
business  is  to  be  conducted  legitimately,  —  that  is,  upon  sanitary  prin- 
ciples, —  I  should  n't  object  to  its  being  extended.  If  it  is  an  annoyance 
there,  it  must  be  an  annoyance  somewhere  else.  If  the  Board  will  bear 
with  me  for  a  moment,  I  should  like  to  say  a  word  in  relation  to  the 
legislation  of  last  year.  The  question  was  asked,  why  the  area  under 
Mr.  Squire's  building  should  be  omitted  in  regard  to  the  fillings.  I  think 
there  were  ten  members  present  at  the  hearings.  When  the  question 
came  before  the  committee,  it  was  their  unanimous  opinion  —  at  least  no 
one  objected  in  committee  that  I  beard  —  that  the  building  should  be  ex- 
cepted ;  that  the  place  should  be  cleared  out  and  used  for  a  cellar,  under 
such  restrictions  as  the  local  Boards  should  advise ;  but  if  there  should  be 
an  accumulation  of  foul  wat^r,  then  the  filling  should  be  done  there. 
There  was  no  objection  on  the  part  of  any  member  of  the  committee,  and, 
let  me  add,  there  was  no  bill  more  thoroughly  and  honestly  analyzed  and 
discussed  than  that.  There  was  not  a  single  objection  urged  against  that 
feature  of  the  bill.  We  thought  that  provision  should  remain,  upon  sani- 
tary grounds. 

Q.  Do  you  recollect  that  it  was  in  direct  opposition  to  the  recom- 
mendation of  the  Joint  Commission  1  A,  J^o  \  understand  that  they 
especially  recommended  that  the  space  under  the  building  should  be 
filled  1 

Dr,  Derby,   Yes,  sir. 

Witness.  I  should  be  glad  to  have  my  memory  refreshed  on  the  subject. 

Dr.  Derby.  You  will  find  it  in  the  report.  The  words  are  "  on  and 
over  tlie  whole  basin.** 

Witness.  The  Committee  were  convinced  that  there  could  be  no  objec- 
tion to  it,  from  the  fact  that  the  authorities  of  Cambridge  and  Somerville 
came  into  the  hearing  and  stated  thdt  this  provision  appeared  to  be 
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entirely  unobjectionable.  It  was  in  no  sense  a  compromise,  at  least  on  the 
part  of  our  Committee,  as  was  intimated  here  some  days  ago. 

Q,  {by  Mr,  Mclntire),  The  question  that  was  put  by  Dr.  Derby  rather 
necessitates  my  asking  one  that  I  did  n't  intend  to  ask.  The  Doctor 
alluded  to  the  fact  that  you  represented  the  people  in  the  Legislating 
and  perhaps  represented  public  sentiment.  I  should  like  to  ask  whether 
you  were  not  nominated  this  fall  and  were  not  re-elected  1  A.  1  wtM 
nominated  and  not  elected,  because  there  was  not  enough  rum  in  mj 
ticket.  The  same  blow  that  struck  me  struck  other  men  throughout  the 
whole  State.     You  know  perfectly  that  that  was  the  controlling  issue. 

Mr.  Mclntire.  It  was  claimed  that  you  represented  the  people,  and  I 
wish,  to  show  that  you  did  not.     I  did  not  wish  to  ask  the  question. 

Witness.    I  have  no  objection,  sir,  to  your  question. 

Mr.  Muzzey.  I  do  not  wish  the  Board  to  be  misled.  Did  not  Mr. 
Hastings,  one  of  these  petitioners,  Tote  for  Mr.  McDaniel  at  the  last 
election  1 

Mr.  Hastings.    He  did,  sir. 

Mr.  Mmzey.   And  Mr.  Magoun  also  1     A.    Yes.  sir. 

Q.  '{by  Mr.  Mclntire).  Did  n't  all  the  employees  at  Mr.  Squire's  estab- 
lishment indorse  you  and  work  for  you  1  Jl.  I  do  not  know  how  every 
man  voted,  but  I  believe  some  of  them  did.  I  had  the  good  taste,  being 
a  candidate,  to  leave  the  polls  as  soon  as  I  had  voted.  You  ought  to  know 
something  more  about  that  than  I  do. 

The  Chairman.  Mr.  Mclntire,  this  must  go  no  further ;  this  Board  will 
not  permit  personalities  to  be  used. 
Mr.  Mmzey,   This  is  our  last  witness. 


Extracts  prom  an  Official  Report  to  the  British  Parliamhct, 

ON  Obnoxious  Businesses. 

Mr.  Derby.  I  have  a  few  passages  which  I  wish  to  refer  to,  and  with 
your  Honors'  permission  I  will  read  a  few  extracts  from  the  most  essential 
parts,  which  I  shall  submit  for  your  consideration. 

Dr.  Derby.    Could  n*t  you  mark  them  1 

Mr.  Derby.  I  should  like  to  read  them  ;  it  will  take  but  a  short  tiise> 
I  will  read  from  page  251,  of  the  Report  of  the  8th  of  July,  1873,  by  a 
select  committee  of  the  English  Parliament,  which  I  referred  to  in  the 
opening.     I  read  from  page  251  which  is  the  essence  of  the  Report:  — 

*'  So  far  as  your  Committee  are  enabled  to  judge,  the  question  *of  pro- 
viding public  slaughter-houses,  or  abattoirs,  for  the  whole  of  the  metropo- 
lis, is  beset  with  very  considerable  difficulty,  and  there  is  reason  to  fear 
that,  were  private  skughter-houles  to  be  altogether  suspended,  the  meai- 
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ure  might  be  attended  with  almost  greater  evils  than  any  which  may 
arise  firom  their  existence.  Your  Committee  are  not  at  all  satisfied  that 
private  slaughter-houses,  when  properly  managed,  are  necessarily  produc- 
tive of  nuisance,  or  imfavorable  to  sanitary  influences ;  and  if  due  oon- 
sideration  be  given  to  the  way  in  which  this  question  affects  the  meat 
supply  of  the  immense  population  of  the  metropolis,  and  especially  of  the 
poorer  classes,  and  to  the  insuperable  objections  which  exist  to  the  adop- 
tion of  any  system  which  would  tend  to  lessen  the  facilities  now  existing 
for  the  supply  of  meat  to  the  people,  it  will  be  seen  that  there  is  in  the 
present  position  of  the  question,  some  room  for  doubt  whether  the  wants 
of  the  metropolis  could  be  properly  provided  for,  if  none  but  public 
slaughter-houses  were  in  future  allowed  to  exist,  more  especially  if  these 
were  situate  at  a  distance  fom  the  place  of  consumption." 

Mr,  Dei'hy,  That  seems  to  be  the  essence  of  the  Report,  and  the  basis 
of  their  conclusion  is  that  it  is  not  politic  to  abridge  the  business  of 
slaughter-houses,  but  rather  to  take  away  the  language  of  the  act  which 
prevents  them  from  being  conducted  within  fifty  feet  of  the  street ;  that 
clause  has  since  been  repealed.  1  will  now  refer  to  a  very  little  of  the 
evidence  on  which  this  Report  is  based.     I  will  now  read  from  page  4  :  — 

''  Some  of  the  medical  authorities  press  upon  the  Committee  the  ad- 
vantages that  would  accrue  from  the  complete  removal  of  all  private 
slaughter-houses  from  the  metropolis ;  and  the  establishment  of  fixed 
and  properly  regulated  abattoirs  in  proper  localities.  The  view  taken  by 
these  authorities  is  that  though  no  disease  can  be  traced  directly  to 
private  slaughter-houses,  yet  that  they  must,  from  the  nature  of  the 
case,  be  such  a  nuisance  as  ought  not  to  be  tolerated  in  this  metropolis. 
(See  Dr.  Letheby*s  Evidence,  Question  2732.) 

*'  On  the  other  hand  the  general  evidence  is  in  favor  of  the  cleanliness 
and  wholesomeuess  of  these  private  slaughter-houses,  and  this  evidence  is 
corroborated  by  the  testimony  of  some  of  the  members  of  the  Committee, 
who  have  themselves  personally  inspected  several  of  them,  without  hav- 
ing given  any  previous  warning,  and  have  reported  well  of  them  to  the 
Committee,  though  they  are  at  the  same  time  of  the  opinion  that 
some  of  them  are  fiiulty  and  indeed  objectionable  in  their  construction. 

*'  It  appears  that  from  causes  now  in  operation  the  number  of  these 
prrvate  slaughter-houses  is  diminishing.  In  the  city  of  London,  in  the 
year  1851,  ^ere  were  one  hundred  and  thirty-five,  and  there  are  now 
only  thirty-one.  The  Committee  are  also  informed  that  under  an  act  of 
1848y  chap.  49,  no  additional  slaughter-house  can  be  established  within 
the  city.  The  change  in  this  particular  instance  is  chiefly  due  to  the 
romoval  of  the  market  from  Smithfield  to  Islington  ;  but  there  are  other 
canaefl  for  the  diminution  in  number  of  these  places  operating  generally 
OTor  the  whole  metropolis. 

**  With  respect  to  the  supply  of  dead  meat,  it  is  in  evidence  that  the 
proportion  of  the  supply  of  dead  meat  is  increasing  upon  the  supply 
derived  from  life  animals  sent  up  to  be  slaughtered  within  the  me- 
tn^lis. 

^It  appears  that  slaughter-houses  have  been  brought  under  better 
regulation  since  the  Act  of  1844  was  pac(^,  and  there  have  been  several 


480 

acts  passed  since,  both  for  sanitary  purposes,  water-supply,  and  the 
general  management  of  the  metropolis,  which  hare  tended  to  this  im- 
provement. The  latest  metropolitan  act  was  passed  in  1862,  which  proTides 
for  licenses  and  by-laws.  The  general  Nuisance  Removal  Act  of  1855  pro- 
vides for  all  trades  certified  by  a  medical  officer  to  a  local  authority  to  be 
a  nuisance,  or  injurious  to  the  health  of  the  neighborhood,  to  be  proceeded 
against. 

"  After  a  careful  consideration  of  the  whole  subject,  the  Committee 
have  come  to  the  conclusion,  in  the  first  place,  with  respect  to  the  trade 
of  slaughterers  of  cattle  and  sheep,  that  the  55th  section  of  the  Act  of 
1844  should  be  repealed. 

"  They  are,  however,  of  opinion  that  it  would  be  desirable,  so  fiir  as 
possible,  without  interfering  with  the  trade,  or  sujecting  those  who  cany 
it  on  to  expense  or  inconvenience,  to  diminish,  or  rather  to  accelerate  the 
diminution  of,  the  members  of  these  private  slaughter-houses. 

"  With  this  object  the  Committee  recommended  that  additional  private 
slaughter-houses,  varying  in  size,  should  be  constructed,  and  other  con- 
veniences given  at  the  Copenhagen  Fields  Market,  and  other  markets  if 
established,  so  as  to  induce  butchers  to  slaughter  animals  on  the  spot, 
and  not  drive  them  through  the  streets  to  their  own  premises. 

"  The  Committee  also  recommend  that  no  additional  private  slaugfate^ 
house  should  be  established  in  the  central  part  of  the  metropolis,  except 
under  special  circumstances,  and  not  then  except  with  the  consent  of 
some  such  authority  as  the  Metropolitan  Board  of  Works,  or  the  Court  of 
Quarter  Session ;  but  that  it  would  be  desirable  to  meet  the  decrease  that 
must  be  continually  going  on  of  private  slaughter-houses  attached  to 
butchers"  shops,  to  encourage  the  substitution  of  private  slaughter-hoosee 
belonging  to  the  individual  butchers,  in  suitable  localities  in  the  vicini^ 
of  public  markets  ;  and  the  Committee  in  making  this  recommendation 
wish  to  draw  a  clear  distinction  between  private  slaughter-houses  so 
attached  to  markets,  and  public  slaughter-houses  possessed  by  the  mari^et 
authority. 

"It  is  clearly  desirable  that  all  private  and  public  slaughter-houses 
should  be  constantly  inspected,  and  made  subject  to  precise,  stringent, 
and  uniform  regulations.  At  present  the  inspection  and  regulation  of 
the  private  slaughter-houses  is  done  by  the  Sanitary  Committees  in 
diflferent  parts  of  the  Metropolis,  whose  regulations  appear  to  have  the 
force  of  by-laws  under  the  metropolis  Local  Management  Act.  Within 
the  city  the  regulation  and  inspection  of  slaughter-houses  is  under  the 
jurisdiction  of  the  Corporation,  and  your  committee  would  direct  the 
attention  of  the  Corporation  of  London  to  the  observation  of  the  membeit 
of  the  Committee  with  respect  to  the  state  of  the  public  slaughter-houses 
within  the  Copenhagen  Fields  Market. 

"Before  the  repeal  of  the  sections  of  the  Act  of  1844,  these  by-lawi 
should  be  carefully  examined,  and  any  /lefects  found  to  exist  in  than 
should  be  removed.  It  is  also  desirable  that  the  inspection  and  regular 
tion  of  slaughter-houses  should  be  made  available  for  the  detection  of 
contagious  diseases  of  animals. 

"  With  respect  to  the  other  noxious  businesses  enumerated  in  the  Act  of 
1844,  it  appears  that  the  trade  of  fell-mongera  has  been  carried  on  from 
time  immemorial  at  Bermondsey,  and  the  population  of  that  neigfabo^ 
hood  has  been  generally  created  by  it,  and  is  interested  in  the  oontinu- 
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ance  of  it.  The  committee  think  that  it  would  not  be  expedient  to  allow 
any  old  enactment  to  come  into  force  which  would  cause  the  removal  of 
this  trade  from  its  present  site,  and  thej  recommend  that  this  section  of 
the  Act  should  be  repealed  with  respect  to  this  trade,  and  that  the 
process  of  inspection  and  regulation  over  the  premises  in  which  it  is  car- 
ried on  should  in  like  manner  be  considered,  and,  if  necessary,  strength- 
ened. 

**  So  also  with  respect  to  all  businesses  that  may  be  called  noxious, 
whether  enumerated  in  the  Act  of  1844  or  not  mentioned  in  it,  the 
Committee  think  that  they  should  not  be  actually  banished  from  the 
Metropolis,  unless  a  case  of  nuisance  can  be  established  against  them, 
but  that  they  should  all  bo  subjected  to  stringent  rules  and  frequ^t  in- 
spection, and  the  sections  of  the  Act  of  1844  concerning  the  enumerated 
trades  should  be  repealed.'' 

Mr.  Derby,     And  on  page  12:  — 

"  Have  you  any  reason  to  believe  that  London  depends  at  any  period 
of  the  year,  exclusively,  upon  the  live  meat  in  the  private  butcher's 
lairage  1  —  I  am  told,  and  my  iuquiry  has  led  me  to  believe  it  to  be  the 
&ct,  that  there  would  be  in  London  many  days  in  the  hot  weather, 
when,  if  a  butcher  had  not  got  his  live  animals,  and  his  private  slaugh- 
ter-house, there  would  be  practically  no  meat  in  London. 

"  If  the  first  source  of  supply  to  which  you  have  referred  were  abol- 
ished, do  you  believe  that  that  would  leave  London  under  any  difficulty  1 
—  Very  great  difficulty  indeed. 

"  What  particular  day  in  the  week  would  you  say  1  —  On  Saturday, 
which  would,  of  course  be  the  worst  day ;  but  the  difficulty  would  arise 
in  warm,  muggy  weather." 

Mr.  Derby.  The  view  taken  by  these  authorities  is  that  no  disease  can 
be  traced  to  the  slaughter-houses.  On  the  other  hand,  the  general  evi- 
dence is  in  favor  of  the  general  cleanliness ;  and  this  is  corroborated  by  the 
teBtimony  of  some  of  the  Committee  who  have  themselves  inspected  some 
of  the  places.  I  read  now  from  page  1 1.  This  is  from  the  testimony  of 
Mr.  Crouch :  — 

*'  Mr.  Brewer.  By  what  means  is  the  demand  of  meat  for  London  at 
present  supplied  1  —  By  four  means :  in  the  first  place  by  animals 
purchased  alive  by  retail  butchers,  and  slaughtered  by  them  in  their 
private  slaughter-houses ;  secondly,  by  animals  purchased  alive  by  whole- 
sale or  carcass  butchers,  and  slaughtered  by  them,  which  meat  is  sold  to 
retail  butchers,  principally  at  the  Metropolitan  Meat  Market ;  thirdly,  by 
oooDtry-killed  and  foreign  meat  which  is  consigned  to  salesmen  in  the 
Metropolitan  Meat  Market;  and,  fourthly,  to  a  small  extent,  by  meat 
preserved  in  tins,  principally  from  the  colonies.  Those  are  the  four 
means  by  which  London  is  at  present  supplied  with  meat. 

"  Can  you  give  the  Committee  any  reason  why  those  four  means  should 
remain ;  could  you  cut  out  any  of  the  four  without  injuring  the  supply 
of  London  1  —  I  think,  certainly  not.  I  think  that  any  one  might  be 
done  away  with  rather  than  the  first,  namely,  the  supply  by  means  of  the 
retail  butcher  who  slaughters  his  own  animals." 
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I 

Mr,  WebiUr.   Do  thej  use  oil  in  England  t 

Mr.  Derby,  It  is  rather  an  article  of  luxury,  and  is  not  used  to  a 
Tery  great  extent.  It  is  an  unusual  thing  in  London  to  have  the  ther- 
mometer above  70^. 

The  Chairman,  If  you  could  mark  the  places  you  would  like  us  to  see, 
Mr.  Derby. 

Mr,  Derby.  I  would  prefer  to  make  our  record  perfect.  I  will  finish 
in  less  than  ten  minutes.     I  will  now  read  from  page  94  :  — 

"  i^ir  J.  Ogilvy.  With  regard  to  the  destruction  of  Mr.  Butler^s  meat, 
and  I  have  just  referred  to  the  evidence  before  that  Committee,  and  I 
find  that  there  were  973  stone  destroyed ;  was  that  occasioned  by  the 
weather  ?  —  In  all  probability ;  I  do  not  know  the  veiy  circumstance,  but 
it  is  not  by  any  means  an  uncommon  thing  for  meat  to  be  slaughtered  m 
.  London  at  five  o'clock  in  the  morning,  and  to  be  green  before  it  is  got 
into  the  market." 

Mr.  Derby.  And  now  on  page  98  :  — 

"  Do  you  think  if  we  had  public  abattoirs  for  slaughtering,  and  if  the 
dressing  of  what  is  called  the  esculent  offal  took  plaoe  in  other  hands 
than  those  of  private  butchers,  that  is,  in  public  hands,  it  would  increase 
the  expense  of  the  offal  1  —  Decidedly  it  would  ;  it  must  do  so. 

'^  Would  it  be  an  inconvenience  to  a  butcher  to  have  to  go  two  miles  to 
a  slaughter-house  1  —  My  opinion  is  that  he  would  not  do  it. 

«  Would  it  be  an  inconvenience  to  him  1  —  So  much  an  inoonvenienoe 
that  he  would  not  do  it. 

'*  Is  every  inconvenience  to  a. butcher  or  a  man  in  trade  equivalent  to 
a  loss  of  money  %  —  I  cannot  call  it  an  equivalent.  I  might  call  it  filtj 
times  an  equivalent. 

*'  At  any  rate  it  is  a  loss  of  money  to  the  tradesmen  %  —  Tes  ;  you  could 
not  estimate  it  in  money. 

*'  The  fact  of  the  case  is,  then,  that  if  you  establish  a  system  for  the 
supply  of  London  meat  which  greatly  increases  the  inconvenience  of 
obtaining  it,  you  really  and  practicsJly  increase  the  cost  of  iti  —  Yei^ 
undoubtedly  you  must. 

**  And  the  meat,  in  fact,  to  the  outside  public  must  be  dearer)  —  D^ 
cidedly  it  must ;  and,  in  my  opinion,  one  great  evil  would  be  the  doing 
away  with  the  personal  responsibility  that  at  present  exists  between  the 
butcher  and  his  customer. 

"  Mr,  E.  Tumor,  As  to  the  meat  killed  in  your  own  slaughter-houses, 
do  you  ever  lose  that  meat  from  the  weather  1  —  I  should  say  never ;  the 
course  is  so  totally  different  In  my  own  slaughter-house,  in  warm 
weather,  we  do  not  commence  killing  till  after  the  sun  has  gone  down ; 
and  particularly  on  the  Friday  we  kill  a  portion,  and  a  portion  is  killed 
on  the  Saturday  and  consumed ;  but  if  we  go  to  an  abattoir  or  a  roa^ 
ket,  our  meat  would  be  bought  at  five  in  the  morning,  and  we  should 
then  be  owners  of  the  meat  very  frequently  from  thirty  to  thirty-six  hours, 
and  we  have  no  other  source  of  supply  during  the  whole  of  that  time. 
We  cannot  tell  on  a  Saturday  what  our  consumption  may  be ;  it  is  an 
impossibility  for  any  man  to  tell.'' 
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Mr,  Wthier,  Will  you  be  kind  enough  to  tell  whether  this  is  by  the 
owners  of  private  establishments  \ 

Mr,  Derby.  Some  of  them  are  drovers  who  bring  cattle  from  Scot- 
land. 

Mr.  Waster.   They  are  all  interested  parties. 

Mr.  Derby.  Some  of  them  are  gentlemen  of  great  respectability; 
some  are  members  of  Parliament,  some  are  owners  of  private  slaughter- 
houses. The  Report  is  the  result  of  the  evidence  brought  before  the 
Committee.  I  will  now  give  you  the  occupation  of  each  party.  I  have 
now  the  testimony  of  Mr.  Leddell,  who,  instead  of  being  a  butcher^  is  a 
member  of  the  Royal  College  of  Surgeons  (page  150).  The  question  is 
put  with  regard  to  other  obnoxious  businesses,  and  he  replies :  — 

"We  have  no  blood-boiler  in  the  district,  and  to  my  knowledge  never 
had  one ;  we  have  had  one  or  two  soap-boilers ;  one  has  removed,  and 
another  one  carries  on  his  business  by  the  side  of  the  National  School, 
which  is  an  occasion  of  complaint.  I  may  say  that  the  mere  making  of 
Boap  with  fresh  tallow,  I  believe,  would  not  be  such  a  nuisance  as  would 
be  greatly  complained  of,  but  unfortunately  those  premises  are  used  for 
other  purposes,  such  as  melting  down  fat  in  a  state  of  decomposition, 
add  the  smell  arising  therefrom  is  sometimes  most  intolerable." 

Mr.  Derby.    It  is  the  very  difficulty  that  we  complain  of  in  this  case, 

—  the  melting  of  putrid  grease.     I  come  now  to  the  testimony  (pages 
172  and  173)  of  Mr.  Knight,  who  is  a  tallow-melter  and  soap-maker :  — 

''  Will  you  just  describe  for  a  moment,  to  the  Committee,  what  is  the 
method  by  which  you  not  only  try  to  mitigate  the  nuisance,  but  to  con- 
sume the  fiimes  tbat  are  created  1  —  Under  the  old  system  there  used  to 
be  all  open  pans ;  now  we  have  the  pans  all  covered  in  closely  with  a  shaft, 
that  causes  all  the  fumes  to  pass  through  the  fire  and  up  the  shaft. 

''  With  reference  to  this  kitchen  stuff,  which  is  the  most  difficult  of  all 
things,  —  do  you  yourself  collect  it  and  melt  it,  or  do  you  receive  it  col- 
lected and  ready  melted  1  —  It  is  brought  in  to  us  by  the  different  collectors, 

—  men  that  go  out  from  house  to  house  early  in  the  morning. 

"  Do  you  get  the  kitchen  stuff  from  rag-shops,  and  so  on  ?  —  Yes ;  they 
collect  it  from  private  houses  also,  and  bring  it  to  us. 

"  What  is  the  condition,  generally  speaking,  of  the  kitchen  stuff  when 
you  receive  \i%- —  It  is  generally  very  good. 

"  What  is  the  real  crucial  point  in  your  business  as  to  nuisance ; 
what  part  of  your  business  is  a  nuisance  1  —  Merely  when  we  are  getting 
the  refuse  or  the  greave  from  the  pan  to  the  press,  after  it  has  been 
rendered,  and  we  are  putting  it  into  an  hydraulic  press. 

"  Are  the  people  who  are  employed  in  your  trade  a  healthy  or  an  un- 
healthy class  1  —  Decidedly  healthy. 

**  How  long  do  you  retain  them  in  your  service  1  —  One  man  has  been 
with  us  forty-five  years. 

Are  they  liable  to  any  special  disease  1  —  I  never  knew  of  any. 
Then  you  maintain  that  the  trade  itself,  to  those  who  are  continually 
occupied  in  it,  is  not  an  unhealthy  trade  1  —  Certainly. 
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"  It  prodnces  no  disease  t  —  No. 

"  It  U  never  objected  to  on  that  score  t  —  It  is  nerer  objected  ta* 

Mr,  Derby.  It  is  shown  that  grease  is  rendered  in  the  city  of  London, 
and  is  the  source  of  very  considerable  o&nce,  and  that  is  no  doubt  the 
reason  which  gave  rise  to  the  appointment  of  this  Commission.  I  read 
now  from  the  testimony  of  Mr.  Cook,  page  201  :  — 

''  Then,  the  only  part  that  we  can  find  out  to  be  offensive  in  smdl  is 
the  fat,  or  rather  a  certain  portion  of  the  fat,  which  you  receive  in  a 
slightly  decomposed  condition,  and  kitchen  stuffl  —  As  regards  the  soap- 
maJiing  itself,  there  is  nothing  offensive  ;  and  as  regards  the  tallow-melt- 
ing, the  principal  source  of  complaint  at  all  is  when  the  fat  comes  in  stale; 
and  as  regards  sti^ff-melting,  there  is  a  source  of  complaint  if  proper 
means  are  not  employed  for  burning  the  vapor  that  arises  from  the  melt- 
ing-pan as  the  fat  is  being  melted ;  but  it  is  quite  practicable  to  arnrngi 
the  pans  so  that  the  whole  of  that  vapor  shall  be  consumed  and  not  pass 
into  the  outer  atmosphere. 

''  Is  that  vapor  consumed  in  a  strong  fire  by  you  1  —  First,  we  pass 
the  vapor  that  comes  from  the  stuff-pans  through  a  flue  filled  with  coke, 
and  water  is  allowed  to  drip  upon  this  coke  from  a  pipe  which  is  pierced 
with  very  small  holes.  The  wet  coke  forms  a  laige  condensing  sui&oe, 
and  condenses  any  steam-vapor  that  may  have  contracted  smell  from  the 
stuff ;  after  the  vapor  has  passed  through  this  chamber,  it  is  driven  by  ft 
fan  into  the  ash-pits  of  our  steam-boilers  and  passes  up  through  the  bars 
of  the  boilers  into  the  fire  and  is  completely  burnt,  so  that  I  believe^  if 
you  were  to  stand  at  the  top  of  the  chimney-shaft,  you  would  be  unable 
to  detect  any  smell  whatever  as  the  result  of  our  stuff-melting." 

Mr.  Derby,  Throughout  the  whole  of  this  evidence  I  see  no  complaint 
of  the  rendering  of  fresh  lard,  and  the  only  complaint  seems  to  be  in 
regard  to  the  rendering  of  grei^  and  tallow.  I  come  now  to  the  evidence 
of  Mr.  John  Simons,  on  page  226  :  — 

*'  And  that  is  of  great  consequence  for  the  happiness  and  for  the  health 
of  a  community  that  fresh  meat  should  be  easily  obtained,  and  as  cheap 
as  possible  1  —  Undoubtedly." 

Mr,  Derby,     This  shows  the  pertinency  of  this  inquiry. 

The  Chairman.  I  thought  we  should  have  something  with  more  per- 
tinency than  this. 

Mr.  Derby,  I  believe  I  gave  the  number  of  private  slaughter-houses 
in  London  at  1687. 

Mr.  Webster.     At  the  present  time  1 

Mr,  Derby,  Yes,  sir.  In  consequence  of  the  establishment  of  i^^ 
Copenhagen  Market  the  number  has  been  greatly  reduced. 

Mr.  Webster,  Have  n*t  they  been  as  much  reduced  in  the  Metropolitan 
district  % 

Mr,  Derby.     I  have  n't  the  evidence.     This  refers  to  the  city  of  Lon- 
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don  proper,  ^rhich  is  a  very  small  part  of  London,  somewhere  about 
150,000  or  200,000  inhabitants.  It  corresponds  to  State  and  Kilby 
Streets  in  Boston.  The  city  of  London  is  losing  £  8,000  a  year  by  at- 
tempting to  divert  a  portion  of  business  to  this  Copenhagen  Market. 

Mr,  Webster.  I  should  like  to  ask  you  how  many  slaughter-houses 
there  are  in  London  proper  1 

Mr.  Derby.     I  am  unable  to  state. 

Mr.  Webster.  Do  you  know  that  there  are  not  more  than  forty,  and 
that  they  have  been  reduced  in  a  short  time  f 

Mir.  Derby.     I  think  they  have  been  reduced. 

Mr.  Webster,  The  business  has  been  diverted  to  the  Copenhagen 
Market 

Mr.  Derby.  Do  you  understand  that  they  have  been  reduced  to  thirty 
or  forty  t 

Mr.  Webster.     That  is  my  impression. 

Mr.  Derby.  The  number  for  the  whole  city  is  1,687.  Some  of  the 
meet  populous  districts  are  full  of  theuL  The  reduction  in  those  places 
is  in  consequence  of  the  diversion  of  this  Copenhagen  Market. 

Mr.  Webster.  Is  that  in  consequence  of  their  being  diverted  or  being 
driven  out  by  the  authorities  1 

Mr.  Derby.  It  is  in  consequence  of  their  having  gone  where  cattle 
are  sold.  It  seems  that  the  city  of  London  has  converted  it  into  a 
.  market  and  has  established  it  on  a  plan  something  like  those  at  Brighton 
and  Watertown,  and  near  there  the  city  has  erected  some  large  buildings 
which  are  poorly  patronized  and  lose  thirty  or  forty  thousand  pounds  a 
year. 
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REBUTTING  TESTIMONY  FOR  PETITIONEB& 

Mr,  Melniire,  We  have  probably  half  a  dozen  witnesses  that  we  fihall 
have  to  put  on  in  rebuttal  I  do  not  think  that  we  can  finish  to-daj,  Iwt 
we  will  commence.  In  the  first  place,  as  the  other  side  has  put  in  evi- 
dence from  this  Report  on  Noxious  and  Offensive  Businesses,  I  will  put  in, 
without  reading,  the  testimony  of  Dr.  Henry  Lethby,  commencing  on 
page  157. 

Testimony  of  Dr.  B.  Joy  Jeffribb. 

Q,  (by  Mr.  Melniire),   You  are  a  physician  of  Boston  %    A,   Yes,  sir. 

Q,   For  how  long  time  have  you  been  onef    A.   Since  1857. 

Q.  Where  do  you  reside  1  J.  On  Spruce  Street.  My  office  is  on 
Chestnut  Street.  I  live  in  what  is  called  Benedict  Chambers^  at  3  Spnioe 
Street. 

Q,  £Iither  at  your  residence  or  office  have  you  distinguished  odors  difl- 
tinct  from  what  have  been  testified  to  as  drain  and  sewage  odors  \  A  I 
don't  know.  I  have,  during  the  last  summer,  received  odors  very  distinct 
and  different  fix)m  what  are  called  drain,  and  perhaps,  what  are  called 
sewer  odors. 

Mr.  Muzzey.  Now,  if  the  Board  please,  we  do  not  object  to  this  tes^ 
mony  going  in,  but  we  call  attention  to  the  fact  that  it  is  cumulative  upon 
the  original  case  of  the  petitioners. 

Mr.  Newhcdl.    Is  it  not  so,  Mr.  Mclntire  ? 

Mr.  Mclntire.  We  were  rather  restricted  in  our  direct  examination, 
because  the  Board  did  n't  wish  to  hear  what  might  be  termed  cumulatiTe 
testimony.  Now,  in  defence,  the  defendants  have  brought  in  a  number 
perhaps  double  our  own,  and  perhaps  they  might  count  our  number  on 
the  one  side  against  their  number  on  the  other.  I  don't  propose  to  call 
in  much  of  this,  but  I  propose  to  call  in  two  or  three  witnesses  that  li^ 
in  Boston  and  in  Charlestown,  to  show  that  they  have  met  with  the  gen- 
eral experience  of  other  people  in  regard  to  these  smdlls.  I  wish  to  put 
on  two  or  three,  perhaps,  in  addition  to  what  I  have  already  put  on,  to 
show  that  the  rendering  odor  is  experienced  here,  beside  those  of  our  own 
number,  about  whom  so  much  has  been  said. 

The  Chairman.  Can  Dr.  Jeffries  trace  that  rendering  odor  to  a  certAin 
place  1  If  it  is  that  he  has  smelt  the  rendering  odor  as  different  from 
the  sewer  odor,  I  think  it  is  hardly  worth  while  for  you  to  go  on. 
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Mr,  Mclnttre,  I  wish  to  ask  him  first,  if  he  recognizes  the  odor,  and 
then  if  he  recognizes  from  whence  it  came.  We  have  sent  away  some 
thirty  witnesses. 

Mr.  Mazzty,  We  have  sent  away  forty  or  fifty,  some  of  them  physi- 
cians. 

Mr.  Mclnttre,   We  could  have  had  a  thousand,  I  suppose. 

Mr.  Mwaey.   We  could  have  gone  on  forever. 

The  Chairman.   You  may  go  on  with  him,  Mr.  Mclntire. 

Q.  {by  Mr.  Mclnttre).  You  say  you  have  distinguished  the  rendering 
odor)    A.   Yes,  sir. 

Q.   When  1    A.   During  the  past  summer. 

Q.  At  what  time  in  the  twenty-four  hours  of  the  day  1  A.  More  es- 
pecially at  night,  sir. 

Mr.  NtwhoUL  The  Board  is  desirous  that  yoiur  questions  should  be 
confined,  not  to  his  own  personal  private  experience,  but  whether  he 
knows  to  what  extent  this  odor  has  extended  in  Boston. 

Mr.  Mclntire.    I  intend  to  do  it. 

Q.  Have  you  heard  complaints  among  your  patients  in  Boston  and 
vicinity  in  regard  to  that  rendering  odor  that  you  speak  of)  A.  Yes, 
sir. 

Q.  To  what  extent  1  A.  That  I  could  not  answer.  My  practice  is 
special  practice ;  I  being  an  oculist,  the  people  whom  I  attend  in  that 
way  are  not,  perhaps,  affected  seriously  by  it. 

Q.  Have  you  ever  noticed  from  whence  these  odors  come, — from  what 
point  of  the  compass  ?  A.  Yes,  sir ;  always.  I  would  state  my  experi- 
ence in  a  very  few  words,  and  take  but  very  little  time,  if  you  will*  allow 
me.  I  have  experienced  it  three  times.  There  was  a  time  last  summer 
I  and  my  wife  were  aroused  by  a  smell  very  distinct  from  the  smell  of 
sewers,  or  the  smell  that  we  have  over  Roxbury  way,  that  is  called  the 
Back  Bay  District.  This  was  a  fatty  smell,  and  has  been  termed  the 
rendering  smell.  I  was  awakened  and  nauseated  by  it,  as  was  also  my 
wife,  —  to  such  an  extent  that  at  that  time  I  applied  to  this  Board  for 
redress.  The  wind  came  from  East  Cambridge,  or  from  that  part  of  East 
Cambridge  where  these  establishments  are  located. 

Q.  {by  Mr.  Derby).  Give  us  the  course  of  the  wind,  if  you  please  1 
A.  I  am  trying  to  remember  just  the  locality.  I  think  my  front  win- 
dows face  Chestnut  Street,  and  it  also  came  in  my  bay-window,  which  faces 
Spruce  Street. 

Q,  Is  that  west  or  north  %  A.  The  rooms  are  placed  just  about  like 
this  comer  of  the  State  House,  I  think. 

Q.  {by  Mr.  Mclntire).  Do  you  know  that  that  direction  is  the  direction 
of  East  Cambridge  1  A.  Yes,  sir ;  I  do.  And  in  my  communication  I 
spoke  of  it  as  the  Miller's  River  nuisance. 

Q.   You  know  that  it  came  from  that  direction  t    A.   Yea,  sir. 

Q.    Three  times,  you  say  1     A.   Yes,  sir. 

Q.   Did  it  ever  affect  you  before  that  1    A.   No,  sir.     I  have  n't  been 
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awakened  from  sleep.     I  had  to  shut  the  wmdows  cm  that  account  before 
I  could  go  to  sleep  again. 

Q,  Have  you  heard  any  complaint  from  your  neighbors  in  that  vicinity 
experiencing  the  same  odors)  A.  I  don't  remember,  sir,  that  I  have. 
Almost  all  my  neighbors  are  out  of  town  ;  I  belong  to  the  club  that  can't 
get  away. 

Cross-ExamiruUton, 

Q,  {hy  Mr,  Derby)  Did  I  understand  you  that  the  smell  came  up 
Chestnut  Street,  or  across  it  ?  A.  1  cannot  say,  sir.  It  came  into  my 
windows.  Two  of  my  windows  face  toward  Chestnut  Street,  and  a  bay- 
window  toward  Spruce  Street. 

Q,  On  what  part  of  Spruce  Street  are  youf  A,  On  the  upper 
side. 

Q.  Now,  one  of  your  windows  faces  on  Spruce  Street  and  the  others 
toward  Chestnut  Street,  on  the  side  of  the  building  ?    A,    Yes,  sir. 

Q,  Am  I  to  understand  you  that  the  smell  came  up  Chestnut  Street  I 
A,  I  cannot  answer  that.  All  I  can  say  is,  that  the  smell  came  in  those 
windows  especially.  The  front  part  of  the  bay-window  on  Spruce  Street 
was  shut  and  the  side  sashes  were  up,  so  that  the  odor  came  in  from  that 
side  of  the  house. 

Q,  Can  you  tell  which  way  the  wind  was  that  night  1  A,  Yes,  sir. 
It  was  in  the  direction  — 

Q,  Give  us  the  point  of  the  compass,  if  you  please  t  A..  1  could  not 
tell  from  which  point  it  blew. 

Q.  Can't  you  tell  whether  it  was  from  the  north,  east,  south,  or  westt 
A,   Yes,  sir.     I  think  it  was  northwesterly. 

Q.  A  northwest  wind,  you  say  ?  A,  l  cannot  define  the  point  of  com- 
pass. I  know  to  which  windows  I  had  to  go  to  find  where  the  smell  came 
in,  and  which  I  had  to  close  to  keep  it  from  coming  in. 

Q.  .1  understand  you,  sir ;  but  did  the  smell  come  down  Spruce  Street 
or  up  Chestnut  Street  1  A,  It  would  have  to  come  down  Spruce  Street 
from  Chestnut,  because  Spruce  Street  runs  from  Chestnut  to  Beacon. 

Q.  Then  it  came  down  Spnice  Street  1  A.  Yes,  sir,  if  you  call  that 
down.     That  is,  it  came  into  the  window  that  faces  that  way. 

Q.  It  also  came  in  at  the  window  that  faces  on  Chestnut  Street,  didn't 
it,  sirt     A,   Yes,  sir. 

Q.   Into  which  did  it  come  the  strongest  1     A,   I  could  not  say. 

Q,   You  have  two  windows  on  Chestnut  Street  1    A,   Yes,  sir. 

Q,  Did  you  have  any  weathercock  that  gave  you  the  course  of  the 
wind] 

The  Chairman.     What  is  the  use  of  asking  that  question  repeatedly 

when  he  cannot  answer  it. 

Mr,  Derby,  I  want  to  be  sure  that  the  wind  was  not  in  another  direo- 
tion. 

Q,  You  cannot  tell  from  the  course  of  that  wind,  by  a  weathercock, 
whether  it  was  one  way  or  another  1  A.  Yes,  sir,  I  can.  I  can  get  the 
exact  point  of  the  compass. 

Q,    It  came  from  Spruce  and  Chestnut  Streets  both  ]    A,   Yes,  sir. 

Q.  The  front  of  the  bay-window  being  closed  %    A,  Yes,  sir. 
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Mr.  Mclntire.  I  have  two  persons  from  Louisburg  Square  who  can 
testify  to  their  own  experience. 

Tke  ChairTnan.  Can  they  testify  except  to  the  distinction  of  these 
two  smells  1 

Mr.  Mclntire,     I  think  not. 

Mr,  NewhaU.  I  am  afraid  the  defence  will  want  to  begin  again,  Mr. 
.Mclntire. 

Mr.  Derby.     I  want  it  either  admitted  or  excluded  from  botL 

Mr.  Mclntire.     Then  I  will  put  on  Alderman  Brine. 

Testimony  op  Ald.  George  R.  Brinb. 

Q.  {by  Mr.  Mclntire).  Mr.  Brine,  you  are  an  Alderman  of  Cambridge, 
are  you  1     A.   Yes,  sir. 

Q.   And  live  in  East  Cambridge  ]    A.  Yes,  sir. 

Q.  How  long  have  you  lived  there?  A.  I  have  lived  there  about 
twenty-six  or,  perhaps,  twenty-seven  years. 

7%«  Chairman.  I  want  to  give  notice  to  counsel  that  the  Secretary  is 
called  away  from  here  by  the  Supreme  Court  to  give  evidence.  That  il 
the  reason  of  his  absence.  It  leaves  a  quorum  of  the  Board,  however, 
and  we  shall  go  on. 

Q.  (by  Mr.  Mclntire).   You  do  business  in  Boston  ?    A.   Yes,  sir. 

Q.  I  will  ask  you  whether  you  have  recently  examined  the  buildings 
which  face  upon  Charles,  Vine,  Spring,  Thorndike,  and  Otis  Streets^  facing 
the  westerly  or  southerly  side,  and  the  buildings  on  the  north  side  of  the 
street,  facing  southerly  toward  Broad  Canal  1  A.  I  cannot  go  into  it  as 
fully  as  that.  I  have  examined  them  on  Thorndike  and  Otis  Streets,  but 
I  have  n't  been  upon  Charles,  Vine,  or  Spring  Streets. 

Q.  Well,  on  the  streets  which  you  examined  did  you  find  any  discolor- 
ation on  the  houses  which  faced  toward  Broad  Canal  1     A.  Very  slight. 

Q.  State  where  the  most  was.  A.  It  was  mostly  on  the  other  side  of 
the  street ;  on  the  north  side  of  the  buildings  and  on  the  south  side  of 
the  streets. 

Q.  Have  you  been  down  toward  Craigie's  Bridge  to  notice  whether  there 
was  any  discoloration  of  the  buildings  along  from  the  bridge,  up  Bridge 
Street  in  the  direction  of  Mr.  Squire^s  factory  1    A.   Not  particularly. 

Q.  Well,  have  you  noticed  those  buildings  at  all,  —  whether  there  were 
any  discolorations  towards  the  bridge  1  A.  1  cannot  say  I  have  seen  any 
discolorations  on  the  buildiugs  in  that  locality. 

Q.  Now,  take  it  from  where  these  boards  were  taken,  right  close  by 
Craigie's  Bridge,  will  you  describe  how  the  discoloration  is  there,  and  to  what 
extent  it  exists  1  A.  I  have  occasion  to  pass  over  that  bridge  every  day, 
as  I  walk  in  almost  every  morning  from  my  house,  and  I  think  I  have 
noticed  the  effect  of  the  sewer  that  empties  there,  for  a  long  time.  The 
effect,  mainly,  from  the  mouth  of  that  sewer  has  been  to  discolor  that 
fence  and  the  body  of  the  building,  which  is  a  continuation  of  the  fence, 
the  lumber-she  1,  and  along  the  ends  of  the  wharves. 

Q.  Where  is  the  most  intense  discoloration)  A  Immediately  over 
the  sewer. 
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Q.   Where  these  boards  come  off  I    A.  Tes,  sir. 

Q.  There  is  a  sewer  which  empties  there  1^1  think  so.  The  flats 
are  bare,  whenever  the  tide  is  out,  for  quite  a  number  of  feet. 

Q.  Tliere  is  a  fence  of  about  fifteen  or  twenty  feet,  and  there  is  a  long 
building,  all  painted  the  same  color  and  facing  on  the  riyerl  A.  I  would 
not  say  painted  the  same  color.  I  know  that  the  effect  of  the  sewer  is 
to  l>e  seen  on  the  fence,  and  also  on  the  shed  and  the  buildings,  — on  t 
small  part  of  the  building  and  almost  the  entire  surface  of  the  fence. 

Q.  Well,  you  were  with  the  Board  of  Aldermen  the  night  that  thej 
risited  Mr.  Squire's  establishment,  were  yout     A.  Yes,  sir. 

Q.  Well,  first  tell  us  what  smells  you  distingtii^ed,  if  any  t  ^  I  think 
that  was  my  third  visit  to  that  establishment,  that  is,  within  a  short 
time.  I  had  not  been  there  for  a  number  of  years  before.  I  observed 
the  same  smells  that  I  observed  on  two  former  occasions. 

Q.  What  were  they  J  A.  I  could  distinctly  say  that  on  that  evening 
I  did  n't  go  through  the  building  as  Alderman  Sawin  testified.  I  simplj 
called  in  to  see  the  effect  of  the  destruction  of  the  gases.  To  show  whi^ 
the  effect  was,  when  the  experiment  was  about  through,  and  when  a  mar 
jority  of  the  people  went  away,  I  went  too.  I  don't  know  that  we  got 
anything  in  particular.  I  noticed  the  live-hog  smell,  and  on  the  other 
occasions  I  noticed  the  rendering,  the  live-hog,  and  the  dock  smelL  Oo 
one  occasion  — 

Q.  {by  Mr.  Derby).  When  were  the  other  occasions,  sir  1  ^  I  can* 
not  give  you  the  exact  date. 

Q.  Recently  1  In  the  month  of  July)  A,  In  the  month  of  June 
was  my  first  visit.  I  offered  an  order  in  the  Board  of  Aldermen,  I  think 
on  the  28th  day  of  May,  asking  the  Special  Committee  on  Health  to  go 
there  and  make  inquiry  what  the  intention  was  in  having  the  bamn 
under  their  buildings  excluded  from  the  filling.  I  offered  that  order  to 
the  Board,  and  it  was  in  consequence  of  that  that  I  first  went  there.  1 
think  in  June,  it  may  have  been  during  the  first  week. 

Q.  (by  Mr.  Mclntire).  What  opinion,  -if  any,  was  expressed  by  the 
Board  of  Health  that  night  in  regard  to  the  odors  on  the  night  of  the 
visit,  on  the  3l8t  of  July,  in  regard  to  any  odors  which  were  pe^ 
ceptible  in  or  about  the  room  ?  A.  Well,  I  cannot  say  that  I  had  snj 
direct  conversation  with  any  party  that  night,  with  the  exception  of  cue 
member,  and  that  was  Alderman  Harding,  whom  I  met  outside  the  build- 
ing, when  I  was  going  in  and  he  was  going  away.  That  was  at  the  time 
that  the  experiment  had  failed.  I  did  n't  go  down  there  until  perhaps  t 
little  late.  They  had  been  attempting  to  consume  the  gas,  and  for  some 
reason  or  other  they  had  stopped,  and  put  the  light  out  and  were  wait- 
ing, I  understood,  to  accumulate  gas  enough  to  bum.  They  had  burned 
out  what  had  accumulated  and  were  waiting  for  another  accumulation. 
Alderman  Harding  was  going  out  at  the  time. 

Q.  What  I  wanted  to  ask  you  was,  whether  there  was  anything  said 
to  Mr.  Squire  at  the  establishment  at  that  time  in  regard  to  the  smells 
from  the  tank.  A.  Well,  I  did  n't  go  very  near  Mr,  Squire  at  that 
time.     I  had  good  reason  for  keeping  away  from  him. 

-  Q,  Did  you  visit  that  Reardon  establishment  at  the  time  that  the  rest 
of  the  Boaixi  reviewed  it  1    A.    1  did,  sir. 

Q.    With  the  Mayor  and  others  1    A,    I  did. 

Q.   Well,  now,  how  does  the  smell  which  was  testified  to  aa  emaoat- 
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ing  from  the  tank  that  night  compare  with  what  you  experienced  at  Mr. 
Squire's  1    A.   Well,  the  smell  that  I  got  there  — 

The  Chairman.  At  Reardon's  1  A,  I  went  to  Reardon's  in  company 
with  the  Committee  on  Health,  and  the  Mayor,  —  a  joint  committee  at 
the  time. 

Q.  {by  Mr,  McIrUire),  You  are  a  member  of  the  Committee  on  Health  t 
A.    I  am  one  of  it,  sir.     I  went  to  Reardon's  in  the  evening  — 

Q.  This  is  the  Reardon's  up  on  Madison  Street)  A,  Yes,  sir.  I 
went  there  in  the  aflemoon,  and  I  think  that  the  man  in  charge  did  n't 
let  on  the  gas  at  that  time.  It  strikes  me  that  he  had  orders  not  to 
discharge  any  then,  Ibut  later  in  the  eyening.  We  went  to  Mr. 
Squire's  that  evening,  and  afterward  to  Mr.  Reardon's,  and  in  the  even- 
ing we  had  the  gas  discharged,  as  they  were  in  the  habit  of  doing  after 
they  had  done  their  rendering.  After  that  I  met  Mr.  Squire  and  one  or 
two  of  his  men  up  in  City  Hall  one  evening,  in  the  Mayor's  room. 

Mr.  McIrUire.   You  don't  answer  my  question. 

Mr.  Bnne.  I  am  coming  to  it  now,  sir.  I  was  going  to  say  how  I 
came  to  go  to  Mr.  Squire's. 

Q.  {by  Mr.  Mclntire).  I  want  to  know  the  comparison  between  the 
odor  at  Mr.  Reardon's  and  that  at  Mr.  Squire's.  A.  I  should  say  that 
the  odors  were  very  identical  The  only  odor  I  got  at  Mr.  Squire's  with 
the  same  apparatus  was  from  the  blowing  off,  and  it  was  intensified. 

Q.  (by  Mr.  Derby),  That  is,  when  it  was  let  off  into  the  roomt 
A.  No,  sir,  I  won't  say  when  it  was  let  off  into  the  room,  but  when  it 
was  blown  off  under  the  building. 

2%e  (Mairman.  Which  was  more  intense?  A.  Let  me  explain.  The 
time  that  I  got  this  terrible  odor  I  was  alone.  I  went  in  an  unofficial 
capacity  to  Mr.  Squire's,  and  also  to  Mr.  Reardon's,  and  had  them 
blow  off,  as  they  said  they  were  in  the  habit  of  doing  at  7  or  8  o'clock. 
They  blew  off  exactly  as  I  had  seen  them  blow  off  at  Reardon's,  and 
I  saw  that  the  odor  was  then  intensified. 

Q.    (by  Mr.  Mclntire).    But  somewhat  identical  1    A.   Yes,  sir. 

Q.  Were  you  present  as  a  member  of  the  Board  of  Health  when 
the  resolutions  of  this  Committee  were  introduced  before  that  Board  1 
A.  The  resolutions  of  the  committee  appointed  at  the  indignation  meet- 
ing f     I  was  there. 

Q.  Did  you  hear  any  remark  made  there  by  Mr.  Squire,  or  in  regard 
to  his  new  apparatus,  in  comparison  with  the  former  apparatus  that  he 
had  used  'i  A.  1  heard  a  great  many  remarks  that  night.  I  think  I 
did  hear  him  make  the  remark,  —  yes,  I  am  sure  that  I  did,  —  in  ahswer 
to  Mr.  Hastings  or  Mr.  Magoun  I  think,  that  he  thought  that  the  place 
was  sweet  enough  before,  and  he  did  n't  believe  that  this  had  made  any 
great  improvement,  and  he  would  take  it  out  if  they  said  so,  or  words  to 
that  effect. 

Q.  Have  you,  as  a  member  of  the  Board  of  Health,  visited  the  Brighton 
Abattoir  and  Shaw's,  as  well  as  Mr.  Squire's  1    A.    1  have,  sir. 

Q.  There  have  been  comparisons  made  between  those  places.  I 
would  like  to  have  you  make  one. 

7^  Chairman.   I  don't  see  the  benefit  of  that. 

Mir.  McIwUre,   It  has  been  testified  that  everything  done  in  these  estab- 

liahments  is  the  same  as  that  at  the  Abattoir,  and  that  it  is  not  more 
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offensive.     I  would  like  to  have  another  member  of  tbe  Committee  who 
yisited  them  give  his  opinion.     It  is  a  question  of  opinion. 

The  Chairman,  I  don't  understand  it  so.  Ask  the  question  and  let  us 
see  if  he  can  give  as  brief  an  answer  as  possible. 

Witness,    I  yisited  the  Abattoir,  and  went  through  it  pretty  thoroughlj. 

77te  Chairman,    Yoiur  opinion,  simply. 

Witness,  My  opinion  would  be  that  Mr.  Squire's  establishment  woitld 
be  susceptible  of  great  improvements  before  it  was  as  good  as  the  Abat- 
toir. That  is  to  say,  it  would  at  that  time.  I  don't  know  what  may 
have  been  done  there  since.  I  understand  that  be  has  made  great  im- 
provements since  then. 

Q.  (by  Mr.  Derby),  When  was  that  time  1  A,  That  was  in  June,  the 
same  day  after  I  went  to  Mr.  Reardon's  in  the  evening. 

Q.  {by  Mr.  Mclntire),  Have  you  ever  heard  Mr.  McSorley  make  any 
remark  in  regard  to  the  nuisance  or  cause  of  this  nuisance  t  ^.  I  have 
in  a  general  way.  I  have  heard  him,  with  a  great  many  other  people,  be 
very  indignant,  and  say  that  he  thought  it  was  very  bad  that  the  people 
should  have  these  things. 

Q,  Which  things  %  A,  These  smells  ;  these  unendurable  smells  from 
the  slaughter-houses. 

Q,   Did  he  mention  the  slaughter-houses  t    ^.   I  think  he  did. 

Cross-Examination, 

Q,  (by  Mr.  Derby).  Has  there  been  some  difference  or  estrangement 
between  you  and  Mr.  Squire  at  any  time  1  A.  There  may  have  been  on 
hi|i  part.     I  have  never  had  any  hard  feelings  against  him. 

Q.    There  has  been  to  some  extent  1    A.   Yes,  sir. 

Q.  You  said  you  didn't  like  to  go  near  him  on  some  account t 
A.  Yes,  it  was  on  account  of  some  remark  which  he  made  to  me  which 
I  never  had  made  to  me  before. 

Q.  Do  you  remember  what  it  was  1  A,  Yes,  sir.  He  oalled  me  a 
liar.     It  was  the  first  time  I  ever  was  called  a  liar. 

Mr.  Newhall.    It  is  of  no  use  to  go  iuto  the  cause  of  this  matter. 
Mr.  Derby.    I  merely  asked  the  question. 
Mr.  Brine,    I  did  n't  intend  to  speak  of  it. 

Mr.  Derby.  I  simply  asked  the  question  if  there  had  been  any  differ- 
ence between  them.     I  don't  wish  to  pursue  the  inquiry. 

Q.  I  would  now  ask  you  with  regard  to  Mr.  Reardon's  establishment, 
whether  you  have  been  there  more  than  once  in  consequence  of  their  hav- 
ing offensive  smells  there.  Whether  you  once  went  in  company  with 
certain  men  employed  by  Mr.  Squire;  if  they  took  you  there t  A  I 
never  went  but  once.  I  went  twice  the  same  day.  I  have  never  been 
there  since. 

Q.  With  whom  did  you  go  1  A.  The  first  time  with  Mr.  KendaD 
and  the  Mayor. 

Q.  That  was  the  visit  described  by  the  Mayor,  I  believe  t  A.  Yes, 
sir.  And  in  the  evening  of  the  same  day  we  went  to  Mr.  Squire's  we 
went  from  Mr.  Squire's  to  Mr.  Reardon's  again,  at  the  invitation  of  one  of 
his  foremen. 
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Q,  Was  this  after  the  pipe  had  been  put  in  for  burning  the  gases  by 
Reardon,  or  the  rendering  in  close  kettles  1  A,  No,  sir.  He  ^ras  ren- 
dering in  a  tight  tank,  and  discharging  the  gas  into  a  cistern  in  the  back 
part  of  the  premises. 

Q.  He  had  introduced  the  principle  of  rendering  in  tight  tanks,  and 
was  carrying  the  gas  and  liquid  into  a  cistern  at  that  time  ?    A,   Yes,  sir. 

Q.  Was  there  any  offensive  smell  at  the  time  of  your  visit  to  Rear- 
don's  1    Al  There  was. 

Q,  Was  it  very  offensive  'i  A,  I  would  not  like  to  stop  there  a  great 
while. 

Q.  Was  it  a  necessary  smell,  or  was  it  only  let  off  for  your  informa- 
tion 1     Was  it  so  understood  1    A,    It  was  let  off  for  our  information. 

Q.  You  went  there  twice,  and  perceived  it  twice,  did  you  1  A,  It 
strikes  me  that  the  first  time  I  went  there  they  gave  us  nothing  of  it. 
It  seems  to  me  that  the  man  in  charge  said  that  he  had  no  authority  to 
let  off  the  gas. 

Q,  At  that  Mme  the  Mayor  and  Aldermen  were  with  you,  and  at  the 
next  time,  when  the  gas  was  discharged,  they  did  not  accompany  you. 
Have  you  on  any  other  occasions  been  to  Mr.  Reardon's  and  perceived 
offensive  smells  ?     A,    No,  sir. 

Q.  Have  you  at  any  time  been  invited  to  go  there,  and  declined  to 
go  ]     A,   No,  sir,  I  have  never  declined  to  go. 

Q.   You  have  been  invited  to  go  1   A.  Yes,  sir ;  but  I  have  never  refused. 

Q,  Did  you  go  on  the  other  occasion  1  14,.  There  was  no  other  occa- 
sion. I  have  been  asked  to  go  up  there  and  go  around  the  place,  and 
see  if  there  was  not  a  very  bad  smell. 

Q,  When  were  you  told  there  was  a  bad  smell,  and  asked  if  you 
would  go  up  and  notice  'i  A,  1  don't  remember.  I  think  I  have  been 
told  so.  I  did  n't  go  into  it.  I  have  been  around  there  ;  because  men 
would  not  e^en  go  into  it  for  the  smell. 

Q,  Then  you  have  smelt  it  for  a  considerable  distance  1  A,  Yes,  sir. 
I  claim  that  both  places  smell  bad. 

Q.  I  am  confining  myself  to  Reardon's.  My  inquiry  is,  whether  you 
have  been  there  and  smelt  it  more  than  once  1     A,   Yes,  sir. 

Q.    Quite  offensive  1    A.   Yes,  sir. 

Q.  It  has  been  complained  of  as  an  offensive  place?  A.  Yes,  sir. 
One  of  Mr.  Squire's  men  came  to  me  and  told  me  about  it,  —  Mr.  George, 
I  think. 

*  Q,  You  have  n't  been  inside  the  building,  only  on  these  two  occasions  1 
A,   No,  sir. 

Q.  You  theji  went  there  by  some  invitation  1  Or  did  you  go  there 
because  somebody  wished  you  to  go  1  A.  We  went  there  in  our  official 
capacity  in  the  daytime,  and  in  consequence  of  an  invitation  of  Mr. 
Goodrich,  Mr.  Squire's  foreman. 

Q.  Allow  me  to  inquire,  sir,  whether  the  watchman  of  Mr.  Squire,  or 
his  foreman  even,  on  several  occasions  notified  you  that  there  was  a 
nuisance  there,  an  offensive  smell  that  demanded  your  attention  1  A,  On 
the  4th  of  July  I  was  at  Cambridge  port.  .  In  the  evening  two  of  his  men 
came  to  me,  and  asked  me  up  to  the  Grand  Junction  Railroad.  Alongside 
of  the  Grand  Junction  Railroad  was  quite  a  ditch,  which  was  very  offen- 
sive indeed.  I  called  the  attention  of  the  Committee  on  Health  to  it, 
and  it  was  filled  up  inside  of  three  or  four  weeks  afterward. 
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Q.  On  any  other  occasion  did  any  of  his  men  come  to  you  f  A.  Tea. 
On  one  occasion  Mr.  Goodrich  came,  and  stated  that  he  wotdd  coma 
after  me  that  evening,  and  take  me  to  one  or  two  places  that  were  offen- 
sive. I  made  an  engagement  with  him,  and  stayed  in  the  house  on 
purpose  to  wait  for  him  ;  but  he  did  n't  come  f(»r  me. 

Q.    He  came  another  morning  1 

Mr.  NewkalL  Did  he  ever  go,  Mr.  Derby)  I  suppose  that  is  your 
point  ?  I  wanted  to  ask  whether  he  was  notified,  and  whether  he  did  or 
did  not  go  1  A,  1  have  been  inyited  to  go,  and  was  willing  to  go  ;  but 
in  consequence  of  their  breaking  their  engagements,  I  have  not  gone. 

Q,    Did  they  break  engagements  more  than  once  %    A,    Yes,  sir. 

Q,  How  far  is  it  from  your  house  to  Reardon's  1  A,  About  a  quarter, 
or  perhaps  three  eighths,  of  a  mile. 

Q,  On  some  occasions  they  have  come  to  you  and  told  you  that  there 
was  a  bad  smell,  and  invited  you  to  go  there,  and  you  did  n't  go,  and  on 
one  occasion  you  did  n*t  go  because  they  did  n't  come  with  a  carriage  to 
take  youl  A,  I  have  made  special*  arrangements  to  go  with  them,  as  I 
have  stated,  on  two  occasions  when  they  promised  to  come  after  me  and 
did  n't  come.     Not  knowing  where  the  places  were,  I  did  n't  go. 

Q.  I  speak  of  Reardon's.  That  is  very  near  Main  Street.  You  would 
not  have  to  go  very  close  to  it.  A.  I  have  been  repeatedly  near  that, 
and  have  found  very  offensive  odors  around  that. 

Q.  Now  let  me  ask  you  whether  down  to  Mr.  Squire's  establishment 
you  have  found  any  smell  but  the  simple  smell  of  the  tight  tank  opened 
for  your  benefit  1  A.  The  worst  smells  that  I  have  got  were  from  a  pipe 
opened  for  my  benefit. 

Qf  This  was  from  this  improved  apparatus  1  A,  Yes,  sir ;  when  the 
gases  were  discharged  upon  the  flats. 

Q,    Before  this  method  of  burning  the  gas  1    A,   Yes,  sir. 

Q,  Not  from  the  present  apparatus,  but  from  some  previous  arrange- 
ment, when  it  was  let  into  the  basin.  It  was  from  that  pipe  that  you 
received  the  gas.  A.  Yes,  sir.  It  was  then  that  I  received  the  gas  I 
have  referred  to,  and  also  that  Mr.  Squire  talked  to  me  in  the  manner  I 
have  spoken  of. 

Q.  {by  Mr,  Newhall).  I  don't  understand  you  that  odor  came  from  a 
pipe  where  they  were  continually  blowing  off,  but  from  a  pipe  opened  for 
your  special  benefit  1  A.  No,  sir ;  that  was  when  they  dischaiged  the 
gas  every  morning  from  7  to  8  o'clock  from  the  tight  tanks  where  render- 
ing was  done. 

Mr.  Derby.    That  was  before  the  gas  was  burned. 

Q.  (by  Mr,  Webster).  The  smell  you  got  when  they  were  discharging 
from  the  tight  tanks  was  not  during  the  regular  process,  but  rather 
a  process  for  your  particular  benefit  ?  -4.  It  was  an  every-day  occur- 
rence. 

The  Chairman,  This  gas  was  let  off  into  the  river,  and  you  found  it 
quite  offensive  1 

Q.  (by  Mr,  Derby).  But  this  was  previous  to  the  burning  of  the  gas 
with  gasoline.  I  believe  that  the  Commission  understands  that  it  was 
prior  to  the  introduction  of  the  present  apparatus  for  burning  the  gas. 

The  Chairman,    Yes,  sir,  we  do. 
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Q,  (by  Mr,  Derby),  That  was  like  the  smell  at  Reardon's,  I  under- 
stand  you  t    A,   Yes,  sir. 

Q,  Was  that  smell  more  diffused,  or  not,  sir  1  A,  Perhaps  it  may 
have  been  more  diffused,  because  it  was  blown  off  into  the  dock,  where  it 
had  great  chance  to  evaporate.  At  Reardon's  it  was  blown  into  a  cistern, 
and  was  covered  over  tightly  and  discharged  into  a  sewer. 

Q.  But  the  smell  at  Reardon's  got  out  around  the  place,  did  n't  it  t 
A,  Well,  I  suppose  that  the  effect  of  the  smell  may  be  that,  as  after 
one  has  stayed  there  a  little  while  it  is  pretty  hard  work  to  tell  whether 
it  is  outside  or  inside.  That  was  the  effect  upon  me.  I  got  so  much  of 
it  there  that  I  could  not  tell  whether  I  got  it  outside  or  not. 

Q,  I  will  ask  you,  sir,  whether  you  were  present  when  the  conversa- 
tion took  place  between  Mr.  Mclntire  and  Sir.  Chaffee,  and  heard  the 
remark  that  there  was  no  use  in  charging  the  effect  of  a  certain  odor 
to  Mr.  Squire's  establishment?  Do  you  recollect  the  conversation  be- 
tween Mr.  Chaffee  and  Mr.  Mclntire  'i  A,  1  think  I  have  heard  it  said 
that  Mr.  Mclntire  said  he  would  be  honest,  and  acquit  Mr.  Squire's  fac- 
tory of  that  charge,  but  I  don't  think  I  was  present  at  that  time. 

Mr,  Mclntire,  Mr.  Mclntire  has  not  testified.  I  don't  know  how  you 
can  ask  any  question  about  that. 

Mr,  Derby,     It  is  with  reference,  sir,  to  the  other  testimony. 
JUr.  Newhall,     It  is  simply  corroborating  their  own  witness. 

Q,  {by  Mr,  Derby),  You  speak,  sir,  of  certain  improvements  wanted 
to  make  Mr.  Squire's  establishment  as  good  as  the  Abattoir.  In  what  do 
you  deem  the  establishment  deficient?  A,  The  day  we  were  at  the 
Abattoir  we  came  to  the  conclusion  —  I  think  it  was  the  general  opinion 
of  the  Committee  —  that  if  Mr.  Squire  was  to  put  in  the  same  apparatus, 
or  Bbmething  of  a  similar  kind,  for  the  destruction  of  these  gases,  a  great 
part  of  the  evil  would  be  done  away  with.  Previous  to  that  time  I  never 
had  any  feelings  against  this  establishment.  I  went  there  simply  as  a 
matter  of  duty,  and  to  all  these  places  in  the  same  spirit. 

Q,  You  came,  then,  to  the  conclusion  that  if  the  same  improvements 
were  adopted  there  as  at  the  Abattoir,  it  would  be  endurable?  A,  I 
thought  it  would  be  a  very  great  improvement,  and  I  signed  the  Report 
for  that  reason. 

Q.  Do  you  remember  the  improvement  that  was  named  ?  Was  it  the 
burning  of  the  gas  ?    A,   That  was  the  principal  thing. 

Q.  Was  it  also  the  removal  of  the  blood  ?  The  removal  of  the  hair 
had  at  that  time  already  been  taken  care  of.  The  burning  of  the  gas 
was  the  principal  thing  ?    A,   Yes,  sir. 

Q,  Do  you  think  of  anything  else  that  was  suggested  ?  .^.  If  I  re- 
member rightly,  I  think  we  suggested  to  him  that  it  would  be  well  to  do 
something  to  do  away  with  the  live-hog  smell.  I  am  not  quite  sure.  I 
know  we  mentioned,  the  Mayor  and  myself,  —  we  stopped  a  little  while 
after  Aldermen  Kendall  and  Woodbridge  had  gone,  —  and  in  a  general 
way  we  stated  to  him  that  we  thought  such  and  such  improvements  would 
be  of  advantage  to  his  establishment ;  that  if  he  should  bum  the  gases 
and  get  rid  of  the  live-hog  smell  it  would  be  a  very  great  improvement. 
I  think  that  if  it  had  not  been  for  that  veiy  unfortunate  smell  we  had  on 
the  Slst  of  July,  perhaps  there  would  not  have  been  so  much  feeling 
about  it  till  another  year. 
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Q.  Do  jou  think  that  if  it  had  n't  been  for  that  there  would  not  hare 
been  a  great  deal  done  about  it  for  another  yeart  A.  It  was  that  night, 
sir,  which  created  the  difficulty.  It  was  that  night  which  called  forth 
the  indignation  meeting. 

Q.  You  have  given  some  little  evidence  with  regard  to  Thomdike 
Street.  Which  is  it  nearest  to,  Broad  Canal  or  the  Squire  Basin  1  A.  It 
is  very  much  nearer  to  Mr.  Squire's. 

Q.  Then  you  would  not  expect,  on  the  side  toward  Broad  Canal,  at 
that  distance,  so  much  discoloration  as  on  the  side  toward  the  basin  t 
A,  Well,  I  have  never  seen  any  discoloration  from  what  I  should  call  the 
effects  of  Broad  Canal  on  buildings.  1  have  gone  through  this  thing  in 
a  spirit  of  perfect  justice.  I  feel  as  if  I  wanted  to  say  that  I  have  had 
no  feelings  whatever  about  it.  I  have  never  seen  any  effect  on  buildiogi 
of  what,  in  my  judgment,  was  the  effect  of  the  sewer. 

Q.  Have  n't  you  seen  any  on  Mr.  Adams's  house  at  the  House  of  Cor 
rection  1    A,    No,  sir. 

Q.  Or  on  Craigie's  Bridge  "i  Al  1  have,  on  Craigie's  Bridge,  immedi- 
ately over  the  sewer.     I  have  seen  it  come  from  the  sewer. 

Q.  On  Thorudike  Street  the  distance  is  two  or  three  times  as  far  from 
Broad  Canal  as  from  the  Squire  Basin  1     A.    Perhaps  twice. 

Q.  And  Broad  Canal  is  a  much  smaller  collection  of  water  than  tba 
other  1     A.   Yes,  sir. 

Q.  So  that  you  would  expect  from  the  broader  basin,  much  nearer, 
more  effect  than  from  the  smaller  basin  at  the  greater  distance  1  As  That 
would  depend  upon  the  amount  of  sewage  put  into  it. 

Q.  You  would  not  expect  at  a  great  distance  the  effect  which  you  would 
have  in  the  immediate  vicinity  1    A,   No,  sir. 

Q.  You  have  alluded  to  some  conversation  with  Mr.  Squire.  When 
was  that,  and  where  was  it  1  in  whose  presence,  and  of  what  were  you 
speaking  ]  A.  That  was  before  the  Board  of  Mayor  and  Aldermen,  I 
think  in  the  month  of  August.  He  made  some  general  remarks  that  htB 
establishment  was  well  without  a  certain  improvement,  and  he  would 
take  it  out  if  they  did  n't  like  it.  At  the  time,  I  did  n't  attach  any  great 
importance  to  it.  Some  question  was  passed  between  him  and  one  mem- 
ber of  the  committee,  and,  in  the  course  of  the  conversation,  I  heard  him 
make  that  remark.  Mr.  Squire  always  contended  that  there  was  no  smdl 
there,  and  so,  of  course,  he  felt  there  was  no  improvement  in  any  appa- 
ratus. 

Q.  Did  n't  he  make  a  remark  something  like  this,  that  if  he  discharged 
the  water  at  high  tide  it  was  inoffensive  1  A.  He  may  have  made  that 
I  know  that  the  discharge  was  at  low  tide  the  morning  that  I  was  there. 

Q.  Yes,  sir.  There  was  a  trough  there  especially  used  for  blowing 
into  when  the  tide  was  low.  Was  it  not  stated  to  you  then  that  it  wtt 
generally  discharged  at  high  tide,  and  that  this  was  low  water,  but  that 
if  you  desired  it,  to  gratify  you  the  discharge  should  be  made  then! 
A.  Yes,  sir,  it  was.  When  I  went  there  it  was  with  the  definite  under- 
standing that  it  should  be  discharged  between  those  hours. 

Mr,  Derby.  Well,  that  perhaps  is  now  abandoned,  and  the  burning 
in  the  furnace  is  introduced.  That  is  a  question  of  the  past,  and  is  im- 
material.    I  believe  I  will  not  ask  any  more  questions. 
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Testimony  op  S.  P.  Sharplbs  (recalled). 

Q.  {by  Mr.  McIrUirt).  I  will  ask  you  whether  you  have  made  any 
tables  or  calculations  from  the  analyses  of  mud  from  these  different 
places  with  the  table  that  has  been  put  in  by  Professor  Horsford  1  And  if 
you  have  a  table  any  different  from  his,  I  wish  you  would  put  it  in.  A.  I 
have  not  analyzed  any  of  the  specimens  of  mud,  but  have  simply  made 
recalciilations  from  some  of  bis  results. 

Q.  (bjf  Jify.  Newhall).  Did  you  make  recalculations  from  Professor 
Horsford's  results  1  A.  As  you  will  find,  these  results  are  all  calculated 
on  wet  mud.  I  thought  it  would  show  more  nearly  the  difference  be* 
tween  the  analyses  of  the  different  muds  to  treat  them  dry  rather  than 
wet,  the  water  being  an  entirely  arbitrary  matter.  In  calculating  upon 
the  wet  muds,  a  great  deal  would  depend  upon  the  care  with  which  it  was 
dipped  up,  and  the  state  of  the  water.  I  have,  therefore,  recalculated  it 
on  the  basis  of  dry  mud,  and  merely  submit  these  recalculations  to  the 
Board.  I  have  four  columns  here.  1  have  reduced  the  total  sulphuretted 
hydrogen  to  per  cents.  The  ammonia  was  all  in  per  cents.  I  have  then 
divided  the  per  cent  of  ammonia  by  the  per  cent  of  sulphuretted  hydro- 
gen, in  order  to  determine  the  relation  between  these  two  substances.  I 
have  also  made  recalculations  of  the  amount  of  free  sulphuretted  hydro- 
gen in  the  dry  mud.  Thus  the  ratio  between  the  sulphuretted  hydrogen 
and  ammonia  runs  from  -^ixs  to  ^-j.  Thus  the  ratio  between  the  free 
sulphuretted  hydrogen  which  would  be  furnished  by  albumen,  and  the  am- 
monia in  albumen  is  ^\j-  to  yji^.  In  the  other  table  I  saw  nothing 
showing  that  the  jsulphur  must  come  from  some  other  source  than  the 
albumen,  and  also  from  the  condrine  which  is  composed  of  gelatine.  My 
tables  go  to  show  that  tho  most  of  the  sulphuretted  hydrogen  must 
come  from  the  reduction  of  sulphates  in  sea- water.  The  exceptional  case 
is  that  of  Broad  Canal,  which  I  think  may  be  accounted  for  by  the  fact 
that  large  amounts  of  castings  are  washed  there  in  that  canal,  and  very 
likely  a  great  deal  of  the  sulphate  of  iron  goes  into  it,  and  coming  in 
contact  with  the  organic  matter,  reduces  the  free  sulphide  of  iron  to  sul- 
phuretted hydrogen. 

Q.  Whether  that  occurs  to  any  large  extent  in  Broad  Canal  or  is  only 
local  %  A.  1  should  judge  only  local,  because  the  other  analyses  show 
no  sucli  results. 

Q.  In  other  words,  his  analyses  were  taken,  you  should  judge,  from 
mud  taken  out  near  where  this  was  turned  in  t 

Profeuor  Horsford.    But  you  do  not  know. 

Mr.  Sharpies.  It  is  another  way  of  looking  at  the  i*csults.  I  simply 
exclude  the  water  in  order  to  make  my  computations,  in  order  to  com- 
pare them  with  the  other.  I  have  reason  to  have  great  confidence  iu  Mr. 
Hunroe's  calculation,  and  I  also  have  the  greatest  confidence  in  Mr  Mer- 
xnck's  work.  I  have  had  occasion  to  compare  my  work  with  his,  and  we 
liave  agreed  thoroughly. 

Q.  You  have  never  analyzed  the  mud  from  these  different  places? 
^.  No,  sir.  I  merely  wished  to  correct  the  impression  that  I  might  have 
^ven,  that  much  of  that  sulphur  came  from  albumen.  From  the  ex- 
amination of  Mr.  Merrick's  results,  I  see  that  it  is  impossible  that  it 
should  oome  from  that.     It  must  have  come  from  the  reduction  of  sul- 
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The  Chairman.  Do  you  ascribe  it  to  the  sulphuric  acid  which  is  turned 
into  the  stream  1  A.  Yes,  sir ;  and  to  the  sulphate  of  lime  which  comes 
from  the  bleachery.  The  springs  of  that  basin  are  lai^lj  charged  with 
the  sulphate  of  lime,  and  so  also  is  the  drainage  from  SomerviUe  hill. 

Q.  Well,  is  there  any  sulphate  of  lime  from  the  action  of  the  acid  on 
the  lime  1  A.  Yes,  sir.  The  action  of  decayed  oiganic  matter  on  lime 
is  to  reduce  it  to  common  sulphuretted  hydrogen. 

Q,  Is  there  anything  else  1  J.  In  some  •testimony  that  was  put  in, 
one  witness  said :  ''  Had  Mr.  Squire*s  factory  been  abeolutely  new  and 
clean,  fresh  from  the  carpenter^s  hand,  but  smeared  with  grease  and  laid, 
all  absolutely  pure  and  sweet,  it  would,  situated  as  it  was  in  the  focus  of 
the  stench,  have  undergone  enfleurage,  and  retained  the  scent  next  morn- 
ing. The  only  surprising  thing,  to  those  who  know  the '  attraction  d 
lard  for  an  odor,  is  that  the  smell  has  gone  away  yet"  Now  I  cm 
testify  from  my  oWu  experience  that  the  clothing  of  any  one  who  goM 
in  any  place  about  these  establishments  retains  the  odor  of  the  estab- 
lishment ;  and  that  the  clothing  of  a  person  who  simply  passes  throngli 
them  smells  of  it  afterward.  Persons  working  in  that  odor  will  not  per 
ceivo  it.  There  is  one  more  correction  I  want  to  make,  and  that  ii 
with  regard  to  the  amount  of  soup.  I  shall  alter  my  former  esti- 
mates aud  agree  very  closely  in  the  total  amount  of  soup  with  Proftr 
sor  Horsford.  I  do  this  on  account  of  some  facts  I  have  reoeifed 
from  Chicago  since  my  testimony.  It  is  less  at  the  Squire  establishment 
than  at  Chicago,  but  still  the  Chicago  results  differ  greatly  from  those  «s 
get  here. 

Q.  Have  you  a  letter  from  Dr.  Chandler  1  A.  Y^s,  sir,  I  have  one 
which  I  alluded  to  in  the  other  part  of  my  testimony,  and  asked  for  by 
the  Board.     It  was  in  answer  to  one  I  wrote  him. 

Dr.  Derby.  On  what  point  1  A.  Concerning  rendering  in  New  York 
I  will  first  read  my  note  to  him,  and  then  his  reply. 


To  Pbofessor  C.  F.  Chandler. 


Office  of  the  State  Absath, 
No.  114  State  Street,  Boom  9. 

BoaTON,  Angiut  1,  ISfl. 


Dear  Sir,< —  If  you  will  answer  me  a  few  questions  in  your  official  eapadtf 
as  a  member  of  the  New  York  City  Board  of  Health,  I  will  be  much  obliged  to 
you. 

1st.  Is  the  business  of  slaughtering  animals  for  food  permitted  within  tte 
limits  of  the  city  of  New  York  ? 

2(1.  Is  melting  and  rendering  carried  on,  as  formerly,  on  the  North  BtTer,  tod 
if  not,  when  were  the  establishments  closed  ? 

dd.  If  rendering  is  still  carried  on,  are  the  renderers  allowed  to  ron  their 
soup,  or  liquor  in  which  meat  has  been  boiled,  into  the  drain  ? 

4th.  Have  the  means  adopted  on  the  rendering-boats,  for  consaming  the  gmi 
produced,  been  effectual  ? 

We  are  suffering  very  much  in  Cambridge  from  the  above  nuisances,  and  ai* 
met  by  the  assertion  that  the  business  is  permitted  by  the  Board  of  Health  of  tbfl 
city  of  New  York,  and  that  if  the  New-Yorkers'  can  stand  it,  we  can.  If  nfl* 
taxing  your  valuable  time  too  much,  I  shall  be  glad  of  a  speedy  answer  to  thB 
above. 

Yours,  S.  P.  Sharplks, 

On  behalf  o/a  Committee  of  the  Citixens  of  Camindfi. 

Witness,    In  reply  to  that  I  received  the  following  letter. 
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Mr  NewhalL    If  you  will  give  ub  the  results. 

Mr,  Sharpies.  It  is  only  short,  and  I  may  as  well  read  it.  It  is  as 
follows  :  — 

School  of  Mines,  Coluhbia  College, 

Comer  Forty-ninth  Street  and  Fourth  Avenue. 

New  Yobk,  August  15,  1878. 

Mt  dear  Mr.  Sharples,  —  In  reply  to  yoor  note  of  the  ISth,  I  would 
•«y:  — 

First.  That  the  business  of  slaughtering  animals  is  permitted  above  Forty- 
•econd  Street,  in  New  York  Island,  and  only  near  the  river.  That  the  Board  of 
Health  is  now  considering  the  question  of  removing  them  entirely  from  off  the 
island,  and  the  only  alternative  which  is  for  a  moment  considered  is  the  building 
of  one  or  two  abattoirs,  in  which  not  only  the  slaughtering,  but  the  fat-melting, 
the  gut-cleaning,  the  tripe-making,  and  the  drying  of  offal  shall  be  conducted  in 
a  manner  entirely  free  from  all  cause  of  complaint. 

Second.  Melting  and  rendering  establishments  are  not  allowed  anywhere  in 
the  city  unless  the  operations  are  so  conducted  as  not  to  give  any  cause  of  offence 
whatever.  We  are  doing  our  best  to  break  up  this  business,  except  where  the 
most  perfect  machinery  is  employed  for  the  avoiding  of  nuisance. 

Third.  By  rendering,  I  suppose  you  mean  the  rendering  of  offal  of  dead 
horses,  diseased  meat,  etc.  This  office  was  formerly  executed  by  the  New  York  « 
Bendering  Company,  at  the  foot  of  West  Thirty-eighth  Street  It  created  such 
a  nuisance,  notwithstanding  their  improved  machinery,  that  we  were  conmelled 
to  forbid  their  rendering.  As  an  alternative,  they  then  went  down  the  harbor, 
and  threw  the  fish  and  dead  animals  overboard ;  but  the  tide  brought  them  back, 
and  this  proved  to  be  as  great  a  nuisance  as  the  other.  As  the  Rendering  Com- 
pany dcciint*d  to  do  anything  else,  wc  were  compelled  to  declare  their  contract 
broken,  and  give  the  business  to  another  party,  who  take  the  fish  and  dead  ani- 
mals daily,  in  covered  boats,  to  Barren  Island,  on  the  south  shore  of  I^ng 
Island,  and  there  manufacture  them  into  fertilizers.  The  statement,  therefore, 
that  the  Health  Department  of  New  York  permits  these  offensive  trades  to  be 
carried  on,  is  not  true.  We  refuse  permits,  and  close  the  establishments  of  the 
men  who  carry  on  these  trades  in  an  offensive  manner.  We  do  not  recognize  any 
particular  apparatus  as  without  offence,  but  we  have  given  permits  to  a  number 
of  firms  io  melt  lard,  we  having  ascertained  that  their  processes  were  not  objec- 
tionable, and  we  have  given  a  permit  to  only  one  party  to  melt  tallow.  We  have 
broken  up  the  business  of  drying  blood  and  offal  by  the  company  using  the 
Hogel  machines,  as  wc  found  that  they  could  not  conduct  their  business  without 
creating  a  nuii^ance.  They  claim  that  they  are  working  at  Brighton,  at  Cam- 
bridge, and  other  places,  without  creating  offence,  and  they  used  this  as  a  strong 
argument  in  court  to  get  an  injunction  a<2ainst  us,  but  failed.  I  should  be  greatly 
obliged  if  you  would  tell  me  what  you  know  with  regard  to  fat-melting,  blood- 
drying,  and  other  offensive  businesses  as  conducted  in  Cambridge  and  Brighton,  aa 
these  men  claim  that  the  Health  Departments  of  these  cities  permit  their  opera- 
tions there  as  inoffensive,  and  think  us  very  unreasonable  because  we  will  not 
permit  them  here.  Very  truly,  &c., 

C.  F.  Chandler. 

P.  S.  —  Please  tell  me  particularly  about  the  Hogel  machines. 

Q,  (by  Mr,  Muzzey).  The  practice  complained  of  is  the  one  used  at 
the  Brighton  Abattoir  1     A.    Yes,  sir. 

Mr.  Muzzey,  Wo  are  very  much  obliged  to  Mr.  Sharpies  for  his  credit- 
able corrections ;  he  has  added  to  the  strength  of  our  case. 

Following  is  a  tablular  statement  of  the  calculations  submitted  by 
Mr.  Sharpies. 
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Per  Cents  of  Dry  Mud. 


No. 


1. 

2. 

3. 

4. 

5. 

6. 

7. 

8. 

9. 
10. 
U. 
12. 
IS. 
14. 
15. 

16. 
17. 
18. 
19. 
20. 
21. 
22. 
23. 
24. 
25. 
26. 
27. 
28. 


LooJity. 


Ditch  in  Charlestown 

Mouth  of  Drain,  Canal  Street 

Same  as  No.  2,  bat  100  feet  in  Biver  .  .  . 
North  Branch  Broad  Canal,  back  of  Mill  . 
Ditch  east  of  Grand  Jooction  R.  B.    .    .    . 

Ditch  farther  east 

Edge  of  Sewer  behind  Boiling  Mill  .  .  . 
Open  Sewer  in  front  "        "        ... 

Open  Drain  near  "        "        ... 

Under  the  Wagon-Shed  at  Sqaire's     .    .    . 

Under  Hog-Pen 

Basin  near  Hog-Pens 

Near  Medford-otreet  Sewer 

Near  Month  Gore-Street  Sewer 

Near  Ontlet  of  Sewer,  near  House  photo- 
graphed  

Marsh  near  Allen  &  Endicott's 

Same  as  No.  16,  nearBailroad 

Cambridge  Flats,  near  West  Boston  Bridge 
<«  ((        «        «         <i         « 

'  «  *t        It        «<  «  tt 

Back  Baj,  near  Stonj  Brook 

South  Boston  Flats 

Broad  Canal,  near  No.  8 

t€  tt  tt  tt       tj 

Between  No.  2  and  Tide  Mill  .  .  !  !  . 
Beacon- Street  Sewer,  Boston     ..... 

Chestnu^Street  Sewer,    "  

Albumen 

Chordrin 


PerCt 

PwCt. 

Ammo- 
niftdf  Tid- 

H,8. 

nk. 

ed  by 

HyS. 

.19 

.35 

1.84 

.46 

1.16 

2.74 

.34 

.75 

2.20 

8.91 

.81 

.09 

.62 

1.47 

2.37 

.04 

.26 

6.50 

.25 

1.02 

4.08 

.26 

.42 

2.61 

.09 

.06 

.66 

.57 

2.55 

4.47 

.58 

200 

3.45 

.61 

1.67 

2.73 

2.40 

2.32 

.96 

2.45 

1.74 

.71 

.24 

.91 

3.79 

.02 

.13 

6.50 

.02 

.29 
.91 

14.50 

.33 

.46 

1.39 

.52 

.44 

.84 

.22 

.28 

1.27 

3.01 

2.88 

.96 

2.15 

1.53 

.71 

.33 

.52 

1.57 

.37 

.83 

2.24 

.39 

.84 

2.15 

.27 

1.00 

3.70 

1.47 

1.17 

.79 

1.70 

18.81 

11.07 

.40 

17.52 

43.80 

FmHiS 

in 
dry  mud. 


32.65 

121.60 

.17 

130.25 

55.00 

65.22 
55.53 
4.06 
134.14 
127.38 
117.00 
875.54 
882.80 

64.86 


.4S 


984.80 
441.66 

62  JO 
33.30 
77.00 
36J3 
228.57 


Counsel  for  the  respondents  filed  the  following  letter :  — 

Letter  from  Professor  Winlock. 

Harvard  College  Obseryatort,  Cambridob,  December  8,  1871 

Dear  Sir,  —  The  last  daily  observation  of  the  direction  of  the  wind  ii 
made  here  at  4  p.  m.  At  that  time,  on  June  9,  the  wind  was  S.  K ;  Jno0 
10,  S.  E. ;  June  11,  W. ;  July  30,  W. ;  July  31,  S.  E. 

Yours  respectftiUy,  Joseph  Winlook, 

Director  of  Harvard  CoUe^  0b9enaiorf> 

Professor  E.  N.  Horsford,  Cambridge,  Mass. 
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THIRTEENTH    DAY. 

ToeadAyi  DeeeiiibM*  SIS,  1878* 

Testimony  op  Dr.  Sahubl  H.  Duroin  {recalled). 

Q,  {by  Mr,  Mclntire).  You  are  a  member  of  the  Boston  Board  of 
Health,  and  testified  here  the  other  day  %    A.    Yes,  sir. 

Q,  It  has  been  testified  here  that  the  scrap  and  blood  taken  away 
fix>m  Mr.  Squire's  establishment  is  taken  away  in  an  entirely  inoffensive 
manner.  If  you  know  anything  with  regard  to  the  transportation  of 
matter  from  the  establishment,  will  you  please  relate  it.  A.  At  one 
time  in  the  summer  during  the  evening  I  was  out  riding  — 

The  Chairman,'  At  what  timel  A.  On  the  2l8t  of  July.  I  had 
passed  out  over  the  Milldam  and  was  about  at  the  junction  of  Beacon 
Street  with  Brookline  Avenue  and  Brighton  Avenue  ;  I  smelt  something  ' 
very  offensive  indeed,  the  wind  being  southwest.  I  drove  off  on  Brook- 
line  Avenue  rapidly,  and  overtook  two  teams,  one  a  two-horse  team  and 
one  a  three-horse  team.  It  was  about  half  past  eight  and  was  begin- 
ning to  be  a  little  dark.  I  drove  up  to  the  teams  and  asked  the  drivers 
to  tell  me  whose  teams  they  were,  and  what  they  had.  •  They  seemed 
very  indignant  indeed  at  my  questioning  them,  and  did  not  stop,  but 
turned  their  heads  the  other  way.  I  spoke  again  to  the  driver  of  the 
rear  team,  and  he  told  me  that  the  driver  forward  woidd  tell  me.  I 
drove  forward  and  asked  the  driver  of  the  forward  team  the  same 
question,  obtaining  a  similar  reply.  I  then  rose  up  in  my  carriage  and 
demanded  that  he  should  stop,  and  he  wanted  to  know  what  authority  I 
had  to  ask  him  to  stop.  I  told  him  I  had  the  right  to  know,  and  if  he 
did  not  stop  I  should  give  him  trouble.  He  wanted  me  to  prove  it,  and  I 
told  him  I  would ;  and  he  got  down  off  of  his  team  and  came  to  examine 
my  badge  before  he  would  answer  the  question.  I  then  took  my  book 
out,  a  little  memorandum-book  I  carry  with  me,  and  asked  him  whose 
teams  they  were,  and  he  told  me  they  were  Mr.  Bradley's.  I  asked 
what  he  had  on  board,  and  he  said  I  could  see  if  I  wanted.  I  got  up  on 
the  teams,  and  found  upon  one  of  them  nine  barrels  of  scrap ;  and  in  the 
other  was  blood  in  bulk.  I  asked  him  where  it  came  from,  and  he  said 
from  Mr.  Squire's  establishment  in  East  Cambridge.  The  scrap  was  ex- 
tremely offensive. 

Q.  Do  you  know  where  it  was  being  carted  to  1  A,  They  told  mo 
they  were  going  to  Mr.  Bradley's  establishment  on  Pine  Island. 

Q.  Did  I  understand  you  to  say  that  you  smelt  the  odor  before  you 
saw  the  teams  %    A,   Yes,  sir. 

Q.   And  you  followed  the  odor  up  in  order  to  get  at  it  1    A.  Yes,  sir  ; 

I  followed  it  directly  on,  and  traced  it  all  the  way. 
f 

CrosS'Examinatum, 

Q.  {by  Mr.  Muzzey),  You  say  this  was  on  the  2l8t  of  July.  Where  was 
the  locality  where  you  detected  the  odor  %  A,  It  was  at  the  junction  of 
Brookline  Avenue  with  Beacon  Street. 
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.   Within  the  city  limits  f     ^    I  think,  rir,  that  is  witbin  the  citj 
limits. 

Q.  Who  was  the  driver  or  conductor  of  this  team  Y  A  I  did  not  ask 
his  name. 

Q.  Are  vou  aware,  sir,  that  no  scrap  is  carried  in  barrels  from  Mr. 
Squire's  establishment)  A.  No,  sir,  I  am  not.  This  was  in  open 
barrels. 

Q.  Are  you  aware  that  from  the  Brighton  Abattoir  intestines  and  ref- 
nse  matter  are  carried  away  in  open  carts  1  A.  No,  sir,  I  don't  knov 
anything  about  it.  I  haye  been  told  that  it  was  all  conducted  directlj 
into  the  tanks. 

Q.  You  haye  not  made  any  personal  inyestigation  to  know  how  that 
has  been  done  t    ^.    I  haye  been  there  two  or  three  times. 

Q.  But  haye  you  ever  seen  the  manner  in  which  they  transport  refuse 
matter  and  intestines  from  that  place  t  A.  Well,  sir,  I  haye  neyer  traced 
It  the  whole  distance.  I  have  seen  it  come  down  into  the  slaughter-house, 
and  I  have  seen  it  on  its  way  to  the  rendering  establishment,  where  it  is 
taken  up  stairs  and  put  into  the  tanks. 

Q.   You  haye  not  seen  it  loaded  upon  the  wagons  1     A.   No,  sir. 
Q.  Well,  now,  you  speak  of  the  scrap.     Did  you  find  any  barrels  par- 
ticularly offensive  1     Was  the  cart  which  transported  it  particularly  oflfen- 
■iyet     A.   That  would  be  impossible  for  me  to  say.      It  was  eJ^tly 
dark. 

Q.  Well,  but  you  could  not  smell  anything  offensive  from  the  cart, 
behind  it  t  A.  Well,  if  a  certain  cart  had  nine  open  barrels  of  stinkiog 
«crap  in  it,  and  I  got  upon  it,  I  don't  think  that  I  could  tell  whether  the 
cart  stunk  or  not. 

Q.  That  is  all  about  that.  I  now  refer  you  to  the  blood.  Was  there 
anything  offensive  about  that  1  A.  No,  sir,  there  was  nothing  offeDsire 
about  the  blood-wagon  that  I  could  detect. 

Q.  Did  the  driver  or  any  one  in  charge  of  the  team  specify  what 
part  of  the  load  that  he  was  conducting  came  from  Mr.  Squire's, 
whether  it  was  blood  or  scrap  1  A,  1  think  they  stated  that  it  was  all 
from  Mr.  Squire's. 

Q.  Do  you  feel  positive  of  that  "i  A.  I  noted  it  so  on  the  spot ;  botii 
the  blood  and  the  scrap. 

Q.  In  point  of  fact,  the  scrap  is  never  transported  in  barrels  frm 
Mr.  Squire's  establishment.  It  is  pressed  in  round  cakes,  and  trsDS- 
ported  in  carts.  Do  you  feel,  with  that  as  a  fact,  positive  that  yoa 
were  told  that  it  all  came  from  Mr.  Squire's  works  1  A.  Yes,  sir.  I  fed 
positive  that  ho  told  me  it  came  from  Mr.  Squire's,  and  I  noted  it  on  ti« 
•pot,  in  ray  memorandum-book. 

Q.  You  do  not  know  who  the  man  was  1  A.  No,  sir.  He  said  thit 
they  were  in  the  employ  of  Mr.  Bradley. 

Q.  In  what  form  was  the  scrap.  A.  It  was  material  such  as  you  get 
from  the  bottom  of  the  kettle,  —  some  bone  material  and  some  meat 

Q.  Then  it  was  in  reality  what  is  found  at  the  bottom  of  the  soup- 
tanks  'i  A.  1  should  say  that  it  was.  I  don't  mean  to  say  that  it  m 
simply  the  soup  material,  but  it  was  bony  and  meat  deposit  at  the  bot- 
tom of  tlie  kettles. 

Q.  .  When  did  you  first  see  these  carts  1  A.  1  could  not  see  them 
until  I  got  quite  near  to  them.     I  could  not  see  them  at  first,  but  smdt 
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them.  As  I  drove  nearer  I  heard  heavy  teams,  and  when  I  got  close  to 
them  I  found  the  trouble. 

Q,   They  were  at  the  point  you  have  indicated  1    A,   Yes,  sir. 

Q.  How  long  did  you  follow  them.  A.  I  don't  know  that  I  could 
~  indicate  the  exact  point  at  which  I  overtook  them. 

Q.  In  which  direction  were  they  moving]  A,  They  were  going 
southerly. 

Q,  From  what  point  %  A,  In  driving  from  the  junction  of  Brighton 
Avenue  to  Beacon  Street,  I  should  say  it  was  perhaps  a  quarter  of  a  mile 
on  Brookline  Avenue. 

Q,  Well,  they  were  coming  from  the  direction  of  Brighton  or  Brook- 
line,  were  they,  toward  the  south  %    A.  *  Yes,  sir. 

Q,  Did  not  it  strike  you  that  that  would  hardly  be  the  right  road 
to  have  taken  from  Mr.  Squire's  to  Pine  Island  1    A,    No,  sir. 

The  Chairman,  Pardon  me,  but  I  want  to  know  whether  they  were 
coming  toward  the  city  or  going  from  it  A,  They  were  going  from  Mr. 
Squire's  to  Mr.  Bradley's,  on  Pine  Island. 

Q.  As  I  understand  it,  there  are  three  roads  there :  Beacon  Street  in 
the  centre,  and  there  is  a  road  running  to  Brookline  on  one  side,  and 
another  to  Brighton  on  the  other.  On  which  road  were  they  %  A,  They 
were  on  the  Brookline  avenue. 

Q,   And  which  way  were  they  going  %    A,   In^  southerly  direction. 

Q.   kw2Lj  from  Boston  1    A,  Yes,  sir. 

The  Chairman.  The  counsel  have  put  it  in  your  mouth  that  they 
were  coming  toward  Boston. 

Q,  (by  Mr,  Muzzey),  They  were  going  toward  Brookline  and  Brighton, 
—  in  that  direction,  were  they  ^  A,  1  should  not  say  they  were  going 
toward  Brighton,  but  they  were  going  toward  Dorchester. 

Q,  In  point  of  fact,  the  road  they  were  upon  leads  to  Brookline  or 
Brighton  ?    A.  Yes,  sir. 

Q.  You  say  the  men  were  reluctant  to  answer  your  question) 
A,  Decidedly. 

Q,  Was  there  anything  in  the  manner  of  these  men  that  led  you  to 
suppose  that  they  might  try  to  deceive  you  %  A,  1  did  not  suspect  it  after 
they  began  to  eive  mo  answers  to  my  questions. 

Q,  Were  they  frank  in  manner  toward  you  %  A,  \  should  not  say 
tliey  were  frunk. 

Q,   Reluctant?    A.  Yes,  sir. 

Q.  Did  you  suggest  to  them  from  what  place  the  material  had  been 
taken,  or  did  they  tell  you  1  j4.  I  asked  them  the  question,  and  they 
told  me. 

Q,  Did  you  discover  the  smell  before  you  reached  the  Brookline 
fork  1  Were  they  apparently  ahead  of  you  1  -4.  I  think  it  was  about 
the  time  that  we  reached  the  fork  of  the  road. 

Q.  When  you  reached  the  fork  had  they  preceded  you  %  A.  They  had 
got  a  long  distance  beyond  on  the  Brookline  road. 

Q.  They  were  on  the  Brookline  road  when  you  overtook  them.  The 
4>lood  was  in  a  close  carriage,  and  you  could  not  discover  any  smell  from 
that,  but  you  did  from  the  scrap )    A.  Yes,  sir. 

Q.  There  was  a  two-horse  team  and  a  three-horse  team.  Can  you  say 
which  had  the  scrap  1    A.   1  cannot  say. 

Q.   The  Brookline  avenue  runs  from  Beacon  Street  over  toward  the  . 
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<'  Punch-Bowl  "1  A.  li  leads  from  Beacon  Street  I  cannot  mlj  where 
it  terminates. 

Q.  Was  that  on  the  road  toward  Mr.  Bradley's  1  A.  Tes,  sir.  They 
go  over  there  in  that  direction.  They  made  so  much  fuss  about  their 
carrying  this  blood  through  the  street,  it  may  be  that  they  avoided  the 
central  part  of  the  city. 

Q.  Did  you  ever  go  to  Bradley's  from  the  point  where  you  saw  them 
when  they  were  moving  in  the  contrary  direction  from  Soath  Boston  1 
What  road  is  there  that  they  coidd  takel  ^  I  am  not  snfficientlj 
acquainted  with  the  streets,  sir,  to  say. 

Q.  (by  a  member  of  the  Board),  You  don't  allow  them  to  go  througii 
Boston  with  that  kind  of  material  1  A,  Not  in  the  condition  they  were 
carrying  it  in.  We  prescribe  that  they  shall  carry  it  in  covered  carts  or 
tight  bottoms. 

Q,  Are  Mr.  Bradley's  carts  under  the  supervision  of  the  local  Board  of 
Health  of  Boston  1  A,  No,  sir ;  we  simply  prescribe  that  they  shall  carrj 
it  in  an  inoffensive  way  in  tight  carts. 

Q.  Does  Mr.  Bradley  hold  any  other  permit  than  one  with  that  con- 
dition in  it)    A,   None  that  I  know  of. 

Q.  If  you  have  seen  the  carts  which  were  going  to  his  place  as  jon 
observed  them  on  this  occasion,  violating  the  rules,  have  you  made  any 
remonstrance  with  him  '\  A,  A  letter  was  written  to  him  next  day  after 
this. 

Q.  Has  there  been  any  violation  of  your  rules  since  that  day  1  i.  I 
dou*t  recall  any. 

Q.  So  that  now  he  is  transporting  in  his  carts  in  the  proper  and  pre- 
scribed manner  'i  A.  I  could  not  vouch  for  that.  We  have  not  had  any 
complaint.  Last  evening  I  saw  one  of  his  blood-carts  in  Charles  Street, 
leaking  considerably.  I  had  to  have  considerable  words  with  the  driver 
to  make  him  stop.  I  did  not  smell  any  offensive  odor  particularly.  I 
drove  up  alongside  and  asked  him  to  stop.  He  would  not  at  first,  but 
finally  did  on  persuasion.  The  cart  was  leakiug  considerably  behind.  I 
asked  him  whose  cart  it  was,  and  he  said  it  was  Mr,  Bradley's. 

Q.  {by  Dr,  Derby).  Where  did  the  blood  come  from  %  A.  \  did  not  ask 
him. 

Q,  (by  Mr.  Mmzey).  Did  you  think  enough  of  the  circumstance  to 
notify  Mr.  Bradley  of  it,  or  in  any  way  to  censure  him  %  A.  We  have 
not  had  time. 

Q.   Do  you  intend  to  1    A.  Yes,  sir. 

Q.  His  business  of  transporting  is  under  the  direction  of  yoiu*  Board, 
and  you  can  prescribe  and  control  the  manner  in  which  he  shall  conduct 
the  business  of  transporting  the  scrap  and  blood  ?  A.  We  have  the  rigbt 
to  complain  if  he  does  not  carry  it  in  a  proper  manner. 

Q.  (by  Dr.  Derby).  I  would  like  to  know  if  you  have  any  reason  for 
knowing  whence  came  the  blood  which  you  saw  leaking  on  Charles  Street 
last  night  %    A.    1  took  it  for  granted  that  it  came  from  Mr.  Squire's. 

Q.    But  you  did  not  ask  1    A,    No,  sir. 

Q.  What  part  of  Charles  Street  was  that  %  A.  It  was,  I  should  say, 
between  Cambridge  Street  and  Pinckney,  a  little  south  of  the  Eye  and 
Ear  Infirmary. 

Q.  {by  Mr.  Muzzey).  Why  did  you  take  it  for  granted  that  it  came 
fVom  Mr.  Squire's  1    A,   That  is  the  general  impression. 
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Q.   There  are  some  other  places  of  the  kind  '\    A.    I  don't  know. 

Q.  {by  Dr,  Derby),  Is  there  any  other  establishment  which  carta  away 
blood  %  A.  \  believe  they  try  out  there.  I  do  not  think  they  should  be 
allowed  to  do  it. 

Testimony  of  Isaac  Sweetzer. 

Q.  (by  Mr,  Mclntire),   You  live  in  Charlestown  %    A.   Yes,  sir. 

Q,    What  is  your  occupation  ?    A,   Insurance. 

Q.  It  has  been  stated  here  by  a  number  of  the  residents  of  Charles- 
town,  Mr.  Sweetzer,  that  the  smells  which  have  pervaded  that  city  came 
from  the  filling  at  the  East  Cambridge  end  of  Prison  Point  Bridge,  and 
from  the  filling  on  Canal  Street  and  the  sewers.  I  will  ask  you  whether 
you  are  familiar  with  the  smells  of  the  garbage  at  Prison  Point  Bridge, 
Canal  Street,  and  the  sewers  that  have  been  testified  to  1    A,    Yes,  sir. 

Q,    Have  you  been  troubled  by  these  smells  %    A,   Not  at  my  house. 

Q,   Whore  is  your  house  1    A.   On  Monument  Square. 

Q.  What  smells  have  you  received  at  your  house  1  A,  The  smells  we 
have  been  troubled  with  have  come  only  in  the  night.  The  offence  has 
been  at  night,  sometimes  earlier,  but  generally  from  midnight  till  four  in 
the  morning.     Sometimes  it  has  been  very  offensive. 

Q,  Can  you  describe  these  smells  1  A.  They  are  fearfully  offensive, 
and  have  always  come  from  the  same  direction.  When  the  winds  come 
from  the  southwest  or  west,  from  the  direction  of  East  Cambridge,  we 
have  been  annoyed  with  them. 

Q.  What  did  they  smell  like  %  A.  They  are  perfectly  indescribable 
and  horrid. 

Q.  Did  you  ever  trace  them  )  A,  No,  sir ;  no  further  than  by  the 
current  of  the  air. 

Q,   Did  you  ever  smell  the  smell  of  live  hogs  1    A   I  have. 

Q,   Where  1    ^.   In  a  good  many  places. 

Q,   At  your  house  1    A.   No,  sir. 

Q.  In  Charlestown  1  A.  Well,  I  don't  know  as  I  have,  in  connection 
with  this  offensive  odor. 

Q.  Well,  state  where  you  have  smelled  the  smell  of  live  hogs,  and 
under  what  circumstances.  A.  In  going  by  hog-pens  on  the  Milldam  I 
have  smelt  it,  but  1  cannot  say  in  relation  to  whose  hogs. 

]}r,  Derby.  Can  you  give  the  Board  any  idea  of  the  character  of  the 
Bmell  which  you  got  when  the  wind  was  from  East  Cambridge  1  A,  Well, 
it  is  a  fatty,  greasy,  nauseous  smelL 

Q.  Is  it  distinguishable  from  the  smell  of  sewers  and  dock-mud  %  A,  1 
think  it  is,  sir. 

Q,   Does  it  affect  your  family  1    A.   Yes,  sir. 

Q,  Did  it  cause  nausea  and  sickness  1  Does  it  affect  you  personally  1 
A.   Yes,  sir. 

Q.  How  does  it  affect  you  1  -4.  It  is  exceedingly  offensive  to  me.  I 
would  not  say  it  had  made  mo  sick. 

CroM-Examinaiion, 
Q.  (by  Mr.  Mmzey),   These  odors  you  get  late  at  night,  I  understand  % 
A.  Sometimes  earlier,  but  most  frequently  late  at  night,  as  I  said,  from 
eleyen  o'clock  till  four. 
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Q.   Do  you  ever  perceive  them  in  the  daytime  1    A,   Never. 

Q.   Always  in  the  night-time  1    A.    Always. 

Q.  When  the  air  is  cold  t  A,  Not  so  much.  Within  a  short  time, 
perhaps  a  month,  I  should  think  we  had  not  heen  troubled  much  with 
them.  The  windows  have  not  been  open  so  much,  and  the  wind  has  pre- 
vailed more  from  the  north  and  west  than  from  the  west  and  southwest 

Q,  How  long  have  you  occupied  your  present  residence  1  A,  Twel?e 
years. 

Q.  In  what  direction  does  your  house  facel  A.  To  the  south  and 
southwest. 

Q.  Are  you  aware  that  they  keep  100  hogs  in  open  pens  at  the  State 
Prison  t     ^.    I  am  not. 

Q.   You  did  not  know  that  fact]    A.    No,  sir. 

Q.  Well,  the  disgusting  odors  from  the  filling  at  Prison  Point  and 
Canal  Street  you  are  familiar  with,  are  you  1    A,    Perfectly. 

Q.  They  are  offensive,  are  they  not  'i  A.  On  Craigie's  Bridge  they 
are,  but  I  don't  think  they  are  experienced  on  the  east  side  of  Main 
Street. 

Q.  As  you  go  out  on  the  Boston  and  Lowell  Railroad  Bridge,  and  on 
the  Prison  Point  Bridge,  have  you  observed  what  kind  of  material  was 
put  in  there  last  summer  1    A,   Yes,  sir. 

Q.  Have  you  seen  the  city  of  Boston  carts  dump  the  refuse  of  the 
streets,  the  swill,  and  all  sorts  of  matter  in  that  place  )  A  I  have  se^ 
offensive  stuff  there. 

Q.  And  your  city  authorities  have  complained  against  it  ?  A.  1  don't 
know  anything  about  that 

Q.   Do  you  hold  any  public  office  in  Charlestown  1    ^.    I  do  npt. 

Q,  {by  a  member  of  the  Board),  Did  you  ever,  day  or  night,  smell  these 
offensive  odors  from  the  Canal  Street  basin  or  from  Prison  Point  at  your 
house  %    A.  No,  sir. 

Q.  You  ride  frequently  over  the  **  Dump,"  as  it  is  called,  in  Charles- 
town  at  Prison  Point  Bridge  1     A,    Very  frequently. 

Q.    You  have  to  ride  in  the  vicinity  of  these  odors  1     A.    Yes,  sir. 

Q.  Can  you  describe,  or  give  the  character  of,  that  odor  1  Have  you 
experienced  it  yourself  1  A,  Yes,  sir.  I  have  usually  experienced  it 
from  about  eleven  o'clock  at  night  until  late  in  the  morning,  say  four  or 
five  o'clock.  I  rarely  experienced  it  before  eleven  o'clock  at  night,  but 
occasionally.  I  should  describe  that  odor  to  be  a  nauseous,  greasy,  fotty 
odor,  grosser  at  some  times  than  at  others.  It  differs  a  little  in  its  char- 
acter for  grossncss.  Combined  at  times  with  what  I  should  describe  tf 
the  odor  of  the  filling,  it  takes  the  character  more  of  a  fatty  or  greasy 
odor. 

Q,  Have  you  ever,  in  your  official  capacity,  endeavored  to  trace  out 
these  odors  1    A.   Yes,  sir. 

Q.  Will  you  state  what  you  have  done  1  A.  Complaints  were  vmM 
to  me  so  numerously,  that  the  city  took  some  action. 

Q,  {by  Mr,  Derby),  What  time  did  you  speak  of  1  A,  Early  in  1872. 
I  took  measures  to  trace  the  odor,  and  locate  it,  if  possible  ;  but  I  don't 
know  that  I  ever  arrived  at  any  satisfactory  conclusions.  While  the  thing 
was  going  on,  my  term  of  office  came  to  an  end ;  and  that  was  the  end  of 
it  officially.     That  was  the  year  1872. 

Q.   I  will  ask  you  if,  in  your  efforts  to  trace  this  odor,  jou  went  to 
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these  different  localities  1  A,  We  went  to  Canal  Street,  Prison  Point, 
and  the  places  all  around  us.     I  went  myself,  and  went  with  others. 

Q.  Whether  you  found  the  same  odor  emitting  from  them  as  from 
others  I  -4.1  think  the  odor  from  the  filling  at  Craigie's  Bridge  and 
from  the  Milldam,  or  Canal  Basin,  so  called,  in  Charlestown,  is  entirely 
distinct  in  its  character.     At  any  rate,  it  is  to  my  senses. 

Q,  Which  way  did  the  wind  come  from  1  A,  Southerly,  southwesterly, 
and  westerly. 

Q,  Can  you  tell  us  how  far  these  odors  from  the  filling  up  and  garbage 
extended  1  How  far  from  the  place  itself?  A.  I  should  say  apparently 
a  short  distance,  sir. 

Testimony  op  Hon.  W.  H.  Kent. 

Q,  (by  Mr,  Mclntire),  You  have  been  Mayor  of  Charlestown  1  A.  Yes, 
sir. 

Q.   For  three  years  1    A,   In  1870,  1871,  and  1872. 

■Q.  I  will  ask  you,  Mr.  Mayor,  whether  you  arc  familiar  with  the  odors 
of  filling  at  Prison  Point,  Canal  Street,  and  the  general  sewer.  A,  I 
think,  sir,  I  may  modestly  say  I  am  familiar  with  all  the  odors  that  have 
prevailed  in  Charlestown  for  the  last  two  or  three  years. 

Q,  Do  you  distinguish  a  distinct  odor  from  those  which  I  have  named, 
in  Charlestown  1     A.   Yes,  sir. 

Q,  Will  you  describe  that  or  those  odors  1  A.  The  odor  which  has 
been  experienced  at  night,  which  I  have  personally  experienced,  and 
which  has  been  complained  of  to  me  officially,  is  entirely  distinct  in  its 
character  from  the  smell  of  sewers,  or  the  smell  of  filling,  or  the  smell  of 
the  Canal  Street  Basin.  There  was  .undoubtedly  a  great  deal  of  odor 
from  the  stuff  that  was  carted  in  at  Craigie's  Bridge.  I  stopped  a  great 
deal  of  this  filling  through  the  city  of  Charlestown.  Some  of  it  was 
quite  offensive.  But  the  odor  from  that  was  certainly  not  the  odor  which 
we  complained  of  nights  in  our  house,  not  to  my  sense,  at  any  rate. 

Q,  I  understand  that  you  have  never  been  able  distinctly  to  trace  these 
odors  1  A.  I  never  got  to  that  point,  sir,  because  I  went  out  of  office 
before  I  succeeded  in  doing  so.    I  took  pretty  vigorous  measures  to  do  so. 

Dr.  Derby.  I  should  like  to  know,  Mr.  Kent,  how  far  you  proceeded 
in  the  way  of  tracing  the  source  of  these  odors  that  you  perceived  at 
night  1  A.  Well,  sir,  the  City  Marshal  of  Charlestown,  or  the  Chief  of 
Police  (Mr.  Swift),  by  my  direction  went  over  there  with  different  men. 

The  Chairman.  Where?  A.  To  East  Cambridge,  and  tried  to  look 
up  this  smell  from  which  we  had  been  suffering.  But  as  the  general 
result  of  his  investigation  at  the  time  of  my  going  out  of  office,  I  should 
say  that  from  his  reports  to  me,  that,  upon  arriving  at  that  territory  this 
particular  smell  was  lost  in  the  general  odor  of  the  whole  territory,  and 
was,  perhaps,  unable  to  locate  it.  I  think  he  visited  Mr.  Squire's  place 
and  others.* 

Q.  Did  you  visit  these  localities  ?  -4.  I  never  went  into  the  estab- 
lishment ;  I  have  visited  the  locality. 

Q.  Did  you  experience  anything  there  similar  to  the  smell  you  spoke 
of  1  A.  No,  pir,  I  think  the  smell  we  get  in  Charlestown  was  lost  there. 
The  smell,  it  seemed  to  me,  was  in  that  vicinity  more  of  a  mixture  or  a 
conglomeration  of  smells,  but  the  distinctive  smell  which  we  got  at 
Charlestown  I  lost  there. 
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Cro98'Examination. 

Q.  (by  Mr,  Muzzey),  You  say  that  at  some  times  this  smell  partakes 
of  the  filling  odorl  A,  I  have  noticed  that  at  some  times  mixed 
with  it. 

Q.  Have  jou  found  that  your  drains  and  sewers  in  Charlestown  were 
out  of  order  sometimes  1    A,   Not  more  than  ordinarily,  sir. 

Q.    But  as  much  as  ordinarily,  of  course  ?    A.   Yes,  sir. 

Q,   These  odors,  as  I  understand  you,  are  perceptible  every  night 
A.    Not  to  me,  sir.     I  have  had  them  complained  of  some  nights  when 
have  not  noticed  them  myself.     It  never  had  the  effect  upon  me  which 
has  had  upon  others. 

Q.   It  is  an  intermittent  odor.     You  get  it  sometimes,  and  sometime  ^ 
you  do  not  distinguish  it     It  is  varied  in  its  character)    A.    Yes,  sir. 
It  is  more  gross  at  some  times  than  at  others. 

Q,  Is  it  more  gross  at  the  time  when  it  is  attended  by  the  filling  smell  f 
A.  Yes,  sir,  that  is  what  I  mean  by  gross. 

Q.  Is  there  a  kerosene  establishment  near  the  Navy  Yard  which  emits 
bad  odors  1    A,   Yes,  sir.     It  has  been  complained  of. 

Q.  Do  the  odors  you  have  perceived  at  your  house  at  all  resemble 
those  in  the  vicinity  of  the  kerosene  works,  and  coming  from  that  estab- 
lishment ]    A.   Not  to  my  perception. 

Q,  What  distinction  would  you  make  between  themi  ^.  I  can 
hardly  describe  it,  except  by  saying  that  it  seems  to  mc  to  l^  entirely 
different.     The  odor  at  the  oil-works  is  not  a  fatty,  nauseating  smell. 

The  Chairman,  Can  you  describe  the  difference  between  a  rose  and  a 
pinki    (No  answer.) 

Q,  {by  Mr,  Muzzey),  Is  this  the  odor  of  tallow  or  putrid  meat? 
A,  Well,  sir,  to  some  little  extent,  I  should  say,  perhaps,  it  is ;  but  gen- 
erally to  my  senses  it  has  been  more  like  a  fatty  essence  mixed  with 
this  offensive  smell. 

Q,   It  has  a  greasy  smell,  has  it  noti    A.  Yes,  sir. 

Q,  How  often  have  you  experienced  that  odor  of  which  you  speak, 
during  the  last  year  1     A,    Well,  sir,  occasionally  ;  not  very  frequently. 

Q,  Well,  take  the  season  through,  how  many  times  1  A,  Perhaps  I 
have  noticed  it  a  dozen  times  in  the  course  of  the  summer  of  1872. 

Q.    In  the  night  ?     A.    Yes  ;  usually  about  the  time  of  my  retiring. 

Q,   Did  you  ever  attempt  to  trace  the  smell  yourself]     A.    No,  sir. 

Q,  But  the  parties  you  sent  to  trace  the  smell  reported  that  they  lost 
the  smell  entirely  when  they  got  over  to  East  Cambridge  1  A.  It  is  my 
impression  that  they  so  reported. 

Q,  They  said  the  smell  of  East  Cambridge  was  not  as  strong  as  the 
smell  in  Charlestown  ]  A.  They  did  not  express  themselves  in  that  way ; 
they  said  they  lost  the  smell  in  the  general  odor  of  the  territory  when 
they  got  over  there.  There  were  a  great  many  smells,  and  the  smell  of 
which  we  complain  they  could  hardly  distinguish  from  others. 

Q,'  Well,  did  not  they  say  that  there  was  less  smell  theA  than  they 
had  experienced  in  Charlestown,  sir  ]    A,   0,  no,  sir. 

Q,  Did  not  they  say  that  they  had  passed  out  of  the  smell  when  they 
reached  East  Cambridge,  sir?  A.  I  don't  think  the  smell  was  lessened. 
It  was  different  in  character. 

Q,  Well,  was  it  not  lost  in  the  basin  odor  when  they  got  therej 
A,   Yes  j  they  said  the  basin  was  very  offensive  and  rank,  but  they  4id 
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not  say  that  the  smell  of  Charlestown  was  lost  in  the  general  smell  of 
the  basin. 

Q,  In  the  general  smell  of  the  territory,  more  particularly  the  basin  1 
A,   No,  sir ;  in  the  general  smell  of  the  territory. 

Q.  Are  there  piggeries  connected  with  the  city  prison  1  A.  I  was 
not  aware  of  the  fact.  . 

Q.  (by  a  member  of  the  Board).  Do  you  ever  get  at  your  house  that 
smell  which  you  get  on  Canal  Street,  or  near  Prison  Point  Bridge  %  A,  1 
think  not,  sir.  I  think  I  have  got  that  smell,  but  it  is  the  smell  of  flats. 
I  have  been  over  there  repeatedly  for  the  purpose  of  getting  that  odor. 
But  I  have  said  before  that  that .  smell  was  entirely  different  from  any- 
thing which  we  get  at  Craigie's  filling  on  Canal  Street,  as  cabbage  is  differ- 
ent from  cheese. 

Q.  {by  Mr,  Mmzey).  Have  you  any  soap-boiling  places  in  Charles- 
town  t     A,   We  have  one,  sir. 

Q.  Have  you  ever  smelled  the  putrid  grease  when  they  are  render- 
ing %  A,  1  have  never  smelt  it  myself.  It  was  complained  of  a  few 
years  ago. 

Q,  Do  you  know  whether  the  smell  was  like  that,  sir  1  -4.  I  am  not 
conversant  with  that,  sir. 

Testimony  op  Thomas  Dana. 

Q.  (by  Mr,  Mclntire),  What  is  your  occupation  %  A,  1  am  a  whole- 
sale grocer,  on  Commercial  Street,  Boston. 

Q,  You  reside  in  Old  Cambridge,  at  the  top  of  the  hill  near  Hovey's 
nursery  1     A,  Yes,  sir. 

Q,  It  has  been  testified  to  by  the  defendants  thieit  the  existence  of 
the  slaughtering-houses  is  of  great  property  value  to  the  city  of  Cam- 
bridge. Now,  if  you  know  anything  about  it,  will  you  please  testify,  and 
tell  us  what  your  opinion  is  1  You  have  lived  in  Cambridge  how  many 
years  J     A,   thirty-nine. 

Q.  And  you  have  lived  in  the  Third  Ward  in  former  times  %  A,  Yes, 
sir. 

Q,  How  long  have  you  lived  there  %  A,  1  have  lived  there  seventeen 
or  eighteen  years,  and  the  balance  of  the  time  in  the  place  where  I  now 
live. 

Tli^  Chairman,  You  understand  that  this  goes  on  only  by  special  per- 
znission. 

Mr,  Mclntire,    It  has  been  put  in  and  it  will  be  argued. 

7%e  Chairman,  We  have  nothing  to  do  with  that  point.  We  cannot 
go  into  details  in  regard  to  private  property. 

Mr,  Mclntire,  It  has  been  put  in  and  insisted  upon,  and  the  argu- 
ment will  be  insisted  upon  ;  and  I  simply  wish  to  put  in  this  one  witness 
in  regard  tb  that  point     I  don't  care  to  go  into  it. 

Th€  Chairman.  He  might  state  whether  there  has  been  an  increase  or 
a  diminution  in  the  price  of  property. 

Mr,  Mclntire,    I  simply  wish  to  know  his  opinion. 

Q.    Will  you   state   what   the   influence  of  these  establishments  has 
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been,  in  your  opinion  t  ^.  I  should  say  that  it  would  deoreaae  the  price 
of  property  every  day. 

Mr.  NtwhaU.  What  has  been  the  effect  \  A,  \  know  that  for  myself 
I  should  sell  my  property  for  fifty  cents  on  the  dollar.  If  this  smell  was 
to  continue,  I  should  move  out  of  the  locality. 

Mr.  NtwhaLL   That  won't  do. 

Q.  {by  Mr.  Mclritire).  Your  business  carries  you  into  Boston  every  day  t 
A.  Yes,  sir,  I  ride  in  an  open  buggy  through  East  Cambridge  most  of 
the  time.     Sometimes  I  go  the  other  way. 

Q.  Whether  you  ever  ride  over  the  West  Boston  Bridge  from  East 
Cambridge  1  A.  Well,  a  portion  of  the  time  I  go  one  way,  and  some* 
times  the  other,  when  I  have  business  at  the  bank  in  £aat  Cambridge. 

Q.  Whether  you  distinguish  these  sewer  smells  from  the  flats  and 
from  Charles  River  1    A.  Yes,  sir. 

Q.  Now  whether  at  your  house  or  in  riding  through  East  Cambridge 
or  on  West  Boston  Bridge,  you  distinguish  any  other  odors  than  those  of 
the  sewers  1  A.  I  smell  the  rendering  of  lard,  and  then  there  is  another 
smell  that  we  get  at  night  which  we  don't  get  in  riding  through.  . 

Q.  Where  do  you  get  the  smell  of  the  rendering  of  lard  f  A.  When  I 
get  along  al>out  Seventh  Street  and  opposite  Mr.  Squire's  works.  We  get 
it  on  Cambridge  Street ;  but  when  we  get  down  to  about  Seventh  Street 
the  rendering  of  lard  is  more  perceptible.  That  smell  1  have  never 
smelt  at  my  house.  The  smell  that  is  most  offensive  to  me  I  get  in  the 
night,  —  the  warm  summer  nights  when  the  windows  are  open.  Frequent- 
ly it  has  awakened  us  at  night,  and  the  house  would  be  filled  with  an 
offensive  odor  which  cannot  be  described. 

Q.  {hi/  a  member  of  the  Board).  Do  you  speak  of  where  you  now  live^ 
A.  Yes,  sir.  I  never  smelt  it  when  I  was  living  at  fktst  Cambridge. 
The  flats  were  not  then  contaminated  with  this  putrid  blood  which  has 
settled  over  these  flats,  and  the  odor  of  it  we  did  not  get. 

Q.  (  Mr.  by  Mclntire).  None  of  these  establishments  wei*e  there  when 
you  lived  there  %  A.  No,  sir ;  they  came  afterward,  or  about  the  t^me  I 
moved  away. 

Q.  Can  you  describe  the  offensive  odor  you  get  at  your  house  t 
A.  No,  sir  ;  it  cixnnot  be  described  ;  it  is  indescribable.'  It  is  the  most 
horrible  smell  that  I  ever  smelt.  I  undertake  to  say  it  cannot  be  de- 
scribed.    It  is  different  from  any  smell  that  you  get  anywhere  else. 

Q.  Well,  would  it  be  a  fatty  or  greasy  odor  ]  A.  Something  of  that 
kind,  perhaps.  I  cannot  describe  it.  I  know  that  it  has  made  us  all 
sick  in  the  night ;  my  wife  and  I  both.  We  keep  bur  windows  closed  all 
we  can. 

The  Chairman.  Did  you  vomit  1  A.  No,  sir;  I  did  not  get  it  but  four 
times  last  summer. 

Dr.  Derby.  Is  this  peculiar  smell  which  you  get  distinguishable  from 
the  smell  of  sewers  and  docks  1  A.  0,  yes;  it  was  nothing  of  that 
kind.  I  am  familiar  with  the  smells  of  docks  ;  living,  as  I  do,  at  Long 
Wharf,  I  have  an  opportunity  to  know  considerable  about  the  sewer  and 
dock  smells. 

Q.  (by  Mr.  Derby).  Is  this  distinct  from  the  smell  of  tho  basins! 
A.  I  have  visited  these  flats ;  being  connected  with  the  Union  Glass 
Company  in  Somerville  I  have  been  there  quite  often.  Wo  own  some  of 
those  flats,  and  the  putrid  blood  is  very  perceptible  when  it  has  gone 
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down  with  the  tide  and  been  spread  over  the  flats.  But  this  smell  we 
get  at  my  house  is  altogether  a  different  smell  from  that.  I  don't  know 
that  it  was  the  right  conclusion,  but  I  thought  it  might  be  created  when 
these  houses  let  off  the  water.  I  know  it  was  a  distinct  smell  from  any 
we  get  in  riding  through  the  village  or  in  visiting  the  flats. 

Mr.  FrothingJuLm,  Do  you  ever  get  these  smells  from  the  flats  or  from 
the  sewers  at  your  house  \  A,  1  should  not  say  we  did.  No,  sir,  nor  the 
rendering'Of  lard.  We  are  some  ways  off.  It  is  a  horrible  smell  that  we 
get  in  the  night. 

Q.  Jif>y  Mr,  Mclnttre),  Can  you  tell  us  how  far  away  you  are  from  the 
establishment  1  A,  I  should  say  three  quarters  of  a  mile  or  more.  I  am 
on  the  comer  of  Maple  Avenue  and  Cambridge  Street. 

Mr,  Mclntirt,   That  is  4,800  feet  in  a  direct  line. 
Mr,  NewkalL   Nearly  a  mile,  then. 

Cra89-Examin(Uion, 

Q.  (by  Mr,  Muzzey).  Upon  all  public  questions  as  to  the  value  of 
property  or  the  effect  of  business  on  the  value  of  real  estate  in  any  locality 
in  Cambridge,  would  not  you  trust,  sir,  the  judgment  of  such  men  as  ex- 
Mayors  Merrill  and  Houghton  of  Cambridge,  Mayor  Brastow  of  Somer- 
ville,  and  Mr.  Chaffee  of  East  Cambridge  %    A.   They  are  sound  men. 

Q,  They  would  be  recognized  anywhere,  sir,  as  capable  men,  with  as 
good  judgment  as  anybody  in  the  city  %    A,   \  should  say  they  would. 

Q,  Are  you  aware,  sir,  that  on  the  south  side  of  Cambridge  Street 
and  near  the  car-stables  of  the  Union  Railway  Company,  within  two  years 
land  sold  or  valued  for  thirty  cents  per  foot  in  that  locality  has  this  past 
season  sold  for  two  dollars  per  foot,  —  that  is,  within  two  hundred  feet  of 
Mr  Squire's  works  %  A,  1  was  not  aware  of  that.  I  have  got  some  land 
near  Mr.  Squire's  works  I  have  offered  to  sell  for  seventy-five  cents  per 
foot. 

Q,  You  have  held  that  how  long  1    A.  About  twenty  years. 

Q.  What  would  you  have  sold  it  for  two  or  three  years  ago  %  What 
would  it  have  commanded  in  the  market)  A,  I  think  I  asked  about 
fifty  cents  per  foot. 

Q,  Now  you  ask  seventy-five  cents  1  A,  Yes.  All  lands  have  gone 
up.  The  land  in  my  neighborhood  has  gone  up  from  four  cents  to  sevcnty- 
fivje  cents  per  foot. 

Q,  Well,  now,  in  point  of  fact,  East  Cambridge  has  been  rendered  less 
desirable  year  by  year,  has  it  not,  as  a  place  of  residence,  in  consequence 
of  the  increased  growth  of  manufacturing  establishments  1  A,  That  is 
my  judgment 

Q,  You  were  led  to  desert  it  as  a  place  of  residence  ten  years  ago  on 
account  of  the  encroachment  of  business  on  the  territory  1  A.  Some- 
what because  of  that. 

Q,  Your  friend,  Mr.  Lewis  Hall,  has  moved  away  for  the  same  reason  ? 
A.    He  went  before  I  did. 

Q.  You  sought  the  higher  ground  farther  on,  where  you  are  located  1 
AL   Well,  there  is  high  ground  in  East  Cambridge.  . 

Q.  Do  you  perceive  a  smell  which  resembles  that  which  you  get 
at  night  when  you  approach  the  basins  of  Miller's  River  1  A,  No,  sir, 
never. 
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Q.   It  varies  from  that  1    A.  Yes,  sir. 

Q,  Have  you  ever  been  within  Mr.  Squire's  establishment  %  A.  No, 
sir. 

Q.  Have  you  ever  found  that  smell  near  his  establishment  when  you 
have  been  in  its  vicinity  1    ^.  I  have  smelt  this  reudering-of-lard  smelL 

Q,   That  I  understand  never  reaches  your  house  1     A.  No,  sir. 

Q,  I  speak  of  the  smell  you  especially  complain  o£  Do  you  ever  get 
that  there  1     A.    No,  sir,  never.     I  never  get  that  except  at  night 

Q.  There  are  a  number  of  grease-boiling  places,  such  as  Bany's  and 
O'NeiPs,  are  there  not)  A.  I  suppose  there  are,  but  I  don't  know.  I 
merely  ride  through  the  place. 

Q.  You  don't  know  the  location  of  these  establishments  between  your 
house  and  the  bridge  ?    A.    No,  sir,  I  do  not. 

Q.  Well  now,  Mr.  Dana,  I  do  not  imderstand  you  to  charge  these  odors 
upon  the  Squire  establishment.  You  have  never  visited  it  or  traced  them 
to  it  at  all.   A,  I  don't  know  where  it  came  from. 

Q,  Let  me  ask  your  opinion  upon  this  state  of  facts  :  Suppose  in  Mr. 
Squire's  establishment  all  the  water  in  the  scalding-tanks  to  be  purified, 
and  the  solid  matter  precipitated  and  carted  away  with  the  offal  and 
blood  in  tight  tanks,  and  the  water  only  to  be  run  into  the  sewer ;  and 
suppose  the  rendering  of  fresh  lard,  like  the  rendering  of  any  impure 
matter,  to  be  done  in  close  tanks,  and  the  gases  to  be  conducted  over  the 
furnace  fire  and  entirely  consumed,  so  that  they  cannot  reach  the  air; 
suppose  the  hog-pens  to  be  disinfected,  and  the  hogs  to  arrive  in  the  cars 
in  an  inodorous  condition,  —  take  all  these  things  into  consideration,  sir, 
and  is  it  your  opinion,  as  a  citizen  of  Cambridge,  that  the  public  h^th, 
comfort,  and  convenience  of  the  community  require  the  removal  and  sup- 
pression of  this  establishment  and  this  business  1  A.  Well,  I  am  not 
able  to  judge.  I  do  know  that  if  this  smell  is  not  removed,  in  my  opinion 
it  will  depopulate  that  part  of  Cambridge.  Everybody  that  can  get 
away  will,  if  this  smell  is  not  got  away  with. 

Q.  To  what  part  of  Cambridge  do  you  refer  ]  A.  1  mean  to  say  all 
through  up  to  Har^*ard  Square.  If  this  smell  increases  a^  it  has  for  the 
last  two  years,  it  will  depopulate  that  part  of  Cambridge.  Everybody 
that  can  get  out  of  it  will  do  so. 

Q.    This  night  smell  ]    A.  Yes,  sir. 

Q.  How  long  has  that  been  perceptible  1  A,  My  folks  have  smelt 
it  before,  but  I  have  not  smelt  it  until  these  two  years  past ;  not  this 
foul,  indescribable  smell  that  I  speak  of. 

Q.  How  early  this  past  summer  did  you  begin  to  perceive  that,  airt 
A,  Well,  I  think  the  first  time  I  smelt  it  was  some  time  in  July.  I  know 
it  was  after  some  of  my  folks  went  up  to  the  mountains,  and  there  was 
nobody  at  home  but  my  wife  and  I.  I  know  it  was  after  the  4th  of  July. 
My  daughter  was  not  at  home. 

Q.  Would  you  put  it  in  the  early  part  of  July,  or  in  the  latter  part? 
A.    I  should  think  it  was  in  the  latter. 

Q.  Do  you  remember  any  odors  on  the  night  of  the  31st  of  July? 
A,  I  could  not  say  anything  about  dates,  because  I  did  not  make  any 
minute  of  them. 

The  Chairman.  Was  there  any  one  night  when  there  was  some  excite- 
ment about  it  1  A.  I  could  not  say.  I  don't  go  around  a  great  deal  in 
Cambridge.  My  business  is  in  Boston,  and  I  drive  right  through  Ewt 
Cambridge  and  go  to  the  bank  once  a  week.' 
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Q.  Do  jou  remember  any  public  meeting  over  the  odors  one  night  in 
July  1  A,  1  don't  recollect  that.  I  was  at  Jackson,  ui  the  White  Moun- 
tains, at  that  time. 

Q.  Has  there  not  been  a  constant  increase  of  population  in  E^st  Cam- 
bridge 1    A.   0,  yes. 

Q,  They  are  gaining  every  year  there,  and  so  in  Somerville  1  A,  Yes, 
sir. 

Q.  Well  now,  sir,  take  the  class  which  makes  up  the  increase  of  popu- 
lation in  East  Cambridge,  is  it  not  the  laboring  class  1    A.    Yes,  sir. 

Testimony  of  George  L.  Mitchell. 

Q,  (by  Mr,  Mclntire).  What  is  your  occupation  '{A,  I  am  a  horse- 
shoer,  at  South  Eden  Street,  Charlestown. 

Q.  Is  your  place  of  business  near  the  mouth  of  the  sewer  at  Canal 
Street)    A.   Yes,  sir. 

Q.  I  will  ask  you  whether  you  are  familiar  with  the  smell  that  comes 
from  that  sewer  and  the  flats  around  it  1  A.  I  don't  know  that  1  ever 
smelt  anything  of  the  sewer.     I  don't  think  I  ever  did. 

Q,    How  far  are  you  from  it )     A,    1  should  say  about  sixty  yards. 

Q,   You  are  at  your  place  of  business  every  day  'i    A.   Yes,  sir. 

Q,  How  long  have  you  been  there  1  A.  Three  years  the  11th  of 
October. 

Q,  Have  you  at  that  point  distinguished  any  odors  of  any  kind  that 
were  ofiensive  to  you  1    A.   Yes,  sir. 

Q.  Will  you  please  describe  these  odors  1  A,  Well,  they  are  very 
sickening ;  you  can  only  smell  them  when  the  wind  is  from  the  right 
direction. 

Q,   Which  way  ]    -4.   A  southwest,  I  should  say. 

Q,  Can  you  give  any  other  description  of  the  odors  beside  saying  that 
they  are  sickening  odors  ]    A,    Well,  I  don't  know  as  1  could. 

Q,  Is  there  any  fatty  or  greasy  smell  to  it  1  A,  There  is  a  sort  of 
sickish  sweet  smell  about  it. 

Q.  Do  you  ever  get  the  hog  odor)  A.  Well,  I  don't  know  that  I 
haye,  sir. 

Q.  Where  do  you  live?  A,  At  Charlestown  Neck,  No.  1  Seaver 
Street,  comer  of  Dana  Street. 

Q.  Do  you  get  any  odors  there  )  A.  We  did  last  summer  for  the  first 
time  since  I  lived  here.  When  I  lived  in  Somerville  I  think  it  was  a 
great  deal  worse  than  now. 

Q.  Was  this  odor  that  you  describe  now  an  odor  from  these  basins,  or 
a  similar  odor,  or  was  it  a  different  odor  1     A.    It  seemed  to  be  different. 

Cross-  Examinat  ion, 

Q,  {by  Mr,  Mmzey).   Are  you  one  of  the  petitioners  1    A,   No,  sir. 
Q,   You  say  that  this  smell  is  a  sickish  smell  1    A,  Yes,  sir. 
Q,   Does  it  resemble  the  smell  from  th.6  sugar  refinery  1    A.    No,  sir. 
Q.    Have  you  been   in   the   neighborhood   of  Miller's  River  basin  t 
A,   Yes,  sir. 

Q.   Did  you  get  a  smell  like  thati    A,   Yes,  sir. 

Q,   About  the  same  that  you  smell  in  Charlestown  when  the  wind 

18  in  a  certain  way  1    A,   Yes,  sir. 

S3 
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Q.   How  near  do  Yoa  lire  to  the  baant    A.    Half  a  mile. 

Q.    How  near  did  vou  Htc  to  it  in  Somenrille  t ' 

Dr,  Derby.  I  don't  undentand  him  to  sav  that  the  smell  that  he  de- 
scribed was  the  smell  from  the  basin. 

Q.  {by  Mr.  Muzuy).  I  asked  you  if  this  sweet,  sickish  smell  was  the 
smell  you  found  when  going  near  the  basin,  and  I  understood  you  that 
jou  got  a  similar  smell  there  t  A.  Well,  I  calculate  that  there  is  s 
difference  between  the  ordinary  smell  and  that  which  we  get  in  East 
Cambridge. 

Q.  But  when  you  get  the  smell  from  the  basins  near  the  slaughtering 
establishments,  do  you  find  it  worse  than  at  your  house  in  Charlestownf 
A.  Well,  1  think  it  is.  It  seems  to  be  stronger.  There  have  been 
nights  that  we  could  not  sleep. 

Q.  Was  it  the  same  smell  that  you  get  near  the  basins,  only  stronger  1 
A.   I. think  it  was. 

Q.  (by  Mr.  McIrUire).  1  understood  you  to  say  that  you  were  familiar 
with  the  smell  firom  the  basin,  when  you  lived  in  Somerville ;  and  I  un- 
derstood you  to  say  that  this  smell  which  you  complain  of  was  not  tbe 
smell  which  you  get  from  the  basin,  but  was  distinct  t  A,  That  is  what 
I  meant. 

Q.  The  idea  was  that  the  odor  from  the  flats  and  sewer  was  differmt 
frt>m  that  at  East  Cambridge  1     A,    That  is  the  idea. 

Q.  Do  you  mean  that  the  smell  you  get  at  your  shop  is  the  smell  jon 
get  from  the  basin  1     No,  sir. 

Q.  {by  Mr,  Muzzey).  Miller's  River  basin  1  A,  That  is  the  idea 
exactly. 

Q.  Do  you  mean  to  say  that  the  smell  of  Miller's  River  basin  is  not 
different  from  all  ordinary  flats  1 

Mr.  Mclntire.    No,  sir  ;  he  says  just  right  the  other  way. 

Q.  (by  Mr.  Muzzey).  Let  us  see  that  I  get  it  correctly.  You  got  at 
your  house  last  spring  the  same  smell  which  comes  from  Miller's  River 
when  you  are  near  by  %    A.   Yes,  sir. 

Q.  And  that  smell  of  the  basin  of  Miller's  River  is  the  same  smell  that 
you  get  at  docks  in  generall     A.    Yes,  sir. 

Q.  (by  Mr.  Frothingham).  You  live,  I  understand,  at  Charlestown 
Neck  )     A.    Yes,  sir ;  on  Sullivan  Square. 

Q.    That  is  just  outside  of  the  peninsula?     A,   Yes,  sir. 

Q.  You  state  that  during  the  last  sumtner  you  have  had  these  offen- 
sive smells,  nights,  very  severely  1    A.   Yes,  sir. 

Q.    And  that  these  smells  affect  you  and  your  family  1    A.   Yes,  sir. 

Q.  Are  these  smells  so  distinct  as  to  be  different  from  the  smell,  what- 
ever it  may  be,  that  you  get  from  the  Miller's  River  basins  1  A.  Well, 
I  don't  know  as  it  is  any  different.  It  is  the  same  thing,  as  nearly  as  I 
can  tell  about  it. 

Q.  (by  a  member  0/  the  Board).  How  do  you  account  for  not  getting 
it  in  the  daytime  1  -4.  I  don't  know.  I  generally  get  it  most,  morn- 
ings, and  in  the  daytime  I  don't  get  it  so  much.  It  is  only  when  the 
wind  is  in  a  certain  direction. 

Q.  (by  Mr.  Mclntire).  How  long  did  you  live  in  Somervillel  A.  Nearly 
two  years. 

Q.  In  what  parti  A.  On  New  Pinckney  Street,  off  of  Cambridge 
Street 
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Q.  You  were  not  very  near  the  basins,  then  t  A,  Within  half  a  mile» 
I  should  say. 

Q,  When  y#a  went  in  to  your  place  of  business,  you  went  in  through 
Cbarlestown  1    A.   Yes,  sir.     Eight  down  Canal  Street,  Charlestown. 

Q.  What  you  mean  to  say  is,  that  you  get  the  same  smell  in  Charles- 
town  that  you  got  in  Somerville,  coming  from  the  direction  of  these 
basins  1  A.  Yes,  sir;  and  the  same  we  would  get  by  going  to  East 
Cambridge. 

Q,  I  don't  understand  you  to  say  that  you  went,  while  living  in  Som- 
erville, very  near  the  basins  ^  A,  1  did  n*t  go  through  there  more  than 
once  in  two  months. 

Mr.  Mclntire.  I  have  only  two  more  witnesses,  and  before  I  put  them 
on  I  want  to  read  to  the  Board  some  extracts  from  the  "  Boston  Medical 
and  Surgical  Journal,''  of  June  12,  1873. 

3fr,  Derby.  There  is  a  gentleman  here  who  has  to  perform  an  opera- 
tion within  half  an  hour  whom  we  would  like  to  pat  on  the  stand. 

The  Chairman.     What  testimony  does  he  intend  to  bring  forward  t 

Mr.  Derby.  It  is  for  the  purpose  of  answering,  as  far  as  we  can,  th# 
testimony  that  was  put  in  by  Dr.  Jeffries. 

Hu  Chairman,     You  may  put  him  on. 

Testimony  of  Dr.  Robert  Willard. 

Q.  {by.  Dr.  Derby).  You  are  connected  with  the  same  establishment 
with  which  Dr.  Jeffries  is  connected ;  that  is,  the  Eye  and  Ear  Infirmary  t 
A.    Yes,  sir. 

Q.  Do  you  reside  on  Charles  Street  1  A.  Yes,  sir ;  at  the  comer  of 
Pinckney. 

Q.  Whether  you  have  experienced  during  the  past  summer  unpleasant 
smells  during  the  night  "i    A.  I  have  very  often. 

Q.  You  have  had  occasion  to  notice  the  direction  of  the  wind  when 
you  have  experienced  them  1     A.   Very  often. 

Q.  Have  you  found  that  the  wind  was  uniformly  in  ope  direction,  or 
was  it  variable  1    A.    It  varied. 

Q.  Have  you  experienced  these  smells  with  a  southerly  wind  1  A.  Yes, 
sir;  with  a  southerly,  a  southwesterly,  a  westerly,  a  northerly,  and  a 
northwesterly  wind.     Never  from  the  east  at  any  time. 

Q.  But  from  the  west  and  north  you  have  experienced  them  1  A.  Yes, 
sir. 

Q.  Have  you  experienced  them  from  the  north  as  often  as  from  any 
other  direction  1     A.   Yes,  sir. 

Q.  How  many  times  during  the  summer  1  A.  I  should  think  fully 
forty  times,  if  not  more,  taking  the  three  months  of  June,  July,  and 
August,  at  night. 

Q.    Did  you  reside  in  the  city  during  these  three  months  'i    A.   1  did. 

Q.  Was  the  smell  equally  strong  by  day  as  by  night  1  ^.  I  have 
Kiever  noticed  it  as  much  during  the  daytime ;  perhaps  my  attention  was 
called  to  other  things.  I  have  noticed  it  in  the  afternoon  as  strongly  as 
In  the  evening. 
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Q.  Have  you  noticed  as  strong  a  smell  when  the  wind  was  from  the 
south  as  when  it  was  from  the  north  and  northwest  1  A.  Yes,  sir ;  I 
wpn't  say  from  the  south,  but  from  the  southwest.  It  waj  stronger  from 
the  southwest  than  from  almost  any  other  direction. 

Dr.  Derby,  What  was  the  character  of  these  odors  1  A,  I  am  unable 
to  distinguish  them,  except  to  know  that  they  are  unpleasant  drain  aod 
dock  smells. 

7!^  Cluixrman,  Have  you  ever  smelt'  this  dock  smell  described  bj 
some,  which  has  a  greasy,  fatty  odor  %  A,  1  have  never  been  able  to  dis- 
tinguish  anything  of  that  kind.  I  don't  know  of  the  rendering  odor  as 
such.  But  the  odors  during  this  summer  were  at  times  quite  peculiar; 
they  were  nothing  that  I  should  be  abln  to  distinguish. 

Q.  Do  you  remember  the  direction  of  the  wind  when  you  perceired 
that  peculiar  odor  1    A,    No,  sir  ;  I  don't  recollect. 

Q.   You  did  n't  notice  it  ?    A.   No,  sir. 

Q.  {by  Mr.  Derby),  Was  there  any  particularly  fatty  smell  I  ^  No, 
sir. 

Q,   But  a  general  very  offensive  smell  1    A,   Very  offensive. 

Cros8-Exam%TMtion, 

Q.  (by  Mr,  Mclntire),  Then,  if  I  understand  you,  you  have  received 
offensive  odors  from  those  different  points  of  the  compass  that  you  have 
testified  to,  and  on  occasions  you  have  smelt  quite  peculiar  odors  when 
you  did  n't  notice  which  way  the  wind  was,  but  it  was  from  some  one 
of  these  points  %  .A,  It  was  a  smell  different  from  the  ordinary  drain 
and  dock  smell,  but  I  don't  know  that  I  should  have  noticed  it  particu- 
larly. 

Q,   Your  attention  was  called  to  it  1     A.    Yes,  sir. 

Q.  (by  Mr,  Derby),  The  prevailing  winds  were  from  the  south,  were 
they  not  ?  A,  \  have  noticed  the  odor  more  when  the  wind  was  south- 
west, and  between  southwest  and  west. 

Q,   Those  are  the  prevailing  winds  in  the  summer  1     A.   Yes,  sir. 

Papers  and  Records  read  and  submitted. 

Mr,  Mclntire,  This  is  a  communication  to  the  "  Boston  Medical  and 
Surgical  Journal,"  of  June  12,  1873,  by  Henry  0.  Marcy,  a  physician  in 
Cambridge,  and  relates  to  the  hygienic  condition,  and  the  mortality  of  the 
citizens  of  Cambridge.     I  will  simply  read  some  extracts  from  it 

The  Chairman.  I  would  inquire  whether  wo  may  not  have  the  gentle- 
man as  a  witness. 

Mr.  Mclntire,    We  have  summoned  no  witnesses. 

Mr,  NewhaU,    We  have  a  right  to  summon  witnesses. 

Mr,  Mclntire .  We  have  the  right  to  summon,  but  I  don't  know  that 
we  have  the  right  to  force  them  to  testify.  He  has  not  refused  to  testify. 
He  has  said  that  he  would  come,  but  his  business  has  not  allowed  bun 
thus  far. 

Mr,  Derby,  If  it  is  put  in,  it  seems  to  me  we  should  have  the  privily 
of  looking  at  it. 
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Mr.  Mclntire,  The  principal  thiDgs  we  wish  to  put  in  are  certain  mor- 
tality tables ;  I  think  the  gentleman^s  reputation  is  such  that  it  should 
not  be  objected  to. 

Mr,  Muzzey,  I  have  not  any  objection  to  that.  I  had  the  opportunity 
of  cross-examining  Dr.  Marcy  when  he  testified  before,  and  these  are  sub- 
stantially the  same  facts  which  he  stated  then.  In  his  cross-examination 
he  put  in  some  other  supplementary  facts  which  are  not  here,  but  ought 
to  accompany  the  article. 

Dr.  Derby,  I  think  the  objections  may  all  be  removed  when  it  is  stated 
that  the  facts  which  Dr.  Marcy  gives  us  were  published  in  the  Fourth 
Annual  Report  of  the  State  Board  of  Health.  * 

Mr,  Mclntire,  I  suppose,  if  it  is  right  to  put  this  in,  they  have  the 
right  to  put  in  the  supplementary  facts. 

The  Chairman,    I  think  that  the  evidence  of  Dr.  Marcy  is  very  irapor-    • 
tant.     That  would  be  my  view  of  it. 

Mr,  Derby,  I  don't  object  to  that,  sir.  It  is  only  to  have  it  in  a  proper 
manner. 

The  Chairman,   You  may  proceed  to  read. 

Mr,  Mclntire  then  read  as  follows  :  — 

**  Last  autumn,  when  the  periodical  excitement  over  the  slaughtering 
establishment  of  John  P.  Squire  and  the  Miller's  River  nuisance  was  at 
high  tide,  believing  that  the  surroundings  complained  of,  and  the  entire 
absence  of  sanitary  care  and  precaution  in  whole  neighboring  districts 
must  increase  the  mortality  rates  (although,  as  may  seem  strange,  it  was 
a  question  over  which  medical  gentlemen  practising  in  these  localities 
had  different  opinions),  Dr.  A.  L.  Norris  of  East  Cambridge,  and  myself, 
were  induced  to  carefully  examine  the  records,  and  the  following  table  of 
facts  was  presented,  which  I  have  felt  are  of  sufficient  interest  to  our  pro- 
fession to  offer  them  here  to  your  notice. 

"  The  basis  of  population  is  taken  from  the  census  of  1870,  which 
(gives  a  uniform  increase  in  population  for  five  years)  would  afford  a  nearly 
mean  average  in  numbers.     They  are  as  follows :  — 
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89,652  4,057  48.80 

**  This  is  an  annual  mortality  of  between  twenty  and  twenty-one  to 
the  thousand  of  the  inhabitants,  and  differs  only  a  slight  fraction  from 
the  mortality  rates  of  the  county  of  Middlesex.  Ward  lines  unfortu- 
nately prove  arbitrary  divisions,  not  best  arranged  for  our  purpose,  but 
give  us  the  only  data  of  population.  Ward  Three  comprises  East  Cam- 
bridge, and  Ward  Two  includes  the  territory  lying  south  and  west  to 
Main  Street.     Perhaps  one  half  of  Ward  Two  may  be  considered  as 
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healthily  located  as  any  part  of  the  citj,  while  the  hill-^p  of  Ward  Three, 
or  E^t  Cambridge,  is  dry,  well  drained,  and,  except  in  its  sarroundingB, 
is  unexceptional  as  reganis  position. 

**  These  two  wards  contain  19,556  inhabitants,  and  suffered  a  loss  from 
death  during  five  years  of  2,401.  The  remaining  portion  of  the  citj 
conUuns  a  population  of  20,085,  and  suffered  a  loss  from  death  during 
the  same  period  of  1,656,  showing  an  excess  of  deaths,  with  one  fortieth 
less  population,  of  145  ;  an  excess  of  oyer  twenty  per  cent. 

**  Comparing  Ward  One,  known  as  Harvard  Square  or  Old  Cambridge, 
with  Ward  Three,  East  Cambridge,  the  contrast  will  be  seen  to  be  still 
greater :  — 

**  Number  of  inhabitants  to  one  death  per  annam,  62.66,  Ward  1. 
<i         a        '  II  una         II        tt        45^5,       •*     S. 

An  excess  of  over  twenty-two  per  cent. 

"  A  further  analysis  of  the  diseases  producing  death  show  the  dis- 
eases to  be  such  d  priori,  as  would  have  been  supposed  prevalent  in  mi- 
drained  localities  with  such  surroundings. 

'^  Whole  number  of  deaths  from  cholera  infantum  for  five  .years  in  the 
city,  463.  In  East  Cambridge,  con^prising  about  twenty-two  per  cent  of 
the  population,  133,  or  thirty-five  per  cent  of  the  whole  number. 

"Whole  number  scarlet  fever,  187.  In  East  Cambridge,  69,  or  thirty- 
three  per  cent.  Typhoid  fever,  172.  In  East  Cambridge,  44,  or  twentj- 
five  per  cent.  Diseases  of  the  lungs,  940.  In  East  Cambridge,  282,  or 
thirty  per  cent. 

**  The  district  under  observation  is  included  between  Sixth  Street  on 
the  east  and  Windsor  on  the  west;  Miller^s  River  on  the  north  and 
Charles  River  on  the  south.  In  the  al)sence  of  definite  knowledge  as  to 
the  number  of  inhabitants  in  this  limit,  by  a  careful  comparison  of  the 
opinions  of  those  best  able  to  judge,  the  population  was  supposed  to  be 
about  3,000,  probably  a  large  estimate.  A  glance  at  the  map  will  show 
this  entire  district  to  be  flat,  chiefly  marsh  originally,  and  doubtfully,  in 
some  instances,  improved  by  occupation,  with  very  imperfect  or  no  drain- 
age ;  and  in  this  are  situated  several  immense  slaughtering  establishments, 
flanked  by  rendering,  bone-boiling,  and  soap-making  establishments,  to 
say  nothing  of  other  occupations  detrimental  to  the  public  health.  It  i« 
doubtful  if  a  worse  condition  of  surroundings  could  have  been  found  in 
the  vicinity  of  Boston  than  along  the  Somerville  line. 

"  It  will  be  remembered  that  July  and  August  of  last  year  were  verj 
sickly  months,  and  the  whole  number  of  deaths  for  this  period  in  Cam- 
bridge was  291.  The  nuiliber  in  the  above-described  district  was  55,  or 
more  than  one  sixth  of  the  whole  number,  while  this  district  probably 
contains  less  than  one  fifteenth  of  the  population  of  the  city.  This 
frightful  rate  of  mortality,  continued  throughout  the  year,  woidd  reduce 
the  average  duration  of  life  within  these  limits  to  about  ten  years^  while 
the  death-rate,  continued  throughout  the  year  in  the  remaining  portion 
of  the  city,  would  give  nearly /or<y  years,  or  almost  four  times  greater  in 
one  section  than  in  the  remaining  portion  of  the  city. 

*'  They  are  no  more  difficult  to  believe  than  similar  statistics  carefully 
drawn  by  unprejudiced  observers,  from  different  sections  of  other  cities. 
I  remember  a  report  made  by  Dr.  Edward  H.  Clarke  of  Boston,  some 
years  since,  comparing  the  so-called  Broad-Street  district,  then  reeking 
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with  filth  and  crowded  to  excess,  with  the  Beacon-Hill  district;  here 
the  mortality  rates  were  in  the  first  six  times  the  greater,  and  revealed 
the  astonishing  mortality  of  one  death  annually  in  every  ten  of  its  in- 
habitants. To  show  the  ease  with  which  those  unfamiliar  with  statistics 
may  be  misled,  or  mislead  others,  I  would  here  refer  to  the  closing  argu- 
ment by  Mr.  H.  W.  Muzzey,  attorney  for  the  defendant,  before  the 
Mayor  and  Board  of  Aldermen,  which  w/ut  printed  and  widely  circulated, 
where  by  a  single  reference  to  the  Registration  Reports  of  Massachusetts 
for  1848  and  1852,  he  shows  that  the  average  age  at  death  in  the  town  of 
Brighton  is  one  in  twenty-three  years,  and  in  Cambridge  one  in  twenty- 
one  years,  and  seeing  no  difference  between  the  average  age  at  death  and 
of  life,  states  the  average  of  life  to  have  been  in  Cambridge  twenty-one 
years,  and  hence  from  my  table  there  has  been  a  most  marked  increase 
in  the  longevity  of  life  here  during  the  last  twenty  years.'' 

Mr.  Mmzey,  I  would  remark  as  to  the  criticism  upon  myself  as  read 
here,  that  I  stiU  adhere  to  my  statement.  I  am  still  unable  to  see  any 
error.-  The  average  age  at  death  and  the  average  age  of  life  must  mean  the 
same  thing.  I  turn  the  tables  around  and  use  them  in  an  opposite  direc- 
tion, and  they  mean  the  same  thing.  I  wish,  Mr.  Mclntire,  to  ask  yoo 
to  agree  with  me,  as  I  have  no  doubt  you  will,  in  fairness,  that  in  making 
such  calculations  as  these  the  quality  of  the  population  of  these  two  dis- 
ricts  has  a  great  deal  to  do  with  the  death-rate.  For  instance,  in  Old 
Cambridge  there  are  wealthier  and  more  well-to-do  people,  and  in  East 
Cambridge  the  majority  of  the  people  are  poorer,  and  are  not  so  well 
able  to  take  care  of  themselves.  Also  that  Dr.  Marcy  admitted  that 
fever  poisons  have  no  known  odor. 

Mr.  Derby.  Will  Dr.  Derby  have  the  kindness  to  refer  us  to  the  re- 
port which  gives  the  comparative  deaths  in  the  wards  of  the  city  of  Bos- 
ton.    There  is  a  ratio,  I  think,  of  two  to  one  in  some  of  them. 

Dr.  Derby.  The  second  report  of  the  State  Board  of  Health,  Analyms 
of  Mortality  of  1870? 

Mr.  Muzzey.  I  am  familiar  with  it  It  is  in  the  report  of  1871#  The 
difference  is  very  marked. 

Mr.  Mclntire.  In  answer  to  my  brother  Muzzey,  he  asks  nothing  that 
we  are  not  willing  to  concede. 

Mr.  Mclntire  then  read  further  as  follows  :  — 

The  following  is  from  the  records  of  the  Mayor  and  Aldermen  of  the. 
city  of  Cambridge  under  date  of  July  16,  1873  :  — 

"  Orderedy  That  this  Board,  as  a  Board  of  Health,  petition^  the  State 
Board  of  Health  to  abate  the  nuisances  in  the  Third  Ward  and  its  vicin- 
ity, and  that  the  City  Solicitor  be  directed  to  appear  and  represent  the 
city. 

"  Adopted  by  the  following  vote  :  Yeas,  —  Aldermen  Brine,  Collins,  Da- 
Tis,  Haixling,  Kendall,  Morse,  Snow,  and  Thurston  (8).  Nay,  —  Alder- 
man Woodbridge  (1)." 
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"  In  view  of  these  statements,  which  jour  conimittee  regard  as  truth- 
ful, they  reoonimend  that  the  Board  of  Health  of  the  city  of  Someryille 
immediately  petition  the  State  Board  of  Health  to  visit  the  establish- 
ments of  John  P.  Squire  A  Co.,  Charles  H.  North  h  Co.,  the  Boynton 
Packing  Company,  the  packing-houses  of  Lincoln  &  Chamberliii,  and  the 
rendering  establishment  of  Charles  0*Neil ;  and  that  said  State  Board  of 
Health  will  take  such  action  as  in  the  judgment  of  that  honorable  body 
will  result  in  abating  the  nuisance  caused  by  these  slaughtering,  packing 
and  rendering  establishments. 

"  In  Board  of  Mayor  and  Aldermen.  August  25,  1873. 

"  Report  accepted,  recommendation  adopted,  and  sent  down  for  con- 
currence. 

*'  Charles  E.  Johnson,  Clerk, 

'*  In  Common  Council.  August  27,  1873. 

"Concurred  in. 

"  Solomon  Davis,  CUrk 
"  A  true  copy  of  records. 

"  (Attest)  Charles  £.  Johnson,  City  Clerk" 

Mr,  Muziey,  You  have  not  the  answer  of  the  State  Board  of  Health  to 
that  communication  1     Was  there  any  answer  made  1 

Dr,  Derby,   Yes,  sir. 

Mr,  Mclntire.  I  put  it  in  to  show  simply  what  the  opinion  of  the 
Board  of  Health  of  Somerville  was.   . 

Mr,  MiLzzey.  Will  you  let  me  suggest  that  they  have  taken  no  action 
on  that  1 

Mr,  Mclntire,  I  won't  say  so.  I  will  say  that  they  did.  They  pre- 
vented additions  to  other  establishments  which  proposed  to  add  to  their 
works.     They  desired  the  State  Board  of  Health  to  do  it. 

Dr,  Derby.  We  told  them  we  would  do  it  as  soon  as  the  complaint 
was  made.  The  complaint  is  now  made,  and  this  is  the  thirteenth  day 
we  have  been  hearing  the  story. 

Mr.  Muzzey,  They  have  made  no  official  complaint.  They  left  it  to 
individuals. 

Mr,  Mclntire,  I  will  read  a  letter  from  W.  H.  Farrand,  of  Geveland, 
Ohio. 

Mr.  Muzzey.    That  is  too  far  away  for  us. 

The  Chairman   What  is  its  object  1 

Mr.  Mclntire.  I  wish  to  show  what  they  are  doing  there  with  regard 
to  these  establishments. 

Mr,  Derby.    We  might  go  all  through  the  United  States. 

Mr,  Mclntire,    I  have  several  letters  from  Boards  of  Health,  from  Bal- 

f 

timore,  Chicago,  and  New  York  ;  another  from  Dr.  Chandler. 

Mr,  MtLzzey,  We  would  like  to  hear  from  Chicago ;  and  anything  from 
Dr.  Chandler  we  would  be  glad  to  hear.  We  do  not  know  anything 
about  Cleveland. 
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The  Chairman.   How  long  will  it  take  to  read  them  all  1 
Mr,  Mclntire.   About  ten  minutes. 
T/ie  Chairman, .  The  Board  is  ready  to  hear  them  all. 
Mr.  Mclntire  then  read  the  following :  — 

City  of  Cleveland. 

Office  of  the  Boabd  of  Health, 

Clbvelaiid,  0.,  September  16, 1878. 
Mkssbs.  Kbmble  and  Heartness. 

Gentlemen,  —  Enclosed  please  find  an  ordinance  and  resolution  on 
slaughtering  establishments.  We  find  by  enforcing  these  the  nuisance 
arising  from  these  establishments  abated.  We  also  have  an  inspector, 
whose  business  it  is  to  look  after  and  report  all  parties  who  do  not  comply 
with  the  ordinance.  The  sanitary  police  also  have  the  slaughtering  estab- 
lishments in  their  respective  wards  under  their  notice. 

In  your  letter  you  refer  to  the  slaughtering  establishment  of  H.  M. 
Chapin,  Sholer,  &  Co.  While  this  building  was  abandoned  during  the 
summer  of  1870,  it  took  fire  from  sparks  from  engine  on  the  A.  &  G.  W. 
Railway,  and  the  railroad  company  purchased  the  lease  from  the  firm ; 
and  in  this  manner  the  city  were  relieved  from  a  great  nuisance. 

In  addition  to  the  ordinance  and  resolution,  the  Board  of  Health 
compel  the  rendering-vats  to  be  connected  with  the  smoke-stacks ;  and 
they  must  rend  (when  in  operation)  every  day,  and  not  allow""  the  use  of 
same  water  twice  in  same  vat,  or  twice  for  same  purpose. 

This  is  all  I  can  find  on  our  books  relating  to  this  subject. 

I  have  the  honor  to  be 

Your  most  obedient, 

Wm.  H.  Farrand,  Clerk  of  B,  A, 

The  Ordinance. 
An  Ordinance  to  regulate  Slaughtering  and  Packing-Houses  and  Candle 
Manufactories  in  the  City  of  Cleveland. 

Section  1.  Be  it  ordained  by  the  Citji  Council  of  the  city  of  Cleve- 
land, that  no  person  shall  slaughter,  dress,  or  pack  any  cattle,  calves, 
sheep,  or  swine,  or  establish  a  manufactory  for  candles  or  soap  within  the 
limit  of  the  city,  without  a  license  from  the  City  Council. 

Section  2.  Any  person  desirous  of  obtaining  a  license  shall  apply  in 
writing  to  the  Council,  stating  the  business  he  is  desirous  to  pursue,  and 
specifying  the  premises  whereon  the  same  is  to  be  conducted.  He  shall 
give  one  week's  notice  in  two  daily  papers  of  the  city  of  his  intention  to 
apply  for  a  license,  specifying  the  business  and  locality.  If  such  applica- 
tion shall  be  granted,  it  shall  thereupon  be  the  duty  of  the  applicant  to 
enter  into  a  bond  with  one  or  more  sureties  to  be  approved  by  the  Coun- 
cil, in  the  penal  sum  of  not  less  than  one  hundred  dollars  nor  more  than 
five  thousand  dollars,  conditioned  that  the  said  applicant  will  faithfully 
comply  with  all  the  requisitions  of  this  ordinance,  and  for  the  penalties 
which  may  be  incurred  by  him  for  any  violation  thereof ;  and  upon  execu- 
tion of  said  bond,  it  shall  be  the  duty  of  the  Mayor  and  Clerk  to  issue  a 
permit  to  the  applicant,  upon  the  payment  by  said  applicant  of  two  dol- 
lars therefor,  which  permit  shall  continue  in  force  for  the  period  of  one 
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year  from  and  after  the  date  thereof ;  and  the  Clerk  shall  keep  a  register 
of  all  permits  which  may  be  issued. 

Section  3.  No  person  obtaining  a  license  shall  suffer  any  bones,  offal, 
blood, 'liquor  from  steam- tubes,  or  other  offensive  ma^tter,  to  fidl  or  nm 
upon  the  groimd  or  place,  or  suffer  to  remain  oil  his  premises  as  aforesaid 
any  bones,  filth,  offal,  blood,  or  other  offensive  matter,  for  a  longer  period 
than  twenty-four  hours  from  the  first  day  of  May  to  the  first  day  of 
November,  nor  more  than  forty-eight  hours  during  any  other  part  of  the 
year ;  but  he  shall  collect  the  same  and  so  bury  them  or  otherwise  dis- 
pose of  them  as  not  to  become  a  nuisance. 

Section  4.  Every  person  shall  at  all  times  keep  his  premises  in  a  clean, 
healthy,  and  inoffensive  condition;  and  no  person  shall  steam  or  boil 
any  animal  substance  when  such  steaming  or  boiling  shall  taint  the  air  so 
as  to  render  it  offensive  to  the  inhabitants  of  the  city. 

Section  5.  Any  person  violating  any  provision  of  this  ordinance  shall, 
on  conviction  thereof,  be  fined  in  any  sum  not  exceeding  five  hundred 
dollars,  and  the  further  sum  of  twenty-five  dollars  for  each  day  such  vio- 
lation is  continued. 

Section  6.    That  an  ordinance,  entitled  ''An  Ordinance  to  regulate 
Slaughter  and  Packing  Houses  and  Soap  and  Candle  Manufactories,"^ 
passed  January  10,  1853,  be  and  the  same  is  hereby  repealed. 

Seceion  7.  This  ordinance  shall  take  effect  and  be  in  force  from  and 
after  its  passage. 

Passed  February  18,  1873.  Amos  Townssnd, 

PrendentofUieCauiaL 
Theo.  Voges,  City  Clerk, 


ELSALTH  DSPARTMEICT,  28  N.  HOLUDAT  STBISr, 

Baltimore,  November  20,  1878. 

A.  Winthrop  Hastinqs,  Esq. 

Dear  Sir,  —  Yours  of  18th  was  received  to-day.  In  reply  to  your  in- 
quiries, I  am  sorry  to  say  our  city  is  still  suffering  from  the  nuisance  of 
slaughtering  establishments  within  the  city  limits  and,  notwithstandiDg 
the  strictest  watchfulness  and  order  on  the  part  of  the  police  and  Health 
Department,  prove  constantly  a  serious  punishment  and  detriment  to  the 
neighborhoods  in  which  they  exist. 

The  complaints  have  been  constant,  and  efforts  are  being  made  (and 
have  been  made  for  the  past  five  years)  to  remove  all  slaughtering  estab- 
lishments beyond  the  city  limits,  and  to  concentrate  them,  as  in  Paris, 
France,  and  in  Chicago,  at  one  point.  No  patent  machinery,  or  machin- 
ery of  any  kind,  is  in  use  in  our  city.  I  have  had  an  account  of  the  ad- 
mirable means  made  use  of  by  a  company  in  Chicago,  by  ivhich  the  blood 
and  offal  of  the  Abattoir  are  not  only  disposed  of  without  offence,  but 
utilized  to  a  profit. 

I  regard  the  removal  of  all  such  establishments  to  a  locality  where  the 
offence  to  the  inhabitants  can  be  reduced  to  the  minimum  of  vital  im- 
portance in  a  sanitary  point  of  view,  and  think  it  the  duty  of  all  Health 
Boards  everywhere  to  co-operate  through  the  public  press,  and  upon  every 
fitting  occasion  to  urge  and  insist  upon  this  change. 
'  Hoping  this  may  be  satisfactory,  I  remain  yours  truly, 

James  A.  Stewart,  M.  D., 

Commiiiionar  of  Heath, 
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This  note  explains  the  letter  which  follows  :  — 

^  Cbigago,  December  9, 1878. 

Mb.  a.  Winthrop  Hastings,  Boston. 

Dear  Sir,  —  Your  letter  of  last  month  was  duly  received.  Not  hear- 
ing from  the  Board  of  Health  in  answer  to  your  inquiries,  I  called  on  Dr. 
Reid.  He  said  that  press  of  business  prevented  their  attention  to  your 
letter ;  that  the  subject  was  intricate  and  required  much  explanation  to 
cover  the  inquiries,  but  that  he  would  state  some  facts  in  a  letter,  which 
letter  I  enclose.  The  stock-yard,  slaughtering  and  rendering  establish- 
ments, are  about  four  and  a  half  miles  from  the  centre  of  the  city,  and 
are  a  source  of  complaint  to  citizens  in  the  south  part  of  the  city,  but 
the  removal  and  sanitary  measures  taken  have  diminished  the  nuisance. 

Yours  truly,  Gilbert  Hubbard. 

Board  of  Health  Office,  Chicago,  Dec.,  1873. 
A«  WnrTHNOP  Hastings,  Esq. 

Dear  Sir, —  Your  letter  of  inquiry  to  Mr.  Hubbard  of  the  18th  ult., 
in  reference  to  slaughtering-houses  and  the  nuisances  resulting  therefrom, 
has  been  handed  to  me  for  reply.  The  subject  is  an  extensive  one  on 
which  much  might  bo  said ;  but  I  will  endeavor  briefly  to  answer  your 
principal  points. 

There  are  a  number  of  such  establishments  in  this  city,  and  all  have 
been  occasionally  a  source  of  nuisance  and  offence.  We  have  had  great 
difficulty  in  making  them  conform  to  statutory  laws.  Now  they  give  us 
comparatively  little  trouble,  but  we  keep  them  under  constant  surveil- 
lance. Their  ofifal  was  formerly  deposited  and  buried  in  vacant  fields 
and  lots,  which  caused  grievous  offence ;  but  now  this  material  is  de- 
livered to  certain  manufacturing  establishments,  which  convert  it  into 
fertilizers.  This  process  is  mostly  conducted  outside  the  city,  and  in 
some  instances  is  attended  with  but  little  offence,  considering  the  nature 
of  the  material. 

Jhe  rendering,  as  formerly  conducted,  was  the  source  of  much  com- 
plaint, but,  by  the  adoption  of  improved  processes,  has  rendered  it 
poesible  to  carry  on  this  business  without  tainting  the  air  of  the  neigh- 
borhood. To  do  so,  however,  requires  care,  vigilance,  and,  on  our  part, 
constant  surveillance. 

The  situation  of  the  stock-yards  renders  them  occasionally  a  source  of 
naisance,  which  is  likely  to  be  more  severely  felt  as  the  city  extends  in 
that  direction,  more  particulai-ly  from  the  defective  drainage.  This,  per- 
haps, may  be  overcome,  and  various  plans  have  been  discussed  to  remedy 
this  defect. 

For  all  establishments  of  the  kind  mentioned  a  remote  situation  is  de- 
sirable. There  must  be  good  drainage,  prompt  removal  of  offal,  the  most 
improved  plan  of  rendering,  and  constant  surveillance  to  prevent  their 
becoming  intolerable  nuisances. 

Respectfully  yours, 

John  Reid,  M.  D.,  Health  Office, 

P.  S.  —  The  press  of  business  prevented  an  earlier  reply  to  your  letter; 
to  ourselves,  which  we  hope  you  will  excuse. 

J.  R. 
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Copy  of  a  Letter  of  Dr.  Chandler  to  tJu  Boston  DaQy  Advertiser  of  Sq/tem- 
her  1,  1873,  eiUUUd  "«  Miller's  Riter.     Oxe  Word  Mors.** 

To  THE  Editors  of  the  Boston  Daily  Advertiser. 

I  notice  an  article  with  the  abrive  heading  in  jour  issue  for  Aug.  Sltt^ 
the  final  paragraph  of  which  speaks  of  the  New  York  Rendering  Con^ 
pany  as  being  in  successful  operation,  with  certain  apparatus  described 
in  the  article,  in  rendering  offal  and  dead  animals,  at  the  foot  of  Thirty- 
eighth  Street,  New  York  Citv.  As  the  statement  in  this  paragraph  it 
entirely  incorrect,  I  would  say  that  the  New  York  Rendering  Company 
did  not  succeed  in  rendering  their  reftise  matter  without  producing  a 
nuisance.  On  the  contrary,  the  nuisance  was  so  unendurable  that  the 
Board  of  Health  has  declared  their  contract  invalid,  owing  to  their  shortp 
comings,  and  has  engaged  another  party  to  carry  all  the  offied  and  dead 
animals  to  Barren  Island,  daily. 

Very  respectfully  yours, 

C.  F.  Chandler,  Ph.  D., 

President  of  the  Health  DqnrtwtaU  of  the  dtjf  ofNsm  Tmk 
Health  Dbpartmbnt,  New  York,  Aug.  28, 1S73. 

^EALTH  DKPAsnfExrr, 
No.  301  Mott^Strkkt,  Nbw  Yobk,  Dee.  1^  1873. 2 

A«  WiNTHROP  Hastings,  Esq. 

My  dear  Sir,  —  The  New  York  Rendering  Company  did  not  render 
any  offal  or  dead  animals  last  summer  after  their  vessels  were  towed  by 
the  officers  of  the  Health  Department  to  the  Jersey  shore ;  nor  did  Uieir 
vessels  come  to  the  city  at  all.  The  disposal  of  ofial  and  dead  animals  wti 
placed  in  the  hands  of  another  party,  where  it  still  remains,  by  whom  all 
such  matters  are  carried  to  Barren  Island,  about  seventeen  miles  from 
the  city,  and  there  rendered.  We  have  recently  granted  permission  to 
this  New  York  Rendering  Company  to  render  fresh  fat,  nothing  further. 
Wc  did  not  and  should  not  permit  them  to  render  offal  or  dead  animsls 
anywhere  in  the  waters  of  New  York.  Our  jurisdiction  extends  to  the 
Jersey  shore,  and  when  the  New  York  Fertilizing  Company  persisted  in 
drying  blood  and  scrap  on  the  hulk  Algonquin,  on  the  Jersey  shore,  op- 
posite New  York,  we  employed  a  steam-tug  and  towed  the  vessel  beyond 
the  city  limits  to  Barren  Island.  I  send  you  a  marked  copy  of  the  City 
Record,  the  official  journal  of  the  city,  which  contains  a  report  on  this 
subject.  Very  truly,  etc., 

C.  F.  Chandler, 

President  of  the  Health  DepartsstSL 

Testimony  of  A.  Winthrop  Hastings."' 

Q.  {by  Mr.  Mclntire),    Your  name  ]     A.    A.  Winthrop  Hastings. 

Q.  I  will  ask  you  if  you  reside  in  the  Third  Wani  of  Cambridge  t 
A.    I  do  sir,  at  the  comer  of  Otis  and  Fourth  Streets. 

Q.    How  long  have  you  lived  there  1     A.    For  thirty-eight  years. 

Q,  Were  you  bom  there  1  A.  No,  sir,  I  was  bom  in  East  Cambridge, 
but  not  there. 

The  Chairman.  How  faf  are  you  from  the  Court  House  1  A.  About 
three  hundred  feet  north. 

Q.  And  how  far  from  Mr.  Squire's?  -4.  From  twelve  hundred  to 
sixteen  hundred  feet. 
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Q.  (by  Mr.  Mclntire),  I  will  ask  you  whether  since  this  hearing  com- 
menced you  have  examined  the  buildings  in  this  locality  to  see  whether 
there  has  been  any  discoloration  on  Charles,  Vine,  and  Spring  Streets, 
and  the  buildings  near  Craigie's  Bridge,  and  the  buildings  on  the  Grand 
Junction  Railroad  from  Cambridge  Street  and  the  Squire  establishment  1 
A.  I  have,  sir,  all  around  there. 

Q,  Between  Broad  Canal  and  Charlestown,  whether  there  are  any 
buildings  1    A.   No,  there  are  none.     There  are  some  on  Vine  Street 

Q.  Whether  along  Charles  Street  there  are  any  buildings  painted  with 
lead  paint  1     A,    With  various  colors  ;  white  and  other  colors. 

Q.  I  will  ask  you  wliether  on  the  front  of  the  buildings,  facing  the 
south,  or  which  face  Broad  Canal,  there  is  any  discoloration  J  A.  No, 
sir,  none. 

The  Chairman.  How  far  away,  sirl  A.  1  don't  know  how  many, 
hundred  feet  away.     Perhaps  sixteen  hundred. 

Mr,  Mclntire.     Twelve  hundred. 

Q.  (py  Mr.  Mclntire).  You  say  there  is  no  discoloration  of  the  build- 
ings on  Charles  Street  %    A.    No,  sir. 

Q.  Are  there  any  discolorations  of  the  buildings  on  Vine  Street  which 
is  the  next  street  above  1     A.    No,  sir. 

Q.   None  on  the  sides  facing  Broad  Canal  ]    A.   No,  sir. 

Q.    On  Spring  Street  1    -4.    No,  sir. 

Q.   On  Thomdike  Street  1    A.  No,  sir. 

Q.  I  will  ask  you  whether  on  Thomdike  Street,  on  the  buildings 
facing  north  towards  the  establishment  of  Mr.  Squire,  there  are  any  dis- 
colorations 1  A.  There  are  a  few,  but  not  so  many  as  on  the  streets 
above. 

Q.  Well,  on  Thomdike  Street  are  the  buildings  facing  the  south 
toward  Broad  Canal  discolored?  A.  There  is  no  discoloration  there. 
One  of  the  buildings  on  Thomdike  Street  faces  the  southeast,  and  you 
find  little  places  where  the  current  has  drawn  over  them  and  discolored 
them  a  very  little. 

Q.   Most  of  them  are  on  the  south  side  1    A.   Yes,  sir. 

Q.  On  Otis  Street  1  A.  The  buildings  facing  the  south  are  mostly 
discolored. 

Q.  On  the  southerly  side  of  the  street  and  on  the  northerly  side  of 
the  buildings]  A.  There  are  some  buildings  on  Otis  Street  that  are  dis- 
colored on  the  northerly  side,  but  those  are  discolored  by  the  current 
striking  higher  buildings  opposite. 

Q.  I  will  ask  you  whether  you  examined  any  of  those  cross-streets, 
such  as  Fourth,  Fifth,  or  Sixth  \    A.    1  did. 

Q.  Whether  you  found  any  discolorations  there  1  A.  Only  on  the 
sides  towards  the  northwest. 

Q.  Now,-  you  say  you  noticed  some  discolorations  on  Spring,  Thom- 
dike, and  Otis  Streets,  and  the  principal  discolorations  were  on  the  build- 
ings which  faced  the  north.  I  will  ask  you  whether  there  is  any  increase 
of  discoloration  as  you  approach  Mr.  Squire's  establishment]  A.  Yes, 
sir,  there  is  a  great  increase. 

Q.  Where  on  Cambridge  Street  is  the  most  intense  discoloration] 
A.  The  building  mostly  discolored  was  on  the  comer  of  Cambridge  and 
Sixth  Street.  There  are  some  buildings  farther  up  Cambridge  Street, 
toward  the  Grand  Junction  Railroad,  almost  in   a  line  opposite  Mr. 
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Squire's,  I  mean  between  the  Grand  Junction  and  Sixth  Street,  that  are 
Terv  badlr  discolored.  There  is  one  house  on  the  extension  of  SereDth 
Street,  right  near  the  gasometer,  that  is  fearfiillv  colored.  Thej  have 
lately  taken  down  the  fence  so  as  to  get  at  a  new  block  of  buildings 
erected  by  Mr.  Ellis. 

Q.  Have  you  examined  the  buildings  along  on  Crore  Street  t  A.  Yes, 
sir.  They  are  very  badly  discolored  as  you  go  near  Mr.  Squire's 
factory. 

Cross-Examinatum. 

Q.  {hy  Mr,  Derby).  Above  or  below,  sirl  A.  Below  Sixth  Street, 
toward  Boston.     I  call  it  below,  running  down  toward  the  river. 

Q.  Whether  you  examined  the  buildings  on  Fifth  Street  from  Cam- 
bridge to  Gore  1  On  Winter  Street  whether  you  noticed  any  discolora- 
tions  ?  A.  Yes,  sir,  there  are  discolorations  all  along  there,  more  or 
less,  as  it  happened  to  be  favorably  or  unfavorably  situated. 

Q.  Now,  we  will  take  Bridge  Street  from  Craigie's  Bridge.  Whether 
you  noticed  the  buildings  up  as  far  as  its  junction  with  Cambridge 
Street  1  A.  There  is  no  discoloration  except  on  the  fence,  and  a  slight 
portion  of  the  building  that  sits  on  the  wayside  right  near  the  bridge, 
and  that  comes  from  the  sewer  that  empties  there.  As  the  buildings 
exteud,  the  discoloration  ceases. 

Q,  Where  is  the  most  intense  discoloration  1  A.  Right  where  the 
boards  were  taken  out.  The  sewer  dischai^s  under  the  bridge :  the 
nearer  you  get  to  it  the  blacker  it  is. 

Q.  But  you  say  that  above  that  there  is  no  discoloration  1  A,  None 
very  near  on  the  top  of  the  buildings  facing  the  Boston  side.  The  fence 
and  buildings  are  painted  alike.  There  are  no  discolorations  on  the  tops 
of  the  buildings.     Naturally  there  are  some  near  the  water's  edge. 

Q.  Whether  you  went  down  the  Grand  Junction  Railroad  from  Cam- 
bridge Street  down  to  Gore,  to  notice  that  building  which  has  been  pho- 
tographed ^     A.   \  did,  sir. 

Q.  That  building  sits  right  over  the  mouth  of  the  sewer  which  comes 
down  JefForson  Street  1  A.  Right  at  the  foot  of  Jefferson  Street,  almost 
over  the  mouth  of  the  sewer  at  the  end  of  a  little  creek  that  used  to 
come  up  in  there  from  the  Squire  drain. 

Q.  Can  you  tell  us  where  the  mouth  of  that  sewer  is  1  A.  It  enters 
right  at  the  corner  of  Mr,  Squire's  building,  as  I  understand  it. 

Q.  Do  you  know  whether  it  is  where  that  sewer  of  his  enters  the 
basin  1  -4.  I  don't  know  whether  he  owns  that  drain  or  not  There  is 
a  sluiceway  that  comes  out  into  what  we  call  the  North  Basin, 

Q.  Well,  sir,  did  you  notice  the  sides  of  the  buildinc:8  which  are 
toward  Mr.  Sc^uiro's  factory,  and  the  rest  of  the  buildings,  from  that  one 
which  we  have  Tiad  photographed  down  beyond  the  factory,  whether 
there  has  been  any  discoloration  1  A.  Yes,  sir.  There  is  discoloration 
on  Warren  Street,  that  runs  through  just  above  the  Grand  Junction. 
There  are  a  great  many  houses  discolored  that  face  Mr.  Squire's  factory. 
There  is  one  near  the  corner  of  Warren  and  Medford  Streets,  the  porch 
of  which  is  very  much  discolored. 

Dr.  Derby.     But  the  main  front  is  on  Gore  Street. 

Q.  {by  Mr.  Mazzey).  They  face  the  basin  as  well  as  Mr.  Squire's  1 
A.  Certainly ;  and  Mr.  Squire's  building  intervenes  between  the  houses 
and  the  basin. 
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Q.  (by  Mr,  McTnttre).  I  will  ask  you  if  the  foulest  basins  are  not  up 
there  ?    A,   That  is  what  has  been  termed  the  foulest  basin. 

Q.  Well,  on  the  side  toward  Mr.  Squire's  there  are  the  most  discolora- 
tionsi    A.   Yes,  sir. 

Mr.  Derby,   That  is  above  the  junction  of  E^st  Street  ]    A,  Yes,  sir. 

Q,  With  regard  to  these  buildings  through  from  Gore  Street  to  where 
the  establishment  is  on  the  railroad,  to  that  building  which  we  have 
photographed,  whether  there  is  any  discoloration  on  the  side  toward  Mr. 
Squire's  %  A.  Well,  sir,  there  are  a  few  of  them  that  are  not  paintecl. 
Of  course  you  cannot  discolor  shingles. 

Q,  Have  you  visited  this  locality  where  this  county  sewer  comes  in, 
down  at  the  foot  of  Thomdike  Street  or  near  there  ?  Have  you  noticed 
any  discolorations  there  %  A.  There  is  one  house  that  has  lately  been  put 
up  there  that  has  only  been  painted  recently,  that  is  nearest  the  sewer ; 
it  is  Mr.  ScuUey's  building,  I  think.  There  is  a  building  pretty  near 
there  that  has  been  there  for  several  years  that  is  not  discolored  at  all. 
I  went  down  to  the  mouth  of  the  sewer  and  found  it  pretty  nearly  filled 
with  dirt  at  the  mouth  where  the  sewage  flowed  out. 

Q,  Have  you  been  to  Charlestown  and  examined  the  houses  on  Canal 
Street  near  the  mouth  of  the  sewer?  A,  I  have  sir,  a  great  many 
times. 

Q.  Did  you  notice  any  discolorations  there  1  A.  There  are  none  along 
there  except  upon  th«  window-sills  and  outside  trimmings.  Of  course 
that  shows  what  it  is.     But  these  are  very  few. 

Q,  Have  you  noticed  the  buildings  near  the  Cambridge  end  of  Prison 
Point  Bridge  1    A,   Yes,  sir. 

Q,  Have  you  seen  any  discolorations  there?  A,  None  at  all,  sir. 
There  are  very  few  there,  except  the  liunber-sheds. 

Q.  It  has  been  testified  here  by  Mr.  Chaffee  that  he,  with  yourself 
and  Mr.  Sortwell,  when  going  to  the  establishment  of  Mr.  Squire,  re- 
ceived a  smell  at  the  comer  of  Cambridge  and  Fourth  Streets.  Will  you 
state  when  that  was  ?  A,  It  was,  I  think,  along  in  September  of  this 
year.  I  won't  pretend  to  say  whether  it  was  September  or  October. 
There  had  been  a  great  deal  of  talk  in  regard  to  it,  and  when  I  met  them 
in  the  street  I  said,  "  You  smell  the  odor,  why  won't  you  go  with  me 
and  trace  it  1 "  They  told  me  they  did  n't  smell  anj^thing  but  the  dough- 
nut smell,  and  I  s^id,  ''  Very  well,  let  us  go  and  trace  the  doughnut 
smell.''  We  went  up  Cambridge  Street,  and  turned  down  Sixth  Street. 
They  could  not  smell  anything  until  they  got  to  Sixth  Street,  and  then 
they  began  to  smell  the  doughnut  smell,  as  they  called  it,  and  they  finally 
traced  it  to  Mr.  Squire's  factory.  When  we  got  right  opposite  the  ren- 
dering kettles,  they  said  that  was  quite  a  healthy  smell ;  they  liked 
doughnuts  themselves.  I  remarked  that  it  was  a  good  hearth-smell  in 
the  proper  place. 

Q.  Who  was  with  you?  A,  Mr:  Chaffee  and  Mr.  Sortwell.  They 
wanted  to  go  out  by  Mr.  North's,  and  we  went  to  see  the  filling,  and  the 
cars  coming  down  from  Prospect  Hill.  It  was  a  bright  moonlight  night. 
They  were  then  bringing:  the  dirt  down  and  filling  in  just  beyond  Mr. 
North's  cooper-shop.  After  that  we  came  back  to  the  Fitchburg  llail- 
road  and  passed  down  the  railroad  to  the  Milk  Street  crossing,  to  the 
sluiceway  where  the  gates  are  placed,  and  the  odor  from  the  basin  right 
on  the  corner  was  very  strong,  the  wind  being  northwest.'    Mr.  Chaffee 
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exclaimed,  with  a  great  many  expletives,  that  it  was  pretty  bad.  I  ad- 
mitted it  myself.  He  said  it  was  all  dock  smell,  the  same  that  yoa  get 
down  on  Commercial  Street  I  said  it  was  not.  I  considered  it  the 
rendering  smell. 

Q.  That  was  sweet  lard  that  you  smelt  then  1  A.  I  suppose  there 
was  good  lard  with  it. 

Q.  Then  you  came  to  the  dock  smell  which  he  said  was  very  strong  t 
A,  Yes,  sir. 

*    Q,    Did  he  say  that  it  was  stronger  than  the  Boston  dock  smell  ^   A  I 
did  n't  ask  him  that. 

Q.  I  understood  you  to  say  that  it  was  'i  A  1  think  it  is,  decidedly, 
sir.  The  smell  of  all  these  basins  is  entirely  different  from  any  dock 
smell  you  can  find  anywhere.  I  think  there  is  as  much  difference  be- 
tween the  smell  of  a  rose  and  the  smell  of  a  pink,  as  between  Miller's 
River  basin  and  the  smell  of  an  ordinary  dock. 

Q.  You  distinguish  it  1  A,  Certainly.  I  think  there  is  no  man  that 
cannot  plainly  distinguish  them.  Perhaps  they  cannot  tell  what  thej 
really  are. 

Q,  There  have  been  several  witnesses  who  have  testified  that  thej 
have  not  perceived  this  rendering  odor,  except  the  fresh-lard  odor,  and 
that  not  outside  of  the  establishment.  Will  you  tell  us  whether  you 
have  distinguished  any  distinct  odor,  or  whether  there  is  any  such  odort 
A.  I  have  had  a  great  deal  of  conversation  with  a  great  many  people 
with  regard  to  it  They  have  told  me  that  it  was  very  easy  to  distin- 
guish it,  and  I  have  distinguished  it  myself.  There  are  the  lard  smell, 
the  tank  smell,  the  dock  smell,  the  live-hog  smell,  and  the  scalding-tank 
smell.     I  call  them  five  distinct  smells.     They  are  entirely  different 

Q,  Which  of  these  is  the  worst  'I  A,  I  think  the  grand  combinatioii 
is  worst. 

Q.  Does  that  affect  the  people  ?  A,  It  nauseates  them,  and  gives 
them  cholera-morbus. 

Q.  Which  of  these  do  you  distinguish  at  your  house  1  A  AJil  d 
them. 

Q.  Well,  has  the  hog  smell  and  the  rendering  smell  affected  you  at 
all  1  A,  Yes,  sir.  The  hog  smell  is  only  disagreeable,  sir.  I  don't  think 
that  in  itself  is  nauseating.  The  noise  of  the  hogs  in  summer  has  verr 
often  awakened  me  when  my  windows  have  been  open.  I  mean  the 
noise  of  their  squealing.  Of  course  I  don't  mean  to  say  that  only  Mr. 
Squire's  hogs  squeal,  because  I  think  his  hogs  are  as  peaceable  as  the 
hogs  at  the  other  establishments. 

Q.  On  the  night  of  the  Slst  of  July,  did  you  notice  the  direction  of 
the  wind  1  A.  Well,  sir,  the  direction  of  the  wind  on  the  31st  of  July 
was  at  various  points.     There  was  very  little  of  it. 

Mr.  Derby,  Are  you  speaking  of  the  night,  sir  1  A.  Of  the  day  and 
night  of  the  30th  and  the  3l8t  of  July.  They  were  both  sultry  nighta 
with  a  kind  of  a  muggy  atmosphere.  I  remember  particularly  the  nigbt 
of  the  30 tb,  because  I  had  a  gentleman  out  to  tea  with  me  and  he  rode 
up  around  the  celebrated  perfume-manufactories  and  he  was  very  nmch 
incensed  at  me  because  I  took  him  there,  and  wanted  me*  to  drive  out  of 
it  so  that  he  could  save  his  supper.  So  I  drove  him  over  Prospect  Street, 
and  then  into  Boston,  where  I  left  him.  When  I  got  home  the  wind  was 
southwest,  and  about  bedtime  it  was  southwest 
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Q,  That  was  the  30th  ?  A,  Tea,  sir.  I  remember  that  distinctly, 
because  on  the  night  of  the  SOth,  —  I  wish  to  state  this  because  I  want  to 
state  more  particularly  with  regard  to  the  31st,  —  on  the  night  of  the 
30th  my  little  girl  was  sick,  and  kept  us  both  up  all  night,  and  I  had  to 
go  all  over  the  house  and  close  the  windows.  When  I  went  down  stairs 
into  the  entry  it  had  settled  there  and  almost  made  me  vomit.  Being 
kept  awake  that  night  of  the  30th,  I  went  to  bed  the  night  of  the 
31st ;  1  almost  fell  asleep  at  my  office ;  I  was  so  tired  that  I  went  home 
early,  and  went  to  bed  at  half  past  ten  o'clock.  I  said  to  my  wife  we 
had  better  close  the  windows,  and  she  urged  me  to  leave  them  open  ;  but 
I  told  her  we  should  feel  the  effects  of  the  odor.  Unfortunately  I  did 
n't  wake  up  that  night  to  smell  any  of  the  odors  that  were  flying  around. 
It  affected  me  and  gave  me  cholerarmorbus  for  ten  days  afterward.  I 
was  taken  with  vomiting  on  Saturday,  aiid  was  sick  Saturday,  Sun- 
day, and  Monday.  I  got  up  then  and  went  down  to  this  indignation- 
meeting. 

Q.  (3y  Mr,  Derby),  Saturday  was  what  day  of  the  month  ?  A,  The 
first  day  of  August,  I  think.  No  ;  Friday  was  the  first  day  of  August. 
I  was  taken  sick,  sir,  on  Friday  morning,  with  vomiting,*  and  then  I  had 
cholera-morbus.  It  poisoned  my  whole  system.  I  did  n't  get  over  it  for 
a  month  ;  in  fact  I  don't  know  that  1  have  got  over  it  now. 

Q.  Whether  you  have  resided  in  the  city  of  Cleveland  %  A.  1  have, 
sir,  and  have  been  a  manufacturer  of  flour  there. 

Q.   Have  you  been  there  since  %    A,   Yes,  a  number  of  times. 

Q.  How  recently)  A,  I  have  forgotten  :  about  a  year  ago.  I  did  n't 
make  any  lengthy  stop  there  at  that  time. 

Q,  Well,  are  you  familiar  with  the  slaughtering  establishments  in  that 
city  %    A,  \  am,  sir. 

Q,  And  the  effect  upon  the  population  ]  A.  Yes,  sir.  That  was  why 
I  wrote  to  Cleveland,  to  know  if  they  had  got  rid  of  the  hog  odor.  It 
was  very  offensive  when  I  was  there,  —  Mr.  McNeil's  and  Mr.  Chaffee's. 
Mr.  Chaffee  is  a  brother  of  the  Mr.  Chaffee  who  is  a  member  of  the  JBoyn- 
ton  Packing  Company. 

Q,  Well,  what  has  been  the  effect  of  the  smells,  if  any,  from  these 
establishments  ]  A.  They  have  been  very  offensive  to  the  people.  Mr. 
Chaffee  has  been  in  a  great  many  public  offices  there,  and  has  been  a 
public-spirited  and  very  nice  man,  and  has  done  a  great  deal  for  the 
advancement  of  the  city,  and  I  think  that  is  the  reason  why  they  have 
not  — 

Q,  Have  you  visited  the  establishments  at  Chicago '{  A,  1  never  have 
been  inside  the  establishments.     I  have  been  by  them. 

Q,  Do  you  know  whether  they  are  troubled  with  them  ]  -4.  I  know 
a^great  many  are  troubled  with  them.  There  was  a  gentleman  here  the 
ower  day  who  said  he  had  suffered  from  them  for  five  years,  every  time 
tliat  he  went  into  his  house. 

Q.  Have  you  visited  the  establishments  at  Baltimore  1  A,  Never, 
sir. 

Q,  Do  you  know  anything  about  them  %  A.  1  know  what  Baltimore 
gentlemen  have  said,  and  I  have  received  a  letter  from  them  which  you 
have  heard  read. 

Q,  Have  you  visited  New  York  1  A,  In  New  York  I  have  visited  the 
establishments.  The  same  train  that  carried  Mr.  Rapp  took  me.  I  saw 
him  on  the  train.     That  was  a  week  ago  Friday. 
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Q,  Will  you  state  what  you  saw  there  1  A.  I  visited  Mr.  Chandler 
there,  and  he  very  kindly  accorded  me  an  attendant,  and  we  took  a  car- 
riage and  visited  the  various  establishments  on  North  River,  the  dockB^ 
the  hog-slaughtering  establishments,  and  the  tallow-rendering  estabhsb- 
ments,  and  the  boat  which  Mr.  Rapp  testified  was  run  upon  the  Jersey 
shore. 

Q.  What  is  the  nature  of  the  buildings  in  the  rear  of  these  hpg- 
slaughtering  establishments  ?  A,  They  are  most  of  them  low  buildings, 
occupied  for  different  purposes.  There  was  one  particular  block  of  build- 
ings that  used  to  be  abattoirs.  These  have  been  driven  away,  and  the 
buildings  are  now  occupied  by  carpenters'  and  coopers*  shops. 

Q,  Are  they  inhabited  dwellings  1  A.  No,  sir ;  most  of  them  are  of 
the  lower  class  of  people.  As  you  go  into  the  avenues,  of  course,  where 
the  buildings  are  better,  there  is  a  better  class  of  people. 

Dr.  Derby,  Which  side  of  New  York  are  you  describing  1  A,  The 
northerly  side,  along  by  Thirty-eighth,  Thirty-ninth,  and  Fortieth 
Streets. 

Q.  {by  Mr,  Mclntire),  Did  you  get  from  any  of  the  citizens  or  Board 
of  Health  any  idea  whether  these  hog-slaughtering  establishments  do  now 
create  any  nuisance  ? 

Mr.  Muzzey.    There  must  be  some  limit  to  this. 

Mr,  McIiUire,  I  did  not  object  to  anything  Mr.  Kapp  said.  He  told 
what  he  said,  what  he  saw,  and  what  was  said  to  him.  I  suppose  that 
as  you  allowed  Mr.  Rapp  to  go  on,  you  will  let  this  witness  say  what  he 
experienced,  and  what  he  saw  and  heard. 

Mr.  Derby.  If  wc  have  made  a  mistake,  I  don^t  know  why  you 
should. 

Q.  You  may  state  what  you  found  there.  A.  I  perceived  the  same 
odors  at  the  Thirty-eighth  Street  docks  that  wo  have  in  Cambridge. 
They  call  them  the  "  offiil  docks."  I  called  them  the  "  awful  docks." 
Wc  went  then  into  Mr.  W.  H.  McNeil's  place,  which  is  a  tallow-rendering 
establishment. 

Q.  Were  you  accompanied  by  this  gentleman,  of  the  Board  of  Health! 
A.    Yes,  sir ;  it  was  a  private  assistant  of  Professor  Chandler. 

Q.  Will  you  go  on  and  state  what  you  saw  1  A.  We  examined  at  Mr. 
McNeiFs  the  famous  Turner  machine,  or  one  similar  to  it. 

2'he  Ch/iinnan.  I  don't  know  that  it  is  worth  while  to  go  into  that 
A.  I  was  going  to  say  that  I  noticed  some  odors  there.  I  was  not  going 
to  describe  the  machine.  I  noticed  the  same  odors  there,  and  Mr.  Chand- 
ler told  me  they  were  very  filthy  there  indeed,  and  that  they  had  decided 
to  put  all  the  slaughtering  establishments  under  one  roof. 

Q.  You  say  you  noticed  similar  odors  to  those  that  you  noticed  at 
Cambridge  1     A.   Yes,  sir. 

Q.  (by  Mr.  Derby).  This  was  a  tallow  place  1  A.  Yes,  sir ;  tallow  and 
hogs. 

Q.  (by  a  member  of  tlie  Board).  They  kill  hogs  there  1  A.  They  were 
not  killing  any  then,  but  I  believe  they  had  killed  some.  I  didn*t  aee 
any  killed  there ;  they  were  not  working  in  any  of  the  establishmenta 

Q.  Mr.  Rapp  testified  to  that,  sir.  A,  They  were  not  working  Sat- 
urday at  all. 
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Q,  So  far  as  I  understand  you,  Mr.  McNeirs  was  a  tallow-establish- 
ment 1 

Mr,  Mclntire.  He  says  they  render  tallow  and  hogs.  Q.  What  do 
you  understand  they  render  ?  -4.  I  understand  they  render  lard  and 
tallow. 

Q.  You  don't  know  whether  they  slaughter  hogs  or  not  1  -4.  I  was 
told  that  they  did,  but  I  don't  know  how  true  it  is. 

Q.  {by  Mr.  Derby).  Did  you  see  whether  the  tallow  in  the  front  part 
of  the  building  was  offensive  1    A.    It  was  putrid  and  very  offensive. 

Q.  Did  you  see  any  lard  %  A,  1  did  n't  see  any  lard.  I  would  like 
to  state  that  Dr.  Chandler  told  me  they  were  endeavoring  to  do  all  they 
could  to  locate  these  slaughtering  establishments  in  one  great  abattoir ; 
to  put  all  that  slaughtering  and  rendering  of  cattle,  sheep,  and  hogs 
under  one  roof,  where  they  would  be  provided  with  all  the  modem  im- 
provements, water-tight  floors,  etc.,  and  so  that  they  can  be  accommo- 
dated with  railroad  and  dock  connections,  so  as  not  to  drive  the  animals 
any  long  distance.  They  must  all  be  provided  with  every  convenience 
within  the  building  for  their  offal  and  blood,  so  as  not  to  carry  anything 
away  through  the  streets,  and  so  that  nothing  but  the  inoffensive  product 
should  be  taken  away.  With  a  view  to  this  action,  an  association  of 
butchers  has  purchased  the  land  at  the  foot  of  Sixty-third  Street,  under 
the  "  Bluffs,"  on  North  River. 

Q.  What  association,  sir?  A,  I  understood  it  was  the  Butchers* 
Association. 

Q,  They  propose  to  build  an  abattoir,  and  all  concentrate  about  that 
point  1    A.   Yes,  sir. 

Q,  {by  Mr,  Muzzey),  That  is  for  cattle  and  sheep  %  A,  For  cattle,  sheep, 
and  hogs. 

Mr.  Muzzey,   I  understand  that  that  is  not  the  fact. 

Dr.  Derby.    I  imderstand  it  to  be  the  fact. 

Mr.  Hastings.    I  took  that  from  Mr.  Chandler's  own  lips. 

Q.  (by  Mr.  Mclntire).  There  has  been  some  testimony  in  regard  to  the 
smell  of  the  basins  and  river,  and  the  Thames  River.  Whether  you  have 
been  upon  the  Thames,  and  whether  you  smelt  it  from  its  banks  1  A.  I 
have  never  smelt  it  from  its  banks,  and  I  have  lived  right  beside  it. 

The  Chairman.  We  all  admit  that  it  was  a  pretty  badly  smelling  place 
at  one  time. 

Mr.  Hastings.  Whenever  we  went  up  in  the  summer,  there  was  a  terri- 
ble stench.     Every  turn  of  the  paddle-wheels  stirred  up  the  stench. 

Q.  Was  it  so  that  you  could  distinguish  it  far  from  the  banks  of  the 
river  ?  A.  No,  sir ;  only  as  we  were  sailing  up  and  down  the  river.  But 
that  was  in  1867,  and  my  second  visit  was  in  1871. 

Q.  That  was  before  the  improvements  were  made  ?  A.  No,  sir ;  it  was 
before  they  were  finished. 

7%e  Chairman.  You  want  merely  to  testify  that  you  smelt  it  then, 
and  now  much  lessened  1 

Mr.  Mclntire.  No,  sir;  we  wish  to  show  that  along  on  the  river  he 
Bmelt  it,  but  that  on  the  banks  he  did  not  smell  it.     They  have  brought 
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in  evideuce  to  show  that  the  Thames  River  is  fool,  and  that  there  is  s 
great  complaint  about  that.  We  undertake  to  say  that  the  Thames  RiTer, 
which  takes  all  the  sewage  of  the  city,  gives  forth  bad  odors  to  those  who 
navigate  it,  but  not  to  be  distinguished  a  great  way  off.  The  mud  is  left 
bare,  so  that  the  boys  play  in  it. 

Mr.  XewhalL  To  what  extent  %  A,  (hf  Mr,  Hastings).  Up  and  down 
the  banks  of  the  river. 

Q,  What  width  1  J.  It  depends  on  the  part  of  the  river,  whether  up 
above  the  city  or  below  it. 

Q.  What  is  the  average  ?  From  what  figure  to  what  figure  t  ^  I 
should  say  from  several  feet  down  to  a  foot,  as  you  go  up  the  river  where 
the  tide  flows  out.  When  you  go  down  below  there  is  not  so  much  on- 
covered.  I  could  not  say  the  exact  amount.  I  have  never  measured  it, 
but  I  know  that  it  was  a  matter  of  general  remark  that  the  boys  could 
go  don-n  there  and  play  in  the  filth,  and  not  be  affected  by  it. 

Q.  (by  Mr,  Derby).  That  is  now  covered,  is  it  not»  sir  1  A.  I  have  n't 
been  there  since  1869  and  1870. 

Q.  How  long  were  you  there  ?  A,  For  several  months  each  year.  I 
went  there  early  in  18G9,  in  May,  I  think,  and  came  away  late  in  1870. 

Mr.  Mclntire.  Unless  you  have  something  that  you  want  to  add,  I 
don't  know  as  1  wish  to  ask  any  more  questions.  You  don't  know  which 
way  the  wind  was  on  the  night  of  the  31st]  A.  1  have  a  copy  of  a  letter 
from  a  gentleman  who  for  the  last  few  years  has  kept  a  record  of  the 
wind  for  his  own  amusement,  Mr.  Robert  Treat  Paine.  I  don't  care  to 
put  in  the  whole  letter.  We  took  the  direction  of  the  wind  from  the 
Observatory,  but  I  think  they  took  no  record  after  sundown.  I  went  to 
the  signal-station  on  Hanover  Street,  and  they  gave  me  a  copy  of  all  that 
they  had  taken.  I  also  went  ^o  the  Observatory  at  Harvard.  Their  self- 
registering  machine  there  is  entirely  out  of  order,  and  they  have  no  ac- 
count of  the  wind  afler  about  tweuty-five  minutes  past  eleven. 

Q.  You  say  the  self-registering  machine  at  the  Observatory  was  out 
of  order  at  that  time  '\     A.    1  don't  think  it  has  l)een  put  in  onler  since. 

Q.  {by  Mr.  Mxizzey).  At  what  time  was  it  out  of  order  1  A.  The  30th 
and  31st  of  July,  and  the  early  part  of  August. 

Mr.  Muzzey.    But  there  is  a  stated  record  kept  at  the  Observatory. 

The  Chairman.  That  record  of  the  Observatory  gave  no  account  in  re- 
gard to  the  time,  and  was  therefore  of  no  use  whatever. 

Mr.  Mclntire.  We  only  wish  to  show  that  there  was  a  shifting  wind 
all  that  day.  He  makes  it  southeast,  and  not  northerly,  at  about  eight 
o'clock  on  the  morning  of  the  31st. 

Mr.  Hastings.  I  was  very  much  surprised  at  the  incomplete  accounts 
kept  of  the  wind.  They  almost  all  terminate  by  night,  or  just  after 
midnight,  and  the  balance  of  the  night  nothing  was  kept,  at  the  signal- 
station  on  Hanover  Street,  or  anywhere  else.  I  think  the  whole  might 
go  in.  It  is  a  fair  record.  I  would  like  to  state  one  fact  which  Mr. 
McDaniel  stated  in  his  visit  to  my  house  the  other  evening,  which  I  didn't 
oalculate  to  mention  here ;  but  so  long  as  he  named  it,  I  think  it  is 
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nothing  more  than  fair  that  I  should  speak  in  regard  to  these  perfumes 
coming  into  various  windows.  I  called  his  attention  to  the  fact  of 
his  saying  that  the  odors  come  in  at  his  south  window.  I  made  the  re- 
mark to  him.  "  If  you  will  stand  here  by  this  window  you  will  notice  the 
odor,"  —  I  then  opened  the  top  of  the  south  window,  that  is,  the  window 
facing  the  south  in  my  sitting-room,  —  "  and  you  will  perceive  the  odor  of 
rendering  now  coming  in  at  the  window."  He  stood  up  there,  and  made 
the  remark  that  he  could  not  smell  anything  because  he  had  the  catarrh. 
After  a  few  minutes,  he  said  he  smelt  it  on  the  piazza,  at  the  end 
facing  toward  the  north.  He  then  smelt  the  rendering  smell  of  lard. 
My  mother  occupies  the  room  right  over  it>  and  on  the  night  of  the  Slst, 
she  thought  she  could  keep  the  windows  open ;  but  the  odors  came  in  so 
strongly  that  she  had  to  get  up  and  shut  them. 

Q.  That  was  the  rendering  smell  1  A.  All  of  them.  It  made  her 
almost  sick.     My  sister  had  the  cholera-morbus  by  means  of  it. 

Dr,  Derby,  Let  Mr.  Mclntire  read  the  letter  concerning  the  31st  of 
July. 

Mr.  McIrUire,  During  the  afternoon  the  winds  prevailed  from  a  north- 
erly direction,  and  from  two  to  three  in  the  afternoon  they  were  north- 
east, and  in  the  evening  he  says  they  were  east. 

Dr,  Derby,  Some  witnesses  say  they  saw  the  weather-vane  pointing 
toward  the  southwest.     Others  said  there  was  hardly  any  wind  at  all. 

Mr,  Derby,  The  man  at  Mr.  Squire's  establishment  testifies  distinctly 
as  to  the  course  of  the  wind  all  that  night.  We  are  perfectly  willing  to 
have  anything  put  in  as  to  the  course  of  the  wind  on  that  occasion.  It 
only  confirms  our  statement. 

Mr,  Mclntire,  We  say  that  early  in  the  morning  of  August  1,  the  wind 
went  around  to  the  south  and  the  southwest. 

Crosi-Examirvation, 

Q,  (by  Mr,  Derby),  I  will  ask  you  first  with  regard  to  Broad  Canal, 
whether  there  are  any  houses  near  that  canal  ]    A,   Yes,  sir. 

Q.  How  nearl  Are  there  any  within  100  or  150  feetl  A,  Yes, 
sir. 

Q,  How  many,  and  what  houses  are  there  1  A,  Some  of*  them  are 
drab,  and  some  white.  None  of  them  are  discolored.  I  went  there  yes- 
terday afternoon. 

Q,  Do  you  know  whether  they  are  painted  with  zinc  or  lead  'i  A,  1 
did  n't  examine  them  at  all. 

Q,   You  found  no  discolorations  near  the  canal  1     A.    No,  sir. 

Q.  How  many  houses  did  you  examine,  sir  1  A,  1  drove  along  up  the 
street  as  far  as  it  goes. 

Q,  Did  you  see  the  front  facing  Broad  Canal  1  A.  Yes,  sir;  and  the 
rear  of  the  buildings. 

Q,  How  did  you  get  in  the  rear?  A,  There  is  a  street  part  of  the 
way,  sir. 

Q,  Did  you  go  behind  those  houses,  sir,  between  the  street  at  the 
foot  of   the   canal)      A.    I   did  n't  go   out  behind   those    buildings, 
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because   part  of  them  were  never  painted.      Part  were   painted  and 
part  not. 

Q.  Well,  is  there  a  road  behind  them,  sir  1  A.  No,  sir ;  there  is  no 
road  except  on  the  £a8t  Cambridge  side,  and  that,  I  believe,  is  called 
Potter  Street. 

Q.  With  regard  to  the  discolorations  upon  the  buildings  near  the 
basins  of  Miller's  River,  let  me  ask  you  whether  there  are  not  discolora- 
tions particularly  perceptible  at  the  openings  of  the  streets,  opposite  the 
openings.  Take,  for  instance,  those  on  Gore  Street  opposite  Third,  Fourth, 
Fifth,  aud  Sixth  Streets  1     J[.    I  don't  notice  any  particular  difference. 

Q.  Well,  have  not  you  noticed  in  approaching  the  basin  more  discolor- 
ation than  before  you  went  there  1  A.  That  is  what  I  say,  when  you 
go  near  Mr.  Squire's. 

Q.  I  am  not  asking  you  about  Mr.  Squire.  I  will  say  that  Mr.  Squire's 
establishment  being  opposite  Seventh  and  Eighth  Streets,  whether  yon 
have  not  noticed  on  the  houses  from  Sixth  to  Fourth  Streets,  that  the 
discolorations  are  particularly  perceptible  1  A,  No,  sir.  I  have  n't 
noticed  any  difference. 

Q,  Let  me  ask  you  this  question,  Whether  you  do  not  believe  that  the 
gases  which  come  from  these  basins  affect  the  paint  upon  the  houses  t 
A.  I  think,  sir,  that  the  gases  which  come  from  these  basins  affect  the 
paint  on  the  houses  immediately  over  the  basins.  I  don't  think,  sir,  that 
the  gases  that  come  from  the  basins  affect  the- houses  that  are  away  from 
the  basins.  1  don't  think  the  gases  of  the  basins  affect  the  houses  on 
Cambridge  Street,  to  any  great  extent. 

Q.  Well,  those  right  along  there,  I  would  ask  you  whether  any  of  those 
houses  are  injured  by  the  basins  1     A,  1  could  not  say  they  were  not 
Q,   Do  not  you  know  they  are  1    A,    I  should  not  be  surprised. 
Q.    Do  not  you  think  so]     A.    I  think  those  buildings  nearest  the 
basin  would  naturally  be  discolored  a  little  by  the  gases  of  the  basin. 

Q.  Do  not  you  think  they  would  be  a  great  deal  ]  A.  No,  sir,  not  bo 
far  off. 

^  Q,  1  speak  of  those  on  Gore  Street,  —  take  the  opposite  side  from  the 
basin,  between  Sixth  and  Fourth  Streets,  —  are  there  any  houses  that  are 
discolored  by  the  basin  1  A.  I  will  say  this,  that  the  houses  on  the 
other  side  of  the  basin  are  situated  so  far  from  the  factory  that  they 
receive  the  effects  of  the  basin  in  full  force,  and  I  should  say  we  might 
expect  to  get  there  the  heaviest  discolorations. 

Q,  I  did  not  ask  you  that ;  I  inquired  whether  the  gases  of  the  basin 
have  affected  the  houses  on  the  northerly  side  of  the  basin  near  Third, 
Fourth,  and  Fifth  Streets.     A.    On  what  street  1 

Q.    On  the  street  nearest  the  water.     A.    I  should  think  they  had. 
Mr.  Derby.    That  answers  my  question. 

Q.  Is  it  a  fact  or  not  that  those  white  painted  buildings  opposite  Mr. 
Squire's  establishment  are  not  affected  by  the  discolorations  1  A  No, 
sir,  it  is  not  a  fact.  There  is  one  white  house  there  that  has  been  re- 
cently painted,  that  I  should  say  had  been  colored  by  some  discoloration. 
It  was  painted  this  summer. 

Q.   Take  those  that  have  not  been  painted.     A.  There  is  not  one  that 
has  not  been  recently  painted  that  is  not  somewhat  discolored. 
Q.   Very  slightly,  are  they  not  ?    A.   Yes,  sir. 

Q,  Much  less  so  than  other  houses  that  are  opposite  the  basin  > 
A.    Well,  sir,  they  are  mostly  brick  houses. 
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Q,  I  asked  you  the  question  whether  the  building  opposite  Mr.  Squire's 
factory  is  not  much  less  discolored  than  those  farther  away. 

Mr,    Hastings.   Do  you  mean  the  white  building  ] 

Afr,   Derby,   Yes. 

Mr,  Hastings,  I  speak  of  that  building  that  has  recently  been  painted. 
The  other  is  protected  by  a  brick  building. 

Mr.  Derby.  I  speak  of  the  one  directly  opposite  the  factory,  that  is 
newly  painted. 

Mr.  Hastings.  I  don't  know  how  long  it  may  have  been  painted  ;  per- 
haps two  or  five  months.     It  shows  distinctly  that  it  has  been  painted. 

Mr.  Derby.    Well,  you  state  that  there  is  one  white  building. 

Mr,  Hastings,  There  is  one  white  building  beyond  the  brick  block. 
Only  a  small  portion  of  it  is  exposed. 

Q.  How  much?  A,  The  end  of  it.  The  end  upon  the  street  is 
slightly  discolored. 

Q.  Much  less  than  those  that  are  colored  ?  A,  Yes,  sir.  The  colored 
buildings  of  Mr.  Squire,  which  are  situated  back  of  that  white  building 
recently  painted,  are  discolored  on  the  ends  where  they  get  the  odors  <^ 
rendering. 

Q.  Well,  may  it  not  be  from  the  basin  1  A,  I  could  not  say.  I 
would  not  say  that  the  basin  did  n't  do  its  shai^  of  the  work.  I  simply 
noted  the  fact  that  these  dark-colored  houses  were  discolored. 

Q.  I  am  requested  to  ask  you  one  question  in  regard  to  the  indigna- 
tion-meeting. Whether  those  who  opposed  this  movement  were  not 
excluded  from  it? 

The  Chairman.   I  don't  see  what  that  has  to  do  with  this  matter. 

Mr.  Derby,    To  show  that  it  was  an  ex  parte  affair. 

Mr.  Hastings,  I  would  like  to  say  one  thing  if  the  Board  will  permit 
me  :  that  is,  that  it  makes  no  difference  to  me,  sir,  whether  the  meeting 
was  ex  parte  or  not.  I  think  any  number  of  citizens  have  the  right  to 
complain  of  any  nuisance,  whether  appointed  as  a  committee  by  a  public 
meeting  or  otherwise. 

Mr.  Newhall.   That  is  the  reason  that  makes  that  entirely  hnmaterial. 

Q.  {by  Mr.  Derby),  The  building  at  the  comer  of  Sixth  and  Cambridge 
Streets  is  considerably  discolored,  is  it  not?  Mr.  Squire's  buildings 
run  along  past  Seventh  and  Eighth  Street,  and  Sixth  is  opened  from  Mr. 
Squire's  down  to  the  river  ?  A.  There  is  no  opening  to  the  basin,  except- 
ing about  five  feet. 

Q.  Well,  there  is  a .  five-feet  opening  there  ?  A.  Yes,  the  street  is 
open  to  the  basin;  there  is  about  five  feet  there,  and  the  balance  is 
blockaded  by  a  house  two  stories  in  height,<. —  a  French  house. 

Q.  Well,  does  not  this  street  run  down  to  the  basin  ?  A,  It  does  not 
run  down.  It  is  blockaded  by  two  buildings.  There  is  an  open  place 
running  down  from  the  end  of  the  street  to  the  river,  about  five  feet 
wide,  —  five,  eight,  or  ten  feet. 

Q.  Is  it  not  nine  feet  ?  A.  It  may  be  from  ^ve  to  ten  feet.  I  will 
call  it  twelve. 

Q.  Well,  by  that  passage-way  of  five  or  ten  feet  there  is  an  opening 
through  to  the  basin  ]    A.    A  passage-way  is  an  opening,  is  it  not,  sir  ? 

Q,    I  uuder8t:ind  that  it  leads  to  the  basin?    A,   Yes,  sir. 

Q.  So  that  the  air  from  the  basin  might  come  directly  through? 
A.    I  should  think  it  might  get  through  any  passage-way  ten  feet  wide. 
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Q.  There  is  nothing  to  prevent  the  passage  of  the  air  up  to  that  house 
on  the  corner  of  Cambridge  and  Sixth  Street  ?  That  has  been  very  much 
discolored]  A.  Yes,  sir,  it  was,  but  the  frost  and  rains  have  washed 
considerable  of  it  off. 

Q.    Is  your  sense  of  smell  peculiarly  keen  1     A,   It  is,  sir. 

Q.  Unusually  so  1  JL  Well,  I  doo*t  know  as  it  is  unusually  sa  I 
can  smell  a  sweet  odor  or  a  vile  odor  as  quickly  as  almost  anybody. 

Q.  You  have  found  unpleasant  odors  from  the  sugar-refinery,  I  sap- 
pose  'i  A,  1  have  smelt  the  odor  from  calcined  bones  or  the  charcoal 
used  at  the  refinery. 

The  Chairman.    Have  you  any  more  questions  to  ask  1 

Mr.  Mclntire.  There  is  one  question  which  I  wish  to  ask,  and  I  don't 
think  it  has  been  asked  before.  I  want  to  ask  whether  the  discoloration 
of  the  31st  of  July,  which  was  done  in  a  single  night,  was  like  the  discol- 
oration of  these  boards  1    A.    No,  sir,  it  was  entirely  different. 

Q.  Describe  the  difference.  A.  Well,  that  came  in  blotches,  more  of 
a  greasy  discoloration.  This  is  a  kind  of  blue  fume.  I  am  not  a 
chemist,  and  could  not  describe  the  difference,  except  in  appearance. 

Q.  Was  it  evenly  spread  upon  the  surface  ?  A.  No,  sir,  it  was  all 
streaked  over  as  if  you  had  ladled  it  out  of  something  and  thrown  it  on. 

Q.  (by  Mr.  Derby).  You  were  not  out  on  the  31st  of  July.  You 
noticed  the  discolorations  the  next  day  1  A.  1  noticed  the  house  on 
the  corner  of  Sixth  Street,  because  my  attention  was  called  to  it 

Q.  Generally  with  regard  to  East  Cambridge,  whether  there  was  mon 
discoloration  on  that  night  of  the  3l8t  of  July  than  on  any  other  night  1 
A.  Than  on  any  other  night  I  remember  of.  My  own  house  was  discol- 
ored partly  on  the  northeast  side  on  the  night  of  the  31st  of  July. 

Testimony  op  Mr.  Joseph  Magoun  (recalled). 

Q.  (by  Mr,  Mclntire),  1  wish  to  ask  you  whether  you  noticed  that  vane 
on  the  church  that  was  testified  to  by  Mr.  Adams,  through  the  day  and 
evening  of  the  Slst  of  July  1     A.    I  did. 

Q.  Will  you  statp  how  that  vane  was  1  A.  It  is  within  about  one 
hundred  and  twenty -five  feet  of  my  dining-room,  and  I  always  look  at  it 
particularly,  because  the  vane  on  the  Court  House  never  turns,  while  this 
one  on  the  Unitarian  church  turns  quite  easily.  That  pointed  southeast, 
and  the  next  morning  it  was  the  same. 

Q.  Did  you  notice  it  turn  that  day  1  A.  Yes,  sir  ;  it  turned  in  the 
afternoon,  when  it  was  west. 

Cro88-JSxamination. 

Q,  (by  Mr.  Muzzey).  The  next  day  after  the  smell  %  A,  I  mean  on 
that  day. 

The  Chairman.  Does  he  know  anything  about  where  it  was  o^  the  night 
when  this  odor  came  %  A.  1  could  not  see  the  vane  at  night.  I  would 
give  my  knowledge  in  regard  to  Mr.  Squire's  works,  which  I  left  a  little 
past  eleven  o'clock  with  Mr.  Sawin.  We  went  out  to  look  at  the  exhau* 
steam  of  the  engine,  which  I  thought  would  be  a  good  indicator  of  the 
way  the  wind  blew,  and  it  was  blowing  every  way. 

Mr.  Muzzey.  It  was  in  the  hollow  square  formed  by  the  buildings,  and 
where  protected  from  the  winds  1    A,   Yes,  sir. 
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Testimony  op  Charles  E.  Munrob  '  (recoZ/fcQ. 

Mr.  Mclntire.  I  don't  know  as  the  Board  wishes  to  hear  Mr.  Munroe, 
but  I  will  state,  to  call  attention  to  what  he  has  to  say,  that  since  his 
testimony  he  has  distinguished  some  odors  and  traced  them  to  the 
establishment.  He  was  very  careful  about  them,  and  very  careful  in 
tracing  them. 

The  Chairman,    I  think  the  Board  would  like  to  hear  that  testimony. 

Mr,  Munroe.  On  the  6th  of  December  it  was  a  very  pleasant  day, 
bright  sunlight,  two  wpeks  ago  last  Saturday.  I  was  in  East  Cambridge, 
and  that  afternoon,  as  I  came  out  of  my  house,  at  the  corner  of  Cam- 
bridge and  Fourth  Streets,  the  hog  smell  was  very  distinct.  I  noticed  the 
vane  on  the  Universalist  church,  and  it  pointed  northwest.  In  the  even- 
ing, about  eight  o'clock,  I  was  out  again,  and  was  going  to  take  the 
eight-o'clock  car  to  my  room  at  Old  Cambridge,  and  when  I  came  out  I 
noticed  a  slight  odor  of  rendering.  As  I  rode  toward  Sixth  Street  it  be- 
came more  and  more  intense,  and  after  we  passed  the  Grand  Junction 
Railroad  it  disappeared  to  a  great  extent.  I  left  my  room  again  a  little 
past  nine  o'clock,  and  thought  I  would  walk  down  and  see  if  I  could  per- 
ceive this  odor  I  had  recognized.  I  walked  down  past  Reardon's,  Boyn- 
ton's,  Lincoln  <fe  Chamberlin's,  and  Barry's,  and  there  was  no  odor.  I  was 
on  the  south  side  of  thqse  buildings,  but  I  got  down  to  the  Grand  Jimc- 
tion  Railroad  without  smelling  anything.  But  when  I  got  beyond  that, 
to  the  southeasterly  of  Mr.  Squire's  building  and  also  the  basin,  I  com- 
menced to  smell  the  odor  again. 

Q.  At  what  cross-street  1  A,  On  Cambridge  Street,  just  below  the 
Grand  Junction  Railroad,  going  toward  Boston. 

Q,  Where  were  you  when  you  began  to  smell  the  odor  'I  A.  1  was 
between  Lambert  and  Carson  Streets,  or  between  the  Grand  Junction  and 
Carson  Street.  The  odor  there  was  rather  slight,  but  as  I  went  toward 
Sixth  Street  it  increased  again,  and  at  Sixth  Street  it  was  quite  bad.  It 
was  the  odor  of  the  rendering  of  the  fresh  material,  and  it  was  quite  in- 
tense. There  was  also  the  odor  of  the  hog.  I  then  passed  from  Sixth 
Street  to  Gore.  There  I  found  that  the  nearer  the  buildings  I  came  the 
stronger  the  odor  was,  until  I  got  very  near  the  biiildings,  and  then,  as 
before,  all  I  smelt  was  a  very  little  of  the  fresh  rendenng  odor. 

The  Chairman.  You  smelt  it  1  A.  Yes,  sir.  It  was  the  fresh  render- 
ing odor.  As  I  was  on  the  southeast  of  both  Mr.  Squire's  and  Mr.  North's, 
it  might  have  come  from  either.  I  passed  along  Sixth  Street  up  to  the 
Grand  Junction  Railroad,  and  then  along  the  Grand  Junction  Railroad, 
between  Mr.  Squire's  and  Mr.  North's,  on  Bridge  Street.  The  tide  was 
pretty  low,  and  although  it  was  pretty  cold  there  was  some  odor  from  Jhe 
basin.  When  I  had  passed  by  Mr.  Squire's  to  the  Grand  Junction  Rail- 
road again  there  was  this  northwest  wind,  and  I  smelt  no  odor  from  Mr. 
North's  or  from  the  basin.  I  passed  down  Bridge  Street  to  Fourth 
Street,  up  Fourth  to  Cambridge,  and  went  entirely  abo\it  the  buildings; 
but  nowhere  did  I  perceive  this  odor  tiU  I  got  back  to  Cambridge  Street 
again,  in  a  southeasterly  direction  from  Mr.  Squire's,  and  then  I  began  to 
perceive  it  again. 

Q.  (by  Mr.  Derby).  Was  this  the  doughnut  smell  1  A,  It  was  the 
doughnut- smell  and  the  hog  smell. 
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Q,  The  hog  smell,  —  was  that  there,  sir  1  ^.  It  was  not  strong  at 
my  house  in  the  evening  as  in  the  aft^smoon.  It  may  have  been  from  the 
unloading  of  hogs.  It  was  the  hog  smell,  and  was  enough  to  be  disagree- 
able to  any  one  who  hajs  to  have  a  window  open. 

Q.  (by  Mr.  Afclntire).  I  want  to  ask  you  in  regard  to  the  discolora- 
tions,  whether  the  discoloration  on  the  night  of  the  31st  of  July  was  like 
that  on  these  boards  1  A.  Well,  it  was  irregular.  It  was  not  over  the 
whole  surface  as  regularly  as  that.     It  was  in  blotches. 

CroM'Examtnation. 

Q.  (by  Mr,  Derby).  Was  not  the  discoloration  of  the  night  of  the  Slst 
of  July  as  severe  as  on  any  night  that  you  remember  1  A.  My  impressien 
is  that  it  was  more  severe  than  at  any  other  time.  * 

Q.  (by  a  member  of  the  Board).  Have  you  noticed  this  odor  at  any  time 
since  December  6th  'i  A.  1  could  not  state.  I  have  not  been  in  East 
Cambridge  every  day.     I  am  there  very  irregularly. 

Q.  Were  you  out  last  evening  1  A.  No,  sir;  I  was  at  OldCambrvige 
last  evening. 

Q,  You  did  n't  notice  anything  there  1     A.    No,  sir. 

Q.   Was  the  wind  blowing  in  that  direction  1    A.    No,  sir. 

Dr.  Derby.    Were  you  out  on  Saturday  night  last  1     A.    No,  sir. 

Q.  (by  a  member  of  the  Board).  In  your  former  testimony,  I  think  you 
stated  that  it  was  at  a  temperature  of  239°  or  240°  Centigrade  acrolein 
is  produced.  How  much  is  that  Fahrenheit  ?  A.  No,  sir  ;  that  was  the 
temperatiu'c  at  which  the  fat  vesicles  are  broken.  I  had  my  note-book 
with  me  at  that  time,  and  I  think  I  said  239°  Fahrenheit 

Q.  1  would  like  to  ask  you  if  these  vesicles  were  broken  mechanically  1 
A.  The  test  that  I  made  was  this  :  I  took  some  fine  glass  tubes,  —  per- 
haps they  might  have  been  one  eighth  of  an  inch  interior  diameter,  — 
and  I  drew  these  out  so  as  to  make  little  test-tubes  of  them.  Then  I 
took  a  crow-bar  and  pierced  a  hole  through  them  so  that  this  would  be 
obliberated.  I  then  ^lled  a  cup  partially  with  a  strong  alkali  of  sulphu- 
ric acid.  Then  I  placed  the  bottom  part  of  these  tubes  in  the  sulphuric- 
acid  bath,  and  I  placed  in  the  tubes  portions  of  this  fat,  and  applied  the 
lamp  underneath.  I  had  also  a  Centigrade  mercury  thermometer  in  the 
bath,  and  I  watched  it  to  see  at  what  point  the  vesicles  broke,  and  I 
think  it  was  at  239 1 

Q.  Have  you  ever  tried  to  see  at  what  temperature  you  could  disen- 
gage the  fat  if  the  vesicles  were  broken  mechanically  1  A.  No,  sir.  I 
should  suppose  at  a  much  lower  temperature. 

Q.  Are  you  familiar  with,  or  do  yo\i  know,  the  process  by  which  they 
produce  a  substitute  for  butter  from  boiling  lard  1  A.  I  have  read  about 
it,  but  I  don't  know  particularly  about  it. 

(J.  You  don't  know  at  what  temperature  they  render  there  1  A.  It 
has  been  reported  that  they  render  there  at  110  by  breaking  up  the 
vesicles  mechanically. 

Q.  (by  Dr.  Derby).  Did  you  give  the  temperature  at  which  lard 
melts  'i    A.    I  am  not  aware.     I  looked  it  up,  but  have  forgotten  it. 

Q.  It  is  below  239°,  is  it  not,  sir  1  A.  0  yes.  I  should  imagine  it 
would  be. 

2%e  Chairman.     Have  you  any  other  testimony  t 
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Mr.  Mclntire.  The  only  other  testimony  I  desire  to  put  in  is  the  re- 
port of  the  Providence  Board  of  Health,  which  I  think  is  in  the  hands  of 
my  brother. 

Mr,  Mmzey,     Do  you  wish  to  read  it  1 

Mr,  Mclntire,    I  wish  simply  to  put  it  in.     That  closes  our  testimony. 


ADDITIONAL  TESTIMONY  FOR  RESPONDENTS. 

Testimony  of  John  P.  Squire  [recalled), 

Q.  {by  Mr.  Muzzey).  Describe,  sir,  the  vehicles  in  which  the  scrap  is 
taken  from  your  establishment  by  Mr.  Bradley  1  A.  They  are  two  tight 
two-horse  wagons. 

Q.  Is  it  ever  put  in  barrels  or  transported  in  barrels  1  A,  Never. 
The  stuff  is  taken  away  from  there  every  day ;  the  wagons  are  furnished, 
and  we  load  them. 

Cross-Examination, 

Q,  (by  Mr.  Mclntire).  You  are  not  there  every  day  1  A.  Yes,  I  am. 
I  am  not  there  every  hour  out  of  the  twenty-four,  but  I  know  what  is  going 
on  there.     I  know  how  this  business  is  done. 

Q,  You  don't  mean  to  swear  that  Mr.  Bradley  —  A,  1  know  that 
that  was  some  stuff  that  he  picked  up  somewhere  else.  That  story  is 
just  like  all  the  rest  you  have  been  giving  out  here.  There  is  no  truth  in 
it 

Q,  I  want  to  know  of  your  own  knowledge.  A.  I  know  of  my  own 
knowledge  that  no  stuff  is  carried  away  in  barrels. 

Q.  Will  you  please  wait  a  moment  1  Whether  you  know  of  your  own 
knowledge  that,  at  no  time  since  Mr.  Bradley  has  carried  away  anjrthing 
from  your  place,  ho  has  carried  it  away  in  the  manner  Dr.  Durgin  has 
described  1  A.  The  man  has  two  wagons  ;  he  takes  one  away  and  leaves 
the  other.     The  cover  is  put  on  and  it  is  carried  off  fresh. 

Q,  Have  you  been  present  at  every  loading  of  every  wagon  that  Mr. 
Bradley  has  taken  away  1  A.  \  know  how  it  is  done.  I  have  answered 
your  question. 

Mr.  Mclntire.     No,  you  have  not. 

Mr.  Squire.  Yes,  sir,  I  have.  We  don't  have  any  stinking  stuff 
around  there.  The  scrap  is  put  into  tight  covered  wagons  and  carted 
off. 

Q,  Generally  it  is  so.  But  will  you  answer  specifically  this  question  : 
Whether  you  have  been  present  at  every  loading  of  every  wagoij  that 
has  been  taken  away  %  A.  1  know  what  is  done  there,  and  I  know  the 
wagon  is  left  there  and  what  is  put  in  it. 

Mr,  Muzzey,     Answer  the  question  directly,  Mr.  Squire. 

Mr,  Squire,     I  have  answered  him. 

Mr,  Muzzey,  He  asks  you  whether  you  have  been  present  at  the  load- 
ing of  each  wagon  that  has  been  driven  away  by  Mr.  Bradley  ] 

Mr,  Squire.     I  know  the  stuff  is  put  into  the  wagon  and  covered  up. 

Mr.  Muzzey,  He  wishes  to  know  whether  you  have  always  been 
present  on  every  occasion  when  a  load  of  this  material  has  been  taken 
away. 
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Mr,  Squire,     Of  ooiiTBe  I  huve  not. 

Mr.  Muxzey.  Do  jou  keep  barrels  that  it  could  be  pat  into  and  car- 
ried away  % 

Mr.  Squire.  No,  sir.  I  saj  this  stuff  is  fresh  and  is  put  into  these 
tight  carts  and  carried  away. 

The  Chairman.  The  case  is  now  closed,  as  I  understand  it^  except  the 
arguments  of  the  counsel,  and  the  Board  desires  me  to  say  that  the 
counsel  will  please  confine  their  ai^uments  to  Monday,  to  which  daj 
we  will  adjourn,  to  meet  at  nine  o'clock. 

.Mr.  Mmzey.  May  I  say  before  you  adjourn  that,  for  the  purpose  of 
the  arguments,  the  adjournment  would  please  us  better  if  made  until  ten 
o'clock.  Dr.  Davis  cannot  be  here  at  nine  o'clock,  and  I  desire  to  speak 
before  a  full  Board. 

The  Chairman.  That  can  be  done,  provided  the  arguments  can  be 
completed  on  Monday.  It  will  be  according  to  the  time  the  counsel 
would  like  for  their  arguments. 

Mr.  Muzzey.  I  think  we  could  get  through  on  both  sides  in  one  of 
your  ordinary  sessions,  very  easily. 

The  Chairman.  The  Board  will  adjourn  till  Monday  morning,  Decem- 
ber 29,  at  ten  o'clock. 

Adjourned. 


FOURTEENTH  DAT. 


Letter  from  Mr.  Bradlet. 


Mr.  Derby  read  the  following  letter,  which  was  filed  with  the 
other  papers  in  the  case  :  — 

Office  of  the  Bradlet  Fertilizer  Company, 

24  Broad  Street,  Boston. 

December  24, 187S. 
Dr.  Bowditch,  Chairman  State  Board  of  Health. 

I  have  never  received  from  the  establishment  of  Messrs.  John  P.  Squiw 
&  Co.  in  a  single  instance  any  tanking  or  scraps  (so  called)  in  barrels,  but 
have  always  received  it  in  tight  carts  and  wagons.  The  load  complained 
of,  wihich  was  in  barrels,  came  from  another  place.  As  regards  my  blood- 
wagons,  I  am  very  particular  to  have  them  clean  and  tight,  and  alwayi 
take  the  blood  when  fresh.  With  one  single  exception,  I  have  never 
heard  a  complaint  in  reference  to  the  wagons  leaking.  I  shall  use  Jl 
possible  care  to  avoid  the  possibility  of  a  cause  for  complaints,  and  fed 
sure  I  can  do  it.  I  make  this  statement  in  justice  to  whom  it  in»y 
concern.  I  would  remark  that  my  teamster  misinformed  the  party,  when 
he  was  asked  where  the  load  of  tanking  and  scraps  in  barrels  came  froiDi 
when  he  answered,  "John  P.  Squire  k  Co.'s." 

Truly  yours,  Wm.  L.  Bradlet. 
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CLOSING   ARGUMENT 


or 


HENRY    W.   MUZZEY,  Esq., 


IN   BEHALF    OF    THE    RESPONDENTS. 


Mat  it  plbasb  the  State  Board  of  Health  :  — 

A  wise  and  beneficent  quality  in  the  moral  and  mental  nature  of 
man  asserts,  as  a  governing  principle  in  the  administration  of  pub- 
lic justice,  that  where  large  powers  are  conferred  upon  a  tribunal, 
they  should  be  temperately,  cautiously,  and  sparingly  used.  The 
Legislature  has  intrusted  to  the  Board  which  I  now  have  the  honor 
to  address,  an  authority,  in  some  respects,  unprecedented,  and  unap- 
proached  in  magnitude  by  the  powers  bestowed  upon  any  other 
tribunal  in  the  Commonwealth.  It  is  higher,  even,  than  the  sover- 
eign power  of  eminent  domain ;  for  if  the  property  of  a  citizen  be 
taken  for  a  public  use,  he  must  be  compensated,  and  may  have  a 
jury  to  assess  his  damages.  By  a  stroke  of  the  pen,  you  may  de- 
stroy that  citizen's  business,  and  forbid  the  use  of  his  property,  — 
thereby,  practically,  destroying  the  property  itself,  and  the  law  pro- 
vides for  him  no  jury  ;  no  redress,  no  compensation.  The  power  to 
regulate,  and  prohibit  tlie  carrying  on  of,  certain  trades  has  long  re- 
sided with  the  local  boards  of  health  in  cities  and  towns ;  but  the 
right  of  appeal  from  their  orders  to  a  jury  has  always  been  secured 
to  the  citizen  by  the  law.  The  omnipotency  of  this  Board  is  well 
exhibited  in  its  freedom  from  the  restraints  that  surround  a  trial  by 
jury.  If  the  jury  err,  the  judge  may  set  aside  their  verdict.  If  the 
judge  rule  the  law  incorrectly,  the  full  bench  of  the  Supreme  Judi- 
cial CJourt  may  rectify  the  error.  Thus,  in  every  other  forum,  famil- 
iar to  our  law,  the  safeguards  of  jury  and  court  are  thrown  around 
property.  If  they  are  missing  here  and  in  this  proceeding,  it  must 
be  because  the  Legislature,  in  creating  this  tribunal,  and  in  clothing 
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it  with  such  novel  and  extraordinary  fanetions,  believed  that  the 
character  of  those  selected  to  administer  its  duties  would  assure  just 
and  adequate  protection  to  private  interests,  as  well  as  due  attention 
to  the  public  welfare. 

And  so  it  is  that,  this  day,  you,  gentlemen,  stand  between  us  and 
the  petitioners,  as  a  fair  and  impartial  tribunal,  to  judge  and  deter- 
mine, according  to  the  law,  and  the  evidence  submitted  to  you,  be- 
tween the  parties  to  this  hearing.    - 

At  the  threshold  of  the  case,  lie  two  general  inquiries, — Who  are 
our  assailants,  and  whom  and  what  do  they  assail  ? 

The  petition  upon  your  table  is  signed  by  eight  individuals, 
claiming  to  represent  the  people  of  East  Cambridge.  In  point  of 
fact,  however,  it  appears  that,  in  this  respect,  they  make  an  errone- 
ous claim.  In  midsummer  a  meeting  was  called,  with  the  professed 
purpose  of  obtaining  an  expression  of  public  opinion,  in  the  neigh- 
borhood, conceniing  the  establishments  located  upon  the  borders  of 
Miller's  River.  Tlie  call  originated  with  persons  hostile  to  these 
establishments  ;  but  when  the  meeting  assembled,  they  found  them- 
selves in  a  minority  of  those  who  composed  it ;  whereupon,  under 
the  leadership  of  the  gentleman  who  represents  them  as  counsel  at 
this  liearing,  they  questioned  the  right  to  take  part  in  the  meeting, 
and  demanded  the  expulsion,  of  all  who  disagreed  with  them.  Tlie 
weather  was  not  warmer  than  the  discussion  that  this  unfair  demand 
provoked.  Finally,  upon  a  direct  appeal  to  the  employees  of  the 
threatened  establishments,  tliey  withdrew  from  the  meeting,  liaving 
been  told  that  it  was  intended  only  for  the  opponents  of  their  em- 
ployers, and  not  as  a  general'  meeting  open  to  all  citizens  and  tax- 
payers of  East  Cambridge.  Their -retirement,  followed  by  the  with- 
drawal, also,  of  many  disinterested  citizens,  disgusted  with  the  \uifair 
proceedings,  left  the  meeting  greatly  shorn  of  its  original  propor- 
tions. Those  who  remained,  consisting  only  of  the  promoters  of  the 
meeting,  and  persons  in  sympathy  with  their  designs,  then  carried 
out  the  programme  in  peace  and  with  alacrity.  Among  other  things, 
they  resolved :  — 

"  That  the  Board  of  Mayor  and  Aldermen,  who  are  desigiitctcd  and  em- 
powered as  the  protectors  of  the  health  of  our  citizens,  be  requested  to 
petition  the  State  Board  of  Health,  without  delay,  to  order,  as  a  sanitary 
measure,  the  following  :  That  the  several  basins  comprising  Miller's  River 
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shall,  within  as  short  a  time  as  the  greatest  appliances  will  permit,  be 
filled,  the  sewers  to  be  constructed  as  the  filling  goes  on/' 

This  resolution  was  passed  either  in  ignorance,  or  disregard,  of 
the  facts,  that  the  Legislature  had  already  ordered  both  the  filling 
and  the  sewer,  that  the  work  was  in  progress,  and  that  the  State 
Board  of  Health  had  no  jurisdiction  in  the  premises.  After  the  air- 
ing of  much  inflammatory  rhetoric,  they  also  passed  a  resolution 
calling  upon  the  Cambridge  Board  of  Aldermen  to  petition  the  State 
Board  of  Health  to  proceed  against  the  slaughter-houses.  But  the 
Aldermen  refused  the  request,  as  applicable  to  any  of  these  establish- 
ments, and  declined  to  take  action  against  that  of  Mr.  Squire  by  the 
strong  and  significant  vote  of  eight  to  one,  —  the  single  affirmative 
vote  being  cast  by  an  Alderman  who  had  had  a  personal  difficulty 
with  Mi\  Squire. 

Our  assailants  had  already  applied  to  the  grand  jury,  to  indict  the 
Squire  establishment  as  a  nuisance ;  but  the  grand  jury,  at  the  late 
term  of  the  court,  ignored  the  bill  Defeated  everywhere  else,  — 
the  locar  authorities  of  Cambridge  and  Somerville,  and  the  grand 
jury,  refusing  to  listen  to  them,  —  our  restless  and  persistent  ene- 
mies have  brought  their  complaint  to  this  Board.  We  meet  them 
here  with  three  clear  verdicts,  already  recorded  in  our  favor  by  the 
local  tribunals. 

(1.)  In  the  autumn  of  1872  they  petitioned  the  Board  of  Alder- 
men of  Cambridge  to  suppress  our  business  ;  but  that  Board,  after  a 
full  and  patient  hearing,  declined  the  invitation.  (2.)  On  the  re- 
newal of  their  petition  to  the  same  Board  last  summer,  it  met  with 
the  same  fate.  (3.)  They  experienced  a  like  failure  before  the  grand 
jury,  at  its  recent  session. 

No  public  body,  charged  with  the  duty  of  passing  upon  the  question 
of  the  continuance  of  Mr,  Squire* s  establishment,  hus  ever  condemned  it. 

I  have  the  happiness  to  add  to  these  results  the  further  and  dom- 
inating fact,  that  the  Joint  Commission,  comprising  this  honorable 
Board  and  the  Harbor  Commissioners,  appointed  by  the  Legislature  of 
1872  to  inquire  into  the  cause  of  the  nuisance  existing  in  the  valley 
of  Miller's  Eiver,  and  to  devise  and  recommend  measures  for  its 
removal  and  cure,  did  not  find  it  necessary  to  extinguish  and  drive 
therefrond  the  business  which  I  am  here  to  defend.    That  competent 

85 


646 

Ixxjy  —  in  their  union,  as  the  guardians  of  the  commercial  and  sam'- 
tary  interests  involved  —  made  a  careful  exploration  of  the  subject 
Unusually  qualified  themselves  for  this  duty,  they,  nevertheless, 
called  other  skilled  and  professional  service  to  their  aid.    They 
granted  a  public  hearing  ;  they  listened  to  testimony  and  arguments, 
and  visited  the  ground  embraced  in  the  inquiry.     After  full  and 
careful  study,  they  made  their  report,  which  founded  itself  upon  a 
broad  and  comprehensive  survey  of  the  matters  submitted  to  them. 
It  reconciled  conflicting  views  of  engineering  and  sanitary  science, 
and  declared  that  the  remedy  for  the  nuisance  lay  in  the  making  of 
the  basins  of  Miller's  Biver  solid  land,  and  in  the  building  of  a 
grand  trunk  sewer,  finding  its  outlet  away  from  this  district,  and  in 
strong  ocean  currents.     These  were  mere  recommendations.     To 
give  effect  to  them,  it  was  necessary  that  the  Legislature  should  put 
them  into  law.     This  the  General  Court  the  present  year  did,  and 
further  on,  it  will  become  my  pleasure,  as  well  as  my  duty,  to  assign 
the  merit  of  this  legislation  to  the  source  from  which  it  sprung. 
The  work  of  constructing  the  sewer  has  been  undertaken,  and  is 
being  prosecuted, — vigorously  by  Somerville,  tardily,  and  with  halt- 
ing steps,  by  Cambridge.      But  the  filling  of  the  basin  has  been 
pushed  forward  by  Mr.  Squire,  almost  without  co-laborers,  official  or 
individual.     So  much  for  public  fact  and  testimony,  already  accu- 
mulated. 

Our  antagonists,  then,  appear  before  you  as  mere  partisans  of  one 
side  of  a  local  contest.  They  come  clouded  with  the  unfairness  and 
cowardice  which  denied  to  the  whole  community,  drawn  together  at 
their  call,  the  plain  right  to  participate  in  the  meeting.  They  come 
with  three,  and  the  only,  special  findings  of  tribunals  against  them, 
and  in  favor  of  us,  upon  the  matters  involved  in  this  hearing.  They 
come,  further,  to  ask  you  to  paralyze  the  hand  most  vigorously  en- 
gaged in  carrying  out  the  measures  of  relief  recommended  by  the 
Joint  Commission,  and  indorsed  by  the  Legislature,  for  removing  the 
nuisance  in  Miller's  Eiver  valley.  They  come  in  the  face  of  official 
and  private  local  sentiment  and  opinion.  They  come  to  assail,  not 
us  alone,  but  the  great  future  of  Boston.  They  come,  heedless  and 
impatient,  to  obstruct  and  thwart  the  developments,  now  in  progress, 
of  your  own  advice,  approved  by  the  Legislature.  They  come — a 
small,  limited,  and  prejudiced  set  of  individuals  —  to  ask  of  you  a 
condemnation  of  the  good  sense  and  judgment  of  the  local  and 
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governing  authorities  of  Cambridge  and  Somerville ;  who,  trusting 
in  your  advice  and  that  of  your  associates  upon  the  Joint  Commis- 
sion, have  entered  upon  the  work  you  prescribed  for  them,  and  are 
confident  of  the  results.  They  come  in  defiance  of  the  voices  of 
science  and  the  appeal  of  commerce.  I  would  do  them  no  rudeness ; 
but,  in  dismissing  them  now  from  consideration,  I  cannot  withhold 
the  remark,  looking  over  the  history  of  the  controversy,  and  mindful 
of  the  intelligence  and  light  which  it  has  evoked,  —  so  largely  due 
to  the  Joint  Commission,  —  that  it  is  difficult  to  conceive  how  a  pur- 
suit which  was  begun  in  ignorance,  can  now,  and  under  existing 

circumstances,  be  continued  and  inspired  by  creditable  motives. 

• 

I  pass  gladly,  and  with  pride,  to  the  second  inquiry,  —  Who  and 
what* are  assailed  ?  A  brief  review  of  the  controversy  is  essential 
to  the  answer.  You,  Mr.  Chairiaan,  and  a  majority  of  the  Board, 
have  learned  something  of  it,  heretofore ;  but  three  of  your  asso- 
ciates have  never  had  any  official  relations  to  it.  I  must,  therefore, 
begin  at  the  beginning,  but  shall  not  tax  your  patience  long  upon 
the  subject.  Two  summers  ago,  the  Squire,  Boynton,  and  North 
establishments  were  summoned  before  this  Board,  on  the  petitions 
of  the  city  authorities  of  Cambridge  and  Somerville.  But  a  confer- 
ence between  the  representatives  of  these  cities  and  establishments, 
speedily  revealed  the  truth  (as  Mr.  Parker  has  told  you),  that  the 
evil  condition  of  the  locality  could  not  be  relieved  by  the  removal 
of  the  slaughter-houses,  but  demanded  the  application  of  broader 
remedies,  covering  the  whole  of  the  infected  district.  And  so  the 
complaints  were,  by  the  mutual  consent  of  parties,  withdrawn  from 
your  attention,  upon  the  understanding  that  both  should  unite  to 
secure  legislative  intervention  and  help.  Upon  petition,  at  the  en- 
suing session  of  the  Legislature,  a  hearing  was  had,  at  which  con- 
flicting engineering  advice  and  theories  gave  rise  to  a  reference,  by 
the  Legislature,  of  the  whole  subject  to  a  Joint  Commission,  to  con- 
sist of  the  State  Board  of  Health  and  the  Harbor  Commissioners. 
The  merit  of  suggesting  this  solution  of  the  controversy  belongs  to 
Mr.  Squire,  by  whose  counsel  it  was  presented  to  the  committee, 
and  who  submitted  a  bill,  which  the  committee  recommended  and 
the  Legislature  enacted.  Mr.  Squire,  partly  —  as  the  two  cities  were 
in  the  main  —  responsible  for  the  condition  of  the  river  basins,  de- 
sired that  scientific  differences  concerning  the  proper  treatment  of 
the  water-areas  should  be  submitted  to  a  competent  body  for  deter- 
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mination.    He  sought  to  lift  a  subject  of  large  importance  to  its 
proper  plane,  for  intelligent  examination  and  sound  determination. 

The  Joint  Commission  met  in  the  summer  of  1872.     They  gave 
public  notice  of  the  hearing  to  all  concerned.     They  listened  to 
every  suggestion  which  any  one  interested  in  the  subject  desired  to 
present  to  them ;  and  no  one  went  away  from  the  hearing  without 
feeling  that  he  had  enjoyed  a  just  opportunity,  patiently  and  cheer- 
fully accorded,  of  presenting  his  views  and  his  interest  to  their 
attention.     Tlie  Joint  Commission,  after  the  public   hearing  was 
closed,  employed  an  eminent  civil  engineer,  of  their  own  selection, 
the  Hon.  Pliineas  Ball  of  Worcester,  to  aid  them  with  his  profes- 
sional skill  and  advice  in  arriving  at  conclusions.     The  authority  of 
the  Commission  was,  against  the  desire  of  Mr.  Squire,  limited  to 
making  recommendations.     He  wished  them  to  be  clothed  with 
authority  to  execute  such  measures  for  the  relief  of  Miller^s  River 
valley  as  they  decided  should  be  applied.     He  was  ready  to  submit 
the  question,  whether  liis  own  establishment  and  the  business  of 
slaughtering  swine  should  be  sacrified,  as  well  as  the  questions  of 
filling  and  drainage,  to  their  final  determination.   But,  remonstrance 
being  made  by  the  cities,  he  reluctantly  consented  that  the  Commis- 
sion should  have  only  advisory  powers. 

The  Commissioners  made  their  report  shortly  before  the  meeting 
of  the  Legislature.  Mr.  Squire  had  contended  before  them,  and  pre- 
sented high  engineering  authority  to  show,  that  the  sanitary  inter- 
ests involved  would  be  best  satisfied  by  the  bulkheading,  dredging, 
and  preservation  from  future  defilement,  of  the  water- basins,  —  to- 
gether with  the  leading  away  to  deep  water  of  the  sewage,  then, 
and  to  some  extent  at  present,  discharged  into  Miller's  River.  The 
Commissioners  and  their  engineer  agreed  with  him  upon  the  last 
proposition,  but  decided  that  filling  the  basin  with  earth  was  pref- 
erable to  flooding  it  from  the  sea. 

The  methods  of  relief  pointed  out  by  the  Joint  Commission  had, 
indeed,  been  substantially  anticipated  by  the  State  Board  of  Healtli, 
who,  on  page  70  of  their  Report  for  1872,  remarked :  — 

"  The  great  and  pressing  want  in  the  case  of  these  hog-slaughtering 
houses  is  dratna/;e,  and  this  they  could  have  ^y  the  filling  up  the  flats  of 
Miller's  liiver  and  the  construction  of  a  sewer  through  the  whole  length 
of  the  basin." 

To  fill  his  fifteen  acres,  involved  Mr.  Squire  in  an  expenditure  of 
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at  least  $75,000,  and  brought  no  advantages  to  the  conducting  of 
his  business.  It  was  money  sunk  aqd  lost  to  that  Still  further,  it 
would  sacrifice  an  existing  benefit  of  his  location,  in  that  it  would 
deprive  him  of  the  cooling  influences  of  the  sea  around  and  beneath 
his  works. 

But  he  had  asked  for  the  Commission,  and  determined,  in  advance, 
to  submit  to  its  advice.  Accordingly,  when  &  hearing  upon  the 
question  as  to  whether  the  plan  of  relief  from  the  Miller's  Eiver 
nuisance,  devised  and  recommended  by  the  Joint  Commission,  came 
on  before  the  legislative  committee, — presided  over  by  the  able  and 
intelligent  representative  from  East  Cambridge  itself, —  Mr.  Squire 
appeared,  and  stoutly  contended  that  the  Legislature  should  accept 
and  enforce  the  work  of  the  Commission,  in  all  its  paiis.  He  was 
the  only  party  to  the  previous  controversy  that  took  this  stand  be- 
fore the  committee.  The  cities  of  Cambridge  and  Somerville  —  eager 
for  a  law  to  compel  the  filling,  which  they  had  advocated  before  the 
Commission  —  strenuously  objected  to  being  compelled  by  the  Legis- 
lature to  construct  a  sewer  upon  either  of  the  lines  recommended 
by  the  Commission,  and  indorsed  by  their  engineer.  They  still  plead 
to  be  allowed  to  follow  the  valley  of  Miller's  River,  and  make  the 
sewer  outlet  therein.  The  contest  before  the  committee,  however, 
resulted  in  a  compromise  between  Mr.  Squire  and  the  cities,  by 
which  all  were  committed  to  the  support  of  a  bill  providing  for  the 
filling  of  the  basins,  and  leaving  it  optional  with  the  cities  to  build 
a  sewer  to  discharge  either  at  Craigie  Bridge,  in  Cambridge,  or  at 
Tufts's  Dock,  in  Charlestown,  but  compelling  them  to  construct  one 
or  the  other,  —  both  of  these  lines  being  highly  commended  by  the 
Commissioners'  engineer.  A  bill  with  these  provisions  was  reported 
from  the  committee. 

In  the  Legislature  it  was  amended,  by  making  it  compulsory  upon 
ihe  cities  to  construct  the  sewer  on  the  line  to  Craigie  Bridge  ;  and 
in  this  form  the  bill  passed,  receiving  the  almost  unanimous  ap- 
proval of  both  Houses.     (Acts  1873,  ch.  304) 

WTiat  has  been  done  under  this  legislation?  In  Somerville,  the 
constaiiction  of  the  required  sewer  has  been  reasonably  prosecuted ; 
but  Cambridge  has  done  nothing  within  her  territory.  Cambridge 
sewers  still  empty  into  Miller's  Eiver.  Mr.  Squire's  duty  under  the 
Act  has  been  met  and  answered  in  a  manner  worthy  of  all  praise. 
With  that  good  faith  and  ready  submission  to  results  which  has 
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characterized  his  every  action,  he,  as  soon  as  the  Act  passed,  made 
his  contracts  to  meet  it,  so  far  as  any  of  its  provisions  were  directed 
at  him.  When  the  season  allowed,  he  began  to  move  Prospect  Hill 
into  the  river  basin  which  he  owned ;  and  has  since  made  that  d^ree 
of  progress  with  the  filling  which  might  be  expected  by  any  one 
acquainted  with  his  determined  and  energetic  character.  He  has 
expended  in  this  work,  already,  nearly  $30,000,  and  the  total  cost 
to  him  will  reach,  at  least,  the  sum  of  $  75,000.  The  early  sum- 
mer will  find  his  part  in  the  work,  which  you  advised,  well  and 
thoroughly  done.  Had  all  related  to  the  accomplishment  of  the 
remedy  for  the  nuisance  taken  hold  of  their  respective  duties  with 
the  same  fidelity,  honesty,  and  energy,  the  ensuing  summer  would 
witness  no  trace  of  the  famous  and  infamous  ''  Miller's  River  nui- 
sance." But  my  clients  cannot  control  the  movements  of  public 
bodies.  What  belongs  to  them  is,  and  will  be,  promptly  and  faith- 
fully accomplished.  Mr.  Squire  is  doing  something  more  than  what 
the  law  commands.  He  is  spending  very  large  sums  in  improving 
his  premises,  and  in  building  a  fine  market  and  lodging-house,  of 
substantial  brick  and  tasteful  construction,  in  East  Cambridge. 
So  much  for  the  man  and  his  characteristics.  It  is  always  pleasant 
for  me  to  speak  of  him,  for  I  feel  that  my  feet  rest  upon  soUd 
ground.  Sustaining  toward  him  the  relation  of  professional  adviser 
and  counsel  from  the  beginning  of  the  controversy,  in  which  he  has 
borne  so  manly,  consistent,  and  useful  a  part,  I  think  I  may  claim 
to  know  the  man. 

It  was  scarcely  to  be  supposed  that,  after  what  I  have  already  de- 
tailed to  you,  anybody  could  be  found  —  however  much  disappointed 
and  smarting  under  the  defeats  accompanying  previous  investiga- 
tions —  bold  or  impudent  enough  to  resort  to  this  Board,  in  the  ex- 
pectation or  hope  that  you  would  interfere,  at  the  present  time,  with 
the  business  of  the  establishment  for  which  I  speak.  Did  they  sup- 
pose that  you  would  pay  no  attention  to  the  fact  that  it  had  been 
conducted  with  a  view  to  trying  the  propriety  of  its  existence  under 
your  own  advice,  sought  for  in  your  published  reports  and  in  the  ac- 
tion of  the  Joint  Commission,  and  followed  regardless  of  what  ex- 
pense might  be  incurred  thereby  ?  There  may  be  deaf  ears  in  these 
matters,  but  I  do  not  speak  for  them.  We  have  something  at  stake. 
I  doubt  if  its  magnitude  is  entirely  appreciated  even  here,  and  I 
know  that  the  community  at  large  were,  before  the  developments  at 
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this  hearing,  little  aware  of  what  the  stopping  of  the  business  of  this 
establishment  would  entedl  upon  the  community. 

Let  me  give  you  briefly  and  comprehensively  a  few  statements  of 
fact  in  this  connection.  The  premises  owned  and  occupied  for  their 
business  by  John  P.  Squire  &  Co.  comprise  about  twenty  acres,  or 
880,000  square  feet  of  land.  Their  buildings,  alone,  cover  over  five 
acres,  or  more  than  200,000  feet.  Besides  the  immense  houses  de- 
voted to  the  various  processes  of  the  business,  —  assembled  within  the 
enclosure  are  an  ice-house,  holding  8,000  tons ;  stables ;  coopers'  shop; 
harness  shop;  wheelwrights'  and  blacksmiths'  shops;  —  in  short, 
every  facility  for  pursuing  the  business  is  gathered  there.  Persons 
familiar  with  establishments  devoted  to  the  same  business,  in  this 
and  foreign  countries,  inform  me  that  there  is  nothing,  at  home  or 
abroad,  which  in  size,  completeness,  and  cleanliness  is  superior  to 
the  establishment  of  my  clients.  Their  works  have  cost  a  half-mil- 
lion of  dollars,  and  the  annual  product  of  the  establishment  is  con- 
stantly increasing,  and  has  already  reached  $8,000,000.  400,000 
swine  are  slaughtered  annually.  700  men,  whose  annual  wages 
reach  $500,000,  and  70  horses,  are  employed.  The  value  of  the 
product  shipped  yearly  to  Europe  is  $  3,000,000,  and  of  that  sold  in 
the  domestic  market,  $  5,000,000.  But,  as  yet,  I  have  spoken  of 
what  relates  to  the  business  within  the  walls  of  the  establishment 
Pass  with  me  to  the  impulse  given  to  business  outside  of  it.  It* 
requires  annually  for  its  uses  10,000  tons  of  ice;  2,500  tons  of  coal; 
200  cords  of  wood  ;  19,000  hogsheads,  or  5,000  tons,  of  salt  These 
are  a  few  of  the  items  of  consumption. 

Let  us  reach  to  broader  interests ;  stretching  east  and  west,  and 
over  the  ocean.  The  pork-slaughtering  and  packing  establishments 
have  become  of  vast  importance  to  the  commerce  of  Boston,  in  sus- 
taining lines  of  communication  with  the  West  and  with  Europe.  A 
commercial  centre  depends  for  its  prosperity  and  importance  upon 
the  avenues  of  communication  that  lead  to  it  from  tributary  teiri- 
tory.  The  ship  and  the  railroad  have  made  Boston  what  she  is  as  a 
mart  of  trade.  Not  the  merchants  only,  but  the  whole  community, 
are  interested  here.  Cheap,  quick,  and  convenient  transportation, 
inland  and  ocean,  are  concerned,  for  all  who  have  occasion  to  trans- 
port or  travel. '  This  one  establishment  pays  to  the  Cunard  Steam- 
ship Company  about  S  300,000,  and  to  the  Boston  and  Albany  Bail- 
road  $700,000,  in  freights,  annually ;  also,  above  $25,000  in  freights 
to  Antwerp. 
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The  momentous  question  addressed  to  this  Board,  here  and  now, 
is,  Shall  this  business  be  stricken  down  ?  It  presents  itself  for 
consideration  in  three  branches,  or  divisions :  first,  and  paramount, 
in  its  sanitary  aspects  ;  second,  in  its  commercial  or  business  aspects; 
and  third,  in  the  weight  justly  to  be  accorded  to  public  opinion,  as 
applicable  to  both  of  the  preceding. 

The  history  of  the  case  has  already  reached  satisfactory  scientific 
determinations  of  sanitary  questions. 

In  the  autumn  of  1872,  when  the  investigation  before  the  Gam- 
bridge  Board  of  Health  (composed  of  the  Mayor  and  Aldermen) 
arose.  Dr.  Charles  T.  Jackson  was  employed  by  Mr.  Squire  to  make 
a  thorough  exploration  of  his  establishment  and  its  surroundings. 
This  resulted  in  an  entire  vindication  from  the  chaises  which  had 
been  brought  before  the  Board.  The  errors  into  which  Mr.  Munroe 
had  been  led,  some  of  which  he  has  repeated  at  this  hearing,  and 
others  which  he  has  wisely  and  conscientiously  abandoned,  were 
plainly  exposed  and  brushed  aside.  I  regret  that  no  report  of  Dr. 
Jackson's  testimony,  which  exliausted  the  controversy,  has  been  pre- 
served. No  one  then  looked  for  the  misfortune  which  has,  within 
a  few  months,  sadly  overtaken  him.  I  am  sure  that  I  may  speak, 
not  only  to,  but  for,  the  members  of  this  Board,  in  expressing  the 
hope  that  he  may  soon  be  restored  to  his  accustomed  labors  in  the 
paths  of  science. 

When  we  were  notified  of  the  petition  against  us,  the  return  of 
Professor  Horsford,  from  conspicuous  service  in  the  National  inter- 
est at  Vienna,  was  understood  to  be  near  at  hand,  and  was  eagerly 
watched  for  in  behalf  of  Mr.  Squire.  After  his  arrival,  he  had 
hardly  enjoyed  a  half-day's  welcome  from  his  family  before  he 
was  invited  to  investigate  the  charges  against  the  Squire  estab- 
lishment, which  had  been  laid  before  you.  Conflicting  engagements 
made  it  impossible  for  him  to  promise  to  undertake  the  work,  un- 
less sufficient  time  should  be  granted  to  him.  He  had  never  been 
known  to  have  set  foot  within  Mr.  Squire's  establishment,  or  to 
have  expressed  any  opinion  concerning  it,  or  upon  the  vexed  ques-. 
tion  of  the  neighboring  nuisance ;  but  Mr.  Squire,  always  ready  to 
submit  to  tlie  results  attendant  upon  skilled  and  competent  inves- 
tigation, instructed  me  to  apply  for  a  postponement  of  the  hearing 
before  this  Board  till  such  time  as  would  enable  Professor  Horsford 
to  enter  upon  and  complete  the  work  requested  of  him.     We  thank 
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you  for  granting  the  request,  and  believe  that  all  concerned  in  this 
proceeding,  and  the  cause  of  justice  itself,  have  been  benefited  by 
the  postponement.  Professor  Horsford  has  made  and  presented  to 
you,  in  his  masterly  report,  the  result  of  a  minute*  and  searching 
investigation  into  every  department  and  detail  of  our  business. 
He  is  informed  as  to  similar  works  in  this  country  and  in  Europe. 
He  has  explored  Miller's  Eiver  and  the  surrounding  territory,  and, 
by  an  independent  route,  reached  the  same  conclusions  which  Dr. 
Jackson  presented  at  the  investigation  of  last  year. 

There  is  no  mystery.  The  cause  of  the  trouble  bares  itself  read- 
ily to  the  eye  of  science.  Miller's  Eiver  is  only  the  companion  of 
numerous  other  seats  of  pollution  upon  the  shores  of  the  Charles 
and  the  Mystic.  And,  after  the  filling  of  the  basins  shall  have  been 
accomplished,  and  the  great  sewer  built  and  in-  use,  there  will  still 
be  complaints,  as  Professor  Horsford  reminds  you,  while  Charles- 
town  Mill  Pond,  Broad  Canal,  the  marshes  east  of  the  House  of 
Correction,  Prison  Point,  the  Cambridge  shores  of  Charles  Eiver, 
on  either  side  of  West  Boston  Bridge,  the  water  angle  near  the 
junction  of  Arlington  and  Beacon  Streets,  and,  finally,  the  estuary  of 
Miller's  Eiver  itself,  are  allowed  to  continue  as  settling  basins  for  the 
sewage  of  Boston,  Cambridge,  Somerville,  and  Charlestown.  Anal- 
yses of  mud  taken  from  all  these  places,  and  from  many  others  de- 
filed in  the  same  way,  reveal  the  one  common  source  of  the  insalu- 
brity of  the  air  breathed  by  our  people. 

Mr.  Merrick's  analyses  show  that  sulphuretted  hydrogen  comes 
from  all  of  these  places.  Bad  as  the  basins  of  Miller's  Eiver  are, 
and  strong  as  is  the  demand  for  their  obliteration,  the  air  is  tainted 
by  the  filth  in  other  localities  quite  as  much ;  and  the  deposit  taken 
from  a  neighboring  spot,  lying  between  Portland  Street  and  the 
iSrand  Junction  Eailroad,  and  near  to  Broad  Canal,  in  East  Cam- 
bridge, shows  a  greater  amount  of  sulphuretted  hydrogen  than  could 
be  discovered  in  any  part  of  the  bed  of  these  basins.  Some  parts 
of  Broad  Canal  itself,  to  whose  foulness  no  slaughter-Jiouse  Tias  ever 
contributed,  taint  the  atmosphere,  in  close  rivalry  with  Miller's 
Eiver,  and  with  like  weapons.  In  fact,  public  attention  in  Cam- 
bridge has,  since  the  passage  of  the  law  for  the  relief  of  the  Miller's 
Eiver  district,  been  diverted  therefrom  to  the  condition  of  Broad 
Canal.  Private  suits  have  been  instituted  against  Cambridge  by 
individual?  having  proprietary  rights  in  the  canal,  and  the  local 
newspapers  are  loud  in  the  demand  for  the  turning  away  of  the 
sewers^  aiid  other  steps  for  the  purification  of  the  canaL 


654 

I  havQ  alluded  to  the  fact  that  improvements  have  already  been 
made,  and  others  are  in  progress,  in  the  interior  of  the  Squire  estab- 
lishment    In  July  last,  the  Cambridge  Board  of  Health  passed  an 
order  requiring  the  combustion  of  the  gases  in  all  establishments 
engaged  in  rendering  by  steam.    The  gases,  being 'soluble  in  water, 
had  hitherto   been  discharged  into  a  vat  of  water,  refreshed  and 
changed  by  each  tide,  beneath  the  building ;  but  upon  the  passage 
of  this  order,  Mr.  Squire  immediately  complied  with  it,  and  tbe 
gases  are  now  being  successfully  destroyed  by  the  furnace  fire& 
That  the  gas  from  the  rendering-tanks  is  thoroughly  consumed  bj 
the  boiler  fires,  is  satisfactorily  shown  by  the  experiment  of  letting 
it  escape  from  an  aperture  in  the  pipe  into  a  room,  when  it  has  been 
found  to  bum  freely  and  emit  no  odor.     The  patentee  of  the  Tunier 
process,  which  is  in  use  at  our  works,  claims  an  illuminating  power 
as  among  the  merits  of  his  invention.     His  own  establishment  is 
lighted  with  this  gas.     Two  years  of  improvement  in  inventions  for 
the  destruction  of  injurious  gases  generated  in  rendering  establish- 
ments have  elapsed  since  the  making  of  the  Beport  of  the  Superin- 
tendent of  Health  of  Providence,  in  1871.     Science  has  been  on  tiie 
march  ever  since,  until  now  undoubted  success  has  been  reached  in 
the  apparatus  in  use  at  the  Brighton  abattoir  and  in  the  Squire 
establishment 

I  quote,  from  the  Beport  of  the  State  Board  of  Health  for  1872, 
the  following :  — 

''  As  regards  bone-boiling  and  fat-7nelting,  if  the  material  to  be  used  ia 
fresh,  and  unchanged  by  any  taint  of  decay,  the  vapors  coming  from  it 
can  be  condensed  in  water,  and  there  are  several  available  plans  for  doing 
this  without  offence^  if  water  is  abundant  and  drainage  complete. 

*'  If,  however,  the  material  is  tainted,  as  is  certain  to  be  the  case  in  the 
waste  animal  matter  collected  in  a  large  city,  there  is  no  {process  known 
to  us  by  which  the  complex  gases  thus  combined  with  watery  vapor  can 
be  destroyed,  except  by  fire. 

"  This  mode  of  dealing  with  them  is  eflfectual,  and  apparently  the  only 
conditions  for  success  are,  the  having  a  fire  so  hot  that  the  watery  vapor 
may  not  put  it  out,  and  delivering  the  gases  at  a  high  temperature. *' 

Of  his  own  motion,  Mr.  Squire  has  arranged  to  do  all  the  trying 
and  rendering  of  pure,  as  well  as  of  impure,  matter  in  steam-close 
tanks,  —  although  in  Paris  the  rendering  is  still  done  in  open 
kettles,  in  the  best  appointed  abattoirs.  Other  changes  in  Ae 
establishment  have  been  made,  by  which,  among  other  things,  the 
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slaughtering  and  cleansing  apartments  have  been  removed  to  another 
part  of  the  premises,  which  is  provided  with  tight  or  seamless  floors. 
All  of  the  blood  and  offal  is  conveyed  from  the  Squire  establish- 
ment, in  air-tight  carts,  each  night.  The  solid  contents  of  the  scald- 
ing-tub are  precipitated,  and  removed  in  the  same  way.  The  " soup" 
from  the  rendering-tanks  is  sweet  when  drawn  off.  It  is  soluble  in 
water,  and  is  easily  borne  away  with  the  tide.  But  Mr.  Squire,  in 
view  of  the  doubt  raised  at  this  hearing,  whether  the  "  soup  "  may 
safely  be  discharged  into  a  sewer,  has  contracted  with  Mr.  Upton  for 
its  daily  removal  from  the  works  in  air-tight  vessels.  You  will  ob- 
serve with  what  enlightened  steps  this  establishment  advances  in  the 
path  of  improvement.  It  only  awaits  the  new  sewer  to  accomplish 
the  best  conditions  in  the  conduct  of  such  an  establishment  which 
science  has  offered.  Mr.  Chase,  the  engineer  appointed  to  superin- 
tend the  construction  of  the  new  sewer,  and  a  very  competent 
authority,  teUs  you  that  the  sewage  from  the  Squire  works  may  be 
received  into  it  without  difliculty  of  any  kind,  and  will  make  no 
perceptible  increase  in  its  contents  at  times  when  its  mouth  is  closed 
by  the  tide.  The  contributions  to  the  sewer  from  these  works  will 
consist  only  of  such  matters  as  are  recognized,  in  your  Eeport  for  the 
present  year,  as  proper  to  be  carried  away  in  a  public  sewer.  I  find 
these  enumerated  in  the  following  paragragh,  appearing  on  pages  28 
and  29  of  the  Report :  — 

"  There  are  other  forms  of  refuse,  of  a  fluid  or  semi-fluid  kind,  which  may 
be  carried  away  by  force  of  gravity  in  sewers.  The  washings  and  scrap- 
ings of  hides,  both  their  outer  and  inner  surfaces ;  the  washings  of  hogs, 
after  scalding  their  skins,  as  is  practised  at  hog  slaughter-houses ;  the 
wash  of  all  slaughter-houses  aud  of  stables  ;  chemicals  used  in  the  prep- 
aration of  leather  and  morocco ;  chemicals  used  in  woollen  and  cotton 
&ctorie8  and  print-works ;  the  fluid  waste  of  rendering  establishments 
and  of  soap-factories,  —  these  are  among  the  most  important  of  this 
class." 

Experiments  with  disinfecting  agents,  to  be  applied  to  the  swine 
in  the  cars,  are  being  made,  with  every  prospect  that  soon  the  ani- 
mals will  arrive  in  an  inoffensive  condition.  They  are  taken  di- 
rectly from  the  railroad  into  the  receiving-house,  the  floors  of  which 
are  strewn  with  charcoal,  wet  with  carbolic  acid,  for  their  reception. 

You  are  aware  that  existing,  under  the  sanction  of  the  Board  of 
Health  of  the  City  of  New  York,  are  two  large  hog-slaughtering  es- 
tablishments, upon  the  North  River,  known  as  the  "  Booth  and 
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Tobey  Works."  In  one  of  these,  the  gases  are  diachaiged  under  wa- 
ter ;  in  the  other,  tliey  are  consumed  by  fire.  Formerly,  Mr.  Squire 
used  the  first  method ;  now,  he  employs  the  latter.  Both  of  Uiese 
establishments,  whose  methods  were  recently  examined  by  Professor 
Horsford,  have  the  sanction  and  approval  of  that  Board  of  Health, 
of  whose  vigilance  and  courage  it  is  sufficient  to  remark  that  they 
levelled  to  the  ground,  in  a  single  night,  buildings,  styled  markets, 
covering  acres  of  ground,  because  of  their  unhealthy  condition  and 
distributions. 

In  passing,  I  have  to  remark,  that  I  represent  clients  who  are  now 
employing  the  best  established  methods  and  welcoming  fresh  sug- 
gestions. If  anything  now  existing  about  this  establishment,  or  in 
any  of  its  processes,  is  susceptible  of  substantial  improvement,  when 
the  light  is  welcomed,  the  change  will  be  made.  Trust  the  record 
for  this.  Do  not  forget  that  Mr,  Sqxdre  has  solemnly  promised  you, 
during  this  hearing,  to  be  guided  by  your  advice  in  these  maUers.  If 
you  recommend  an  improvement,  he  will  adopt  it, 

I  infer  from  the  statute  which  created  this  Board,  that  its  design 
was  to  assemble  a  qualified  body  of  gentlemen  who  should  investi- 
gate questions  of  moment  to  the  people,  concerning  health  and  life, 
with  a  view  to  disseminating  throughout  the  Commonwealth  sound 
and  enlightened  instruction  and  advice  upon  practical  sanitary  sub- 
jects, and  to  presenting  suggestions  to  the  Legislature,  which,  taking 
the  form  of  law,  might  advance  the  general  welfare  in  these  direc- 
tions. If  I  am  right  as  to  the  original  intention  of  your  office,  it  is 
very  apparent  that  subsequent  legislation  has  cast  upon  you  duties 
and  functions  not  contemplated  at  the  start.  I  am  glad  that  the 
State  has  the  happiness  to  find  gentlemen  who  are  willing  to  per- 
form, gratuitously,  such  self-abnegative  services  as  this  one  hearing 
has,  for  a  whole  month,  imposed  upon  this  Board.  Remembering 
the  earlier  intention  of  your  office,  am  I  not  right  in  suggesting  that 
it  is  well  to  preserve  my  clients,  if  for  no  other  reason  than  that 
they  have  the  spirit,  as  well  as  the  pecuniary  ability,  to  put  upon 
practical  trial  whatever  you  may,  in  the  acquisitions  of  your  wisdom, 
discover  and  recommend  as  likely  to  rid  the  community  from  all 
oifence  in  conducting  the  pursuit  in  which  they  are  engaged  ? 

The  statute  gives  to  this  Board  the  power  to  prohibit,  but  not  to 
regulate,  the  carrying  on  of  the  business  pursued  by  my  clients.    It 
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should  have  authority  to  do  both.  I  am  authorized  by  Mr.  Squire 
to  make  public  a  proposition  which  haa  already  been  communicated 
to  the  petitioners  and  their  counsel.  It  is  this :  That  the  present 
complaint  be  allowed  to  subside  until  the  meeting  of  the  Legisla- 
ture, when  Mr.  Squire  would  unite  with  them  in  urging  the  passage 
of  a  law  conferring  upon  this  Board,  in  addition  to  its  present  au- 
thority, the  power  to  regulate  the  business  of  slaughtering,  and  to 
prescribe  the  manner  in  which  it  shall  be  conducted.  I  regret  to 
say  that  this  proposition  has  not  been  accepted ;  but  we  are  in  the 
season  when  any  oflTence  to  the  community,  real  or  fancied,  is  sus- 
pended by  the  cold  weather.  Nobody  can  be  harmed  by  a  little 
delay  in  the  proceedings  before  you ;  and  I  understand,  from  the 
opening  argument  of  their  counsel,  that  the  petitioners  do  not  ask 
for  the  immediate  suppression  of  our  business. 

I  thought  I  perceived,  during  the  presentation  of  the  complainants' 
case,  an  attempt  to  convict  my  clients  of  a  violation  of  the  Lord's 
day ;  but  the  examination  of  Mr.  Squire,  who  is  a  thorough  and 
practical  Christian,  put  an  end  to  this  suggestion.  The  works  are 
never  run  on  Sunday,  except  in  times  of  necessity  (which  the  law 
upholds),  as  when  the  comfort  and  convenience  of  the  community 
demand,  occurring  chiefly  during  warm  weather.  The  milkman 
must  follow  his  route  on  Sunday  as  well  as  on  week-days.  So  the 
early  Monday  m)[irket  for  fresh  meat  must  be  supplied. 

Comprehensive  remedies,  not  limited  to  one  spot  or  a  local  trouble, 
but  governing  all  related  areas,  must  be  applied.  Too  much,  here- 
tofore, of  misleading  has  arisen  from  the  accidental  circumstance 
that  upon  the  borders  of  Miller's  Eiver  was  located  a  particular  in- 
dustry. It  was  not  unnatural  that  the  unskilled  observation  of  the 
neighborhood  should  trace  the  difficulty  to  this  source.  It  belongs 
to  this  Board, —  and,  pardon  me  for  saying,  to  opportunities  like  the 
present,  —  to  draw  attention  to  that  overshadowing  cause  of  attack, 
which  every  fresh  investigation  brings  more  clearly  into  the  light, 
as  threatening  the  health  of  Boston  and  its  vicinity. 

Allow  me  further  to  suggest  that  the  broad  office  of  this  Board  — 
the  felt  need  which  called  it  into  being  —  presents  wider  reaches 
than  any  isolated  case  can  furnish.  I  very  much  regret  that  what 
was  known  as  the  "  Codman  Bill,"  reported  from  the  Committee  on 
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Water  Supply  and  Drainage  last  winter,  failed  to  receive  the  sanc- 
tion of  the  Legislature.    It  provided  for  the  appointment  of  a  comr 
mission,  to  consider  and  report  to  the  Legislature  a  plan  for  the 
sewerage,  water  supply,  and  grade  of  highways,  in  Boston,  and  a 
territory  of  ten  miles  beyond  the  city.    The  bill  was  cordially  sup- 
ported by  Mr.  Squire,  who  employed  counsel  in  its  behalf.     As  the 
law  now  stands,  each  town  and  city  must  find  the  outlets  of  its  sewers 
within  its  own  territory.     The  suburbs  of  Boston  have  not  become 
very  populous,  but  public  attention  has  been  arrested  by  the  fact  that 
this  limitation  is  not  only  absurd,  but  dangerous  to  the  neighboring 
communities.     This  matter  has  already  attracted  the  attention  and 
censure  of  this  Board.    The  towns  of  Woburn  and  Winchester  drain 
into  a  pond,  the  source  of  the  river  which  supplies  Charlestown, 
Chelsea,  Somerville,  and  East  Boston,  and  will  soon,  probably,  sup- 
ply the  city  proper,  with  water.    The  positive  present  need  of  Boston, 
the  limits  of  which  have  already  crossed  Charles  Eiver,  is  an  adequate 
realization  of  the  growing  needs  of  a  great  community,  —  situated 
upon  the  sea,  —  for  that  system  of  sewers  which,  while  meeting  the 
conveniences  and  necessities  of  the  shore,  shall  offer  the  least  pos- 
sible obstruction  to  the  ocean  paths  that  lead  to  the  wharves  and 
make  the  commercial  importance  of  the  city. 

It  is  not  difficult  to  anticipate  the  general  direction,  so  far  as 
sewerage  is  concerned,  which  an  inquiry  like  that  contemplated  by 
Colonel  Codman's  bill  would  demand.  For  both  shores  of  Charles 
Eiver,  meeting  in  their  passage  to  the  harbor  Miller's  Eiver  and  the 
Mystic,  there  must  be  relief.  A  system  of  discharge,  for  the  east 
and  west  shores  alike,  must  be  devised.  It  must  intercept  and 
gather  all  which  now  finds  its  way  into  the  rivers,  so  as  to  convey 
it,  and  all  of  the  sewage  from  both  shores,  far  into  the  strong  tidal 
currents,  so  that  the  flood  will  bear,  substantially,  nothing  back. 
Otherwise,  and  under  present  circumstances,  it  is  only  a  question  of 
time  >vhen  the  city  of  Boston,  and  particularly  its  western  shore, 
overlooking  the  Charles,  shall  become  positively  uninhabitable. 
Advance,  I  pray  you,  guardians  of  the  public  health,  the  thought  of 
the  community  to  what  is  within  easy,  and  not  remote,  contempla- 
tion in  these  respects.  Continue  the  investigation  and  thought 
upon  the  sewage  problem,  begun  with  such  ability  in  the  admirable 
paper  contributed  by  Dr.  Derby  and  Professor  Nichols  to  your  Be- 
port  for  this  year. 
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Do  us  the  justice  to  remember  that  the  Squire  establishment  is 
on  trial,  singly  and  alone,  and  for  its  own  faults  only.  An  artful 
d^ign  of  our  opponents,  in  bringing  before  you  nine  separate  com- 
plainte  in  a  bunch,  was,  undoubtedly,  to  link  the  best  and  the  worst 
together  in  the  district  within  which  all  were  located.  At  our  ear- 
liest opportunity  we  objected  to  this  congregation,  and  claimed  the 
right  to  be  tried  separately,  and  to  stand  or  fall  on  the  individual 
merits  of  our  particular  establishment.  We  aim  no  blow  at  others, 
although  we  may  have  suffered  by  and  from  them  ;  but  in  the  early 
summer  Mr.  Squire,  defending  from  unjust  aspersions,  instituted  an 
observation  of  what  was  going  on,  in  general,  upon  the  territory 
where  his  works  are  situated,  —  the  results  of  which  have  been  pre- 
sented to  you.  Let'  me  say  that  this  observation  was  undertaken 
from  no  sentiment  of  ill-will  towaixl  any  one,  but  to  disarm  a  mis- 
directed prejudice,  and  to  enlighten  a  community  as  to  the  true 
sources  of  annoyance  which  exist  independently  of  the  basins  of 
Miller's  Eiver.  It  is  not  for  us  to  pfes  judgment,  nor  would  we,  in 
any  degree,  prejudice  any  man's  defence;  but  we  cannot  suffer 
longer  on  account  of  the  misdeeds  of  others.  It  is  probable  that 
among  the  nine  complaints  simultaneously  filed  before  you,  the  in- 
nocent and  the  guilty  have  been  mingled  together. 

The  long  and  carefully  pursued  investigation  of  Professor  Hors- 
ford,  with  its  conscientious  and  clear  declaration  of  results,  aided  by 
the  determinations  of  Mr.  Merrick,  and  the  studies  and  testimony  of 
Mr.  Avery  (to 'whom  the  inquiry  is  much  indebted),  relieve  me  (as 
they  will  all  be  preserved  in  print  for  your  use)  from  the  labor  of  a 
re-presentation  of  the  conclusions  reached  by  these  eminently  quali- 
fied chemists. 

• 

I  have  preferred,  in  shaping  this  argument,  to  deal  with  the 
broad,  general  questions  which  surround  the  case  and  must  deter- 
mine its  results,  rather  than  to  employ  myself  in  pointing  out  mere 
discrepancies,  follies,  and  contradictions  in  the  testimony  of  the 
petitioners'  witnesses.     If  I  were  disposed  to  do  this,  I  should  not 

• 

spend  a  moment  over  the  attempts  of  local  witnesses  to  distinguish 
one  odor  from  another  in  the  atmosphere  of  this  variously  afflicted  dis- 
trict It  is  sheer  nonsense  for  the  scent  of  the  unscientific  to  essay  that. 
I  am,  however,  greatly  tempted  to  recall  to  your  attention  the  strong, 
consistent,  and  convincing  evidence  which  has  been  brought  forward 
by  the  respondents,  —  covering  every  salient  point  in  the  contro- 
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versy,  by  an  overwhelming  preponderance  of  the  proofs.  I  musti 
banish  the  temptation,  however,  since  the  proper  limits  to  be  as--, 
signed  to  an  argument  on  this  occasion  forbid  any  attempt  at  a^ 
elaborate  review  or  discussion  of  the  voluminous  testimony.  I  hav  ^ 
the  strength,  and  you  have  the  patience,  only  for  results. 

Regarding  the  charge  that  unpleasant  odors  have,  on  various  occa- 
sions,  emanated  from  our  establishment,  to  the  annoyance  of  a  wide 
community,  it  appears  that  in  most,  if  not  of  all,  of  the  special  in- 
stances of  discomfort,  the  wind  has  defended  us  from  the  accusation. 
Tims,  on  the  night  of  the  31st  of  July  it  came  to  our  aid ;  and  I 
should  suppose  that,  on  a  review  of  the  whole  body  of  testimony, 
there  could  be  no  lingering  hope  on  the  part  of  our  oppoDents  of 
maintaining  aught  against  us  in  connection  with  that  night  of  wide- 
spread and  unparalleled  suffering.  Another  potent  fact,  pointing  to 
the  source  from  which  proceeds  the  gas  that  chiefly  troubles  the 
inhabitants^  is  associated  with  Ihe  events  of  the  31st  of  July.  The 
wind  was  from  the  southeast  The  white-painted  buildings  opposite 
the  Squire  establishment,  on  Gore  Street,  preserved  untarnished  sur- 
faces where  exposed  to  influences  from  the  northwest, — showing, 
again,  that  nothing  proceeding  from  that  direction  inflicted  itself 
upon  the  neighborhood  that  night. 

The  lead  papers  exhibited  here,  to  show  slight  traces  of  sulphu- 
retted hydrogen  obtained  within  the  establishment,  afe  insignificant 
guides  to  conclusions  upon  tlie  question  whether  injurious  gases  are 
generated  by  our  works.  Deeper  discolorations  may  be  obtained 
within  any  kitchen,  when  the  roasting,  broiling,  or  even  boiling  of 
meat  is  going  on. 

A  significant  fact  which  challenges  attention,  because  it  demol- 
ishes the  theory  of  the  complainants,  is  that  the  bad  odors  pay  in-  • 
termittent  visits  to  the  inhabitants.  Now,  the  processes  carried  on  in 
our  establishment  have  no  pause.  Day  in  and  day  out,  night  in  and 
night  out,  there  is  like  and  unceasing  occupation  and  movement 
Why,  then,  do  not  the  inhabitants  get  the  odor  every  night  or  every 
day  ?  Our  opponents  tell  you  that  the  direction  of  the  wind  makes 
no  difference.  Witnesses  say  that  they  have  perceived  the  odors 
when  approaching  the  establishment  from  the  direction  in  which 
the  wind  was  moving,  and  that  the  smell  was  stronger  at  a  consider- 
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able  distance  from  the  works  than  under  their  very  walls.  They 
also  claim  that  on  occasions  when  there  is  no  wind  the  odor  is  per- 
ceptible miles  away  from  ns,  though  not  observable  at  all,  or  not  as 
strong,  near  to  the  establishment,  —  which  seems  an  absurd  state- 
ment. (By  the  way,  if  it  be  true  that  the  odors  travel  long  dis- 
tances, and  are  not  perceived  near  by,  it  would  be  better  to  have 
the  rendering  establishments  located  in  close  neighborhoods,  rather 
than  on  their  outskirts.)  They  further  pretend  that  when  no  im- 
pleasant  odor  from  the  rendering  vessels  can  be  detected  inside  of 
the  works,  the  outside  atmosphere  is  tainted  from  them.  Now,  if 
these  things  be  true,  the  like  cause  sliould  produce  the  like 
result  The  machinery  of  our  business  is  never  idle.  That  this 
establishment  is  not  guilty  of  discharging  foul  odors  into  the  air  is 
proved  by  the  fact  that  they  are  not  always  present  in  it.  What- 
ever impurities,  not  wholly  traceable  to  the  foul  marshes  and  basins, 
enter  into  the  atmosphere  and  are  perceived  at  times,  it  is  reasonable 
to  believe  are  chargeable  to  the  grease-boiling  places,  whose  ket- 
tles are  not  constantly  heated,  and  whose  fires  are  lighted  only  at 
times  wlien  a  sufficient  quantity  of  material  has  accumulated  to  fill 
the  kettles.  Here  is  disclosed  a  sensible  and  trustworthy  solution, 
from  coincident  facts.  Our  processes  are  constant ;  the  odor  is  in- 
constant. The  grease-boiling  is  intermittent ;  the  odor  is  intermit- 
tent. Add  to  these  facts  the  furtlier  circumstance,  that  the  odor  is 
perceived  chiefly  at  night,  and  the  grease-boiling  is  mainly  done  in 
the  night.  There  is  no  "moving  of  gases  against  the  wind,"  or 
other  nonsense,  about  this  explanation.  Instead  of  leaning  for  sup- 
port on  shallow  improbabilities,  it  plants  itself  upon  common-sense. 

No  one  should  be  condemned  for  a  momentary  misfortune,  —  an 
accident.  Your  inquiry  is  concerned  with  ordinary  procedures  and 
effects.  Because  during  the  evening  of  the  31st  of  July  there  was 
a  slight  escape  of  gas,  all  traces  of  which  disappeared  in  ten  or  fifteen 
minutes,  and  which  was  caused  by  the  water  in  the  condenser  be- 
coming heated,  it  would  be  both  ridiculous  and  unjust  to  condemn  a 
piece  of  machinery,  then  on  its  first  trial,  and  which  has  since  per- 
formed its  office  with  unvarying  success.  A  similar  accident  might 
occur  at  the  BTh^hton  abattoir ;  but  should  the  abattoir,  theretoTe, 
be  denounced  as  a  failure  and  a  nuisance  ?  If  a  main  sewer,  built 
in  the  made  land  of  the  Back  Bay,  breaks  away  because  of  unequal 
settling  of  the  soil,  or  if  houses  in  the  neighborhood  are  troubled 

36 
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with  bad  air  from  tha  sewen  by  reaaon  of  imperfect  trapa,  ahall  the 
sewer  system  itself  be  condemned  ? 

Allow  me  to  suggest  that  our  particular  business  has  incieased,  in 
tiiis  vicinity,  faster  than  the  attention  of  scientific  men  has  been 
directed  to  methods  for  conducting  it  in  a  safe  and  unobjectionable 
manner.  Mr.  Squire  is  alert  and  submissive..  He  is  receptive;  and 
the  record  shows  that  he  welcomes  and  adopts  every  sound  sugges- 
tion of  improvement  Unless  it  is  proposed  to  sweep  away  wholly 
this  business  from  Massachusetts,  let  him  stand,  as  an  example  to 
all  others,  engaged  in  a  business  in  the  conduct  of  which  there  must 
be  a  compromise  between  individual  profit  and  the  public  welfare. 

Everything  cannot  be  accomplished  in  a  moment,  and  it  is  only  fair 
and  just  to  await  the  development  of  well-intended  and  vigorously 
pursued  efforts,  which  are  built  upon  the  best  attainable  advice  and 
instruction.     I  am  happy  to  find  this  position  indorsed  by  the  State 
Board  of  Health,  in  their  Eeport  for  1872,  from  which  I  quote  these 
considerate  and  sensible  words  :  '*  Such  changes  "  [referring  to  the 
concentration  of  the  slaughtering  of  cattle  and  sheep  at  the  new 
abattoir  in  Brighton]  "  cannot  be  made  in  a  moment.     They  require 
deliberation ;  a  regard  for  the  rights  of  property,  and  a  careful  con- 
sideration of  many  details  of  construction." 

The  latest  judgment  of  the  Metropolitan  Board  of  Public  Works 
in  London  —  the  healthiest  city  in  the  world  —  condenms  the  abat- 
tair,  borrowed  from  France,  and  declares  that  the  1,687  slaughter- 
houses of  that  city  had  better,  for  sanitary  reasons,  be  conducted 
separately. 

The  mention  of  the  abattoir  at  Brighton  reminds  me  that  I  should 
allude  to  the  difficulti^  that  met  us  upon  the  suggestion  made  by 
the  State  Board  of  Health  at  our  preliminary  appearance  to  answer 
the  complainants'  charges.  The  slaughtering  of  swine  being  a  busi- 
ness not  intended,  like  that  of  the  slaughtering  of  cattle  and  sheep, 
to  supply  merely  a  local  demand  for  fresh  meat,  but  having  a  vast 
foreign  and  domestic  market,  its  magnitude,  Uone,  renders  it  im- 
practicable to  concentrate  the  business  in  a  single  establishment 
Mr.  Squire's  works,  of  themselves,  are  twice  as  large  as  the  abattoir. 
The  other  legitimate  establishments  (North's,  the  Boynton  Packing 
Company's,  and  Lincoln  and  Chamberlain's),  combined,  equal  the 
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Squire  works ;  so  that  our  union  would  make  an  establishment,  at 
present,  four  times  as  large  as  the  abattoir  at  Brighton.  Now,  we 
of  this  particular  establishment  have  learned  that  public  suspicion 
and  condemnation  bear  an  intimate  relation  to  the  size  and  magni- 
tude of  these  establishments.  Because  of  their  extent,  Mr.  Squire's 
works  have  borne  the  brunt  of  the  common  battle  of  the  business 
for  existence.  Because  his  establishment  is  larger  than  any  other, 
the  petitioners  put  it  in  the  front.  Hoping  to  taint  it  by  associ- 
ation, they  involve  with  it,  in  filing  petitions,  the  humblest  grease- 
boiler  in  the  district.  Knowing  well  that  if  they  can  obtain  your 
judgment  against  it,  they  can  easily  sweep  the  whole  district,  they 
force  us  first  to  trial.  Thus  to-day,  as  in  the  previous  history  of 
this  trouble,  the  contest  falls  primarily  upon  us.  We  welcome  the 
situation,  —  with  its  just  limitations.  Full  well  they  know  that  our 
establishment  is  ruled  and  conducted  by  men  best  equipped  to  try 
the  question,  —  and  here  you  have  it  in  its  length  and  breadth,  — 
whether  this  business,  adopting  into  its  processes,  regardless  of  cost, 
the  best  and  freshest  achievements  of  scientific  direction,  shall  live 
anywhere  in  Massachusetts  ? 

Let  science  do  its  best,  there  will  always  be  complaints  and  com- 
plainants. It  would  be  very  easy  to  bring  before  this  Board  twice 
as  many  persons  from  Old  Cambridge  as  the  petitioners  in  this  case 
have  produced  from  East  Cambridge,  to  testify  to  you  that  the 
Brighton  abattoir  —  the  child  of  your  creation  and  care  —  brings 
intolerable  odors  and  offence  to  their  dwellings.  The  local  news- 
papers of  Cambridge  were  filled  last  summer  with  this  accusation. 
The  writers  were  positive  as  to  the  direction  of  the  wind ;  and  some 
of  them  claimed  to  have  followed  the  odors  to  their  source,  —  the 
abattoir.  It  is  probable  that  these  odors  did  not  proceed  from  the 
'  abattoir  at  all,  but  came  from  the  small  slaughter-houses  in  its 
neighborhood.  Size  frightens  the  public.  Thus  to  the  Squire  estab- 
lishment, because  of  its  magnitude,  are  falsely  attributed  th»  odors 
arising  from  the  uncleanly  grease-boiling  places  located  around  it 

It  is  my  duty,  in  this  connection,  to  attract  your  attention  to 
another  embarrassment,  forbidding  the  removal  of  our  business, 
which  interests  the  purchasing  community  quite  as  much  as  our- 
selves. If,  abandoning  our  present  well-chosen  location,  we  were 
to  retire  to  a  greater  distance  from  the  point  of  local  distribution,  we 
should  not  only  sink  a  half-million  dollars  invested  in  our  buildings, 
but  the  consumers  of  our  products  must  be  charged  with  an  increase 
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in  the  price  of  meat  sufficient  to  make  good  to  ns  the  additional 
cost  of  transportation,  which  would  amount  to  9  25,000  a  year  for 
each  mile  of  the  distance  of  our  retirement  from  the  metropolis. 

Where,  I  pray  you,  shall  this  business  be  conducted,  if  it  is  to  be 
kept  for  the  commercial  benefit  of  Boston,  and  in  the  interest  of 
cheap  meats  in  the  neighborhood  ?  Such  an  establishment  cannot 
be  located,  afresh,  in  any  place  containing  four  thousand  inhab- 
itants, without  leave  of  the  local  authorities.  It  cannot  exLst 
in  any  such  new  locality  without  liability  to  encounter  a  petition 
to  this  Board  for  its  suppression,  like  that  to  which  we  now  respond. 
It  is,  therefore,  a  simple  question  of  abolishment  from  the  Common- 
wealth. 

Well,  gentlemen,  look  at  the  spot  and  its  surroundings  where  we 
now  are  located.     Trace  its  history.     You  find  it  has  been  devoted 
to  a  similar  business  for  a  period  stretching  beyond  the  recollection 
of  most  men  now  living ;  you  see  that  the  lines  of  railroad  com- 
munication necessary  for  its  continuance,  both  for  the  reception  of 
the  live  animals  from  the  West,  and  the  transmission  of  the  product, 
alike  for  foreign  shipment  and  domestic  distribution,  conveniently 
centre  there.     I  need  hardly  allude  to  the  ancient  slaughter-house, 
soap-boiling,  and  tallow-chandler^s  &hop  of  the  Winchesters.    I  sup- 
pose that  the  fact  of  their  having  taken  possession  of  this  particular 
spot  led  the  glass  manufacture  to  resort  there.     One  thing  is  abso- 
lutely certain,  that  for  three  generations  trades,  recognized  as  offen- 
sive in  a  measure,  have  planted  themselves  upon  this  spot     Low 
and  marsh  ground  for  the  most  part,  it  was  not  inconsiderately 
chosen.    Intelligent  citizens  have  deserted  it  as  a  place  of  residence, 
year  by  year.     No  ties  of  homestead  can  resist  business  develop- 
ments  and  aggression,  as   the   history  of  Boston  changes  shows. 
Unless  Mr.  Munroe's  idea  is  to  prevail,  that  no  slaughter-house, 
however  well  furnished  and  conducted,  is  to  exist,  unless  it  is  sur- 
roundefl  by  a  square  mile  of  uninhabited  land,  it  is  difficult  to  con- 
ceive of  a  better  present  and  prospective  situation  for  the  Squire 
establishment  than  that  which  it  now  occupies.     If  we  were  driven 
to  a  barren  waste,  a  close  neigliborhood  would  rapidly  spring  up 
around  us.     The  workmen  must  live  near  their  work.     Then  the 
physician  and  apothecary,  the   grocer,  butcher,  baker,  and  tailor, 
would  come.     The  school  and  the  teaclier,  the  church  and  the  cler- 
gyman, and  all  the  belongings  of  social  life,  would  follow.    We 
should  make  a  very  respectable  village  at  the  start     There  are 
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fourteen  hundred  men  employed  in  these  establishments,  repre- 
senting a  population  of,  say,  seven  thousand  persons.  Observe  the 
proportion  between  this  population,  located  where  these  establish- 
ments now  .are,  and  the  total  number  of  inhabitants  in  East  Cam- 
bridge, —  namely,  nine  thousand.  We  did  not  come  to  this  popu- 
lation ;  it  has  come  to  us.  Isolation  for  this  business  from  populous 
neighborhoods  is  impracticable. 

Now  I  have  to  submit  to  you  that  it  has  already  become  a  sub- 
stantial fact,  that  the  belt  of  territory  in  Cambridgeport  and  East 
Cambridge,  eastward  of  a  line  drawn  three  hundred  or  five  hundred 
feet  west  of  the  Grand  Junction  Branch  of  the  Boston  and  Albany 
Eailroad,  and  between  Charles  and  Miller's  Eivers,  must  be  sur- 
rendered to  factories  and  business.  Lines  of  intercommunication 
settle  these  questions.  Lying  between  land  and  water  transporta- 
tion, this  territory  has  been,  and  must  continue  to  be,  seized  upon 
by  business.  Nature  and  art  have  combined  to  make  it  a  site  for 
business.  The  assessors*  books  show  that  the  valuation  of  East 
Cambridge  has  nearly  doubled  within  the  last  five  years,  having 
risen  to  $9,656,480,  —  of  which  about  $4,500,000  is  represented  by 
manufactures  and  other  branches  of  business,  —  while  that  part  of 
Cambridgeport,  lying  within  the  belt  described,  is  almost  wholly  de- 
voted to  similar  occupation.  Mark,  also,  the  wonderful  increase  in 
population  and  valuation  of  Somerville.  Its  population  in  ten 
years,  from  1860  to  1870,  was  doubled,  while  its  valuation  has  risen 
from  $12,590,900,  in  1870,  to  $29,643,100,  in  1873,— -a  gain  in 
three  years  of  over  one  hundred  per  centum. 

Slaughter-houses  exist  in  all  large  cities  —  in  London,  Paris,  and 
New  York — in  densely  populated  neighborhoods.  What,  that  is 
peculiar  to  Boston,  should  drive  these  industries  hence?  Why, 
especially,  strike  down  the  one  establishment  which  I  represent, 
located  in  this  suitable  suburban  place,  and  confessedly  the  rival 
of  any  other  in  the  world  ? 

Your  authority  is  a  broad  one.  If  the  "  health,  comfort,  and  con- 
venience''  of  the  inhabitants  require,  you  may  exterminate  the 
business  in  which  we  are  engaged.  But  a  power  as  ample  existed 
in  the  local  boards  of  health  before  your  establishment  Do  I  read 
the  law  incorrectly,  in  inferring  that  the  Legislature  in  creating  this 
Board,  with  its  greater  and  more  comprehensive  powers,  contem- 
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plated  a  broader  view  and  judgment  upcm  the  subject  ?  K  a  local 
board,  onder  the  law,  makes  investigation,  it  can  have  in  view  only 
the  "  health,  comfort,  and  convenience "  of  the  limited  ccHnmunitj' 
for  which  it  acts,  and  whose  interests  only  are  its  ocmcem.  It  can- 
not legislate  beyond  town  lines ;  bat  the  Si4Mte  Board  of  Health  sor- 
Teys  all  Massachnsetts.  Its  ample  oomnussion  brings  not  only  the 
health  of  a  limited  community,  but  the  health,  comfort^  and  con- 
venience of  the  whole  people,  into  its  vision.  Tes,  and  beyond  this, 
it  summons  into  view  all  that  relates  to  the  well-being  and  pros- 
perity of  the  whole  people,  and  the  broad  and  general  interest  of  alL 
It  is  in  the  light  and  elevation  of  this  aspect  of  your  duties  that 
Boston  —  so  largely  contributing  to  produce  the  distinction  of  the 
State  —  caUs  upon  you,  in  this  investigation,  not  to  be  deaf  to  the 
appeal  of  commerce. 

The  "  comfort  and  convenience  "  of  all  the  inhabitants  of  Massa- 
chusetts do  not  require  the  total  suppression  and  abolition  of  this 
business,  —  certainly  not  in  an  establishment  conducted  as  ours  is. 
If  it  makes  a  limited  neighborhood  a  less  agreeable  place  of  resi- 
dence, let  those  who  suffer  betake  themselves  away  from  it  This 
is  no  great  hardship.  Business  is  inexorabla  It  is  pleasant  to  live 
upon  an  ancestral  estate  ;  but  the  "  North  End  "  is  no  longer  the 
court  end  of  Boston,  as  it  was  in  the  days  of  our  grandfathers.  The 
descended  home-attachments  of  East  Cambridge  were  long  since 
doomed.  Trade  will  have  the  water-front.  Mr.  Soule  was  right  in 
removing  his  family  outside  of  the  line  of  encroachment  Hundreds 
of  sagacious  citizens  had  preceded  him.  The  Eev.  Mr.  McDaniel 
was  right  when  he  said,  if  the  advance  of  business  made  his  home 
disagreeable,  he  must  retire  his  home  from  its  lines.  But  some  peo- 
ple must  remain  there.  They  are  fast  being  reduced  to  that  class 
whose  employments  require  them  to  sacrifice  to  their  situation  veiy 
many  desired  comforts.  There  are  many  useful  and  necessary  caU- 
ings,  pursued  for  the  benefit  of  the  whole  commimity,  that  diminish 
the  pleasures  of  life  to  those  who  keep  them  in  motion.  But  from 
this  locality  there  comes  not  to  you,  from  this  class,  a  single  voice 
against  us.  Nevertheless,  you  are  to  consider  them  as  wfthiu  your 
care. 

There  remains,  therefore,  this  question :  Does  the  "  public  health " 
demand  the  suppression  of  the  Squire  establishment  ?  Our  oppo- 
nents have  exhausted  every  available  resource  upon  this  inquiry. 
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The  end  of  it  all  is,  that  they  have  failed  to  show,  in  the  feeblest 
woman  or  child  in  East  Cambridge,  a  case  of  suffering  which  pro* 
dnced  anything  more  than  nausea  (vomiting  in  rare  instances),  or  a 
slight  irritation  of  the  throat.  In  no  single  case  was  a  physician's 
attendance  ever  summoned.  They  made  a  public  appeal  by  resolu- 
tion, printed  and  circulated,  for  testimony ;  and  this  is  the  result 
In  practical  contradiction  of  the  notion  that  the  business  pursued  in 
our  establishment  is  detrimental  to  health,  the  condition  of  Mr. 
Squire's  men  and  their  families  is  a  living,  present,  overwhelming 
witness.  I  remember  that  at  the  Cambridge  hearing,  last  year, 
these  same  complainants  called  several  local  physicians,  in  the  hope 
of  showing  that  the  odors  from  the  Squire  establishment  produced 
fevers  in  the  neighborhood.  The  absence  of  these  gentlemen  and 
of  this  accusation,  at  the  present  trial,  is  very  significant.  It  is 
bfiurely  possible  that  it  may  be  traceable,  in  a  degree,  to  the  circum- 
stance that  before  that  former  hearing  closed  some  attention,  in  be- 
half of  Mr.  Squire,  was  drawn  to  the  fact  that  fffoefr  poisons  are  ituh 
dorons.  The  origin  of  fever  is  still  held,  I  believe,  by  the  highest 
medical  authorities,  to  be  shrouded  in  mystery.  Various  theories 
upon  this  subject  have  had  their  day,  and  perished. 

If  credit  is  to  be  given  to  the  B^istration  Reports  of  Massachu- 
setts, the  business  of  slaughtering  animals  does  not  tend  to  increase 
the  death-rate  in  the  communities  where  it  is  located.  The  butchers 
—  like  the  cooks  in  our  kitchens,  living  in  the  midst  of  odors  similar 
to  those  prevailing,  in  a  less  degree,  from  lard-rendering  in  the 
Squire  works  —  are  noted  for  health  and  longevity.  From  the 
Eleventh  Registration  Report  is  compiled  the  following  table,  which 
presents  the  returns  of  four  years,  1849  - 1862,  inclusive :  — 

De^  —  Four  Tears  —  1S49  - 1852. 
TownB.  InhaMtaali.  Artngeagt  oTdaatk. 

Brighton 2,356  23.02  jean. 

Brookline  .        .        .        .        .        .  .  2,516  21.95  '< 

Cambridge 15,215  21.91  ** 

Charlestown        .     •  .        .        .        .  17,216  21.14  *< 

Lowell 83,383  19.72  " 

Natick 2,744  21.12  « 

Boston 136,181  20.36  ^ 

ChebeA 6,701  17.87  " 

• 

This  table  represents  a  period  anterior  to  the  introduction  of  the 
swine-slaughtering  and  rendering  business,  at  present  conducted 
upon  the  shores  of  Miller's  River.    From  it  we  find  that  Cambridge, 
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• 

without  slaughter-houses  and  with  drainage,  was  less  healthy  than 
Brighton,  with  slaughter-houses  and  no  drainage.  It  also  appears 
that  in  the  town  of  Brookline,  exempt  from  slaughter-houses,  the 
average  duration  of  life  was  less  than  that  in  the  contiguous  town  of 
Brighton.  A  further  noticeable  fact  is,  that  in  the  town  of  Chelsea, 
also  without  slaughter-houses,  but  largely  composed  of  marsh-land, 
the  average  age  at  death  was  17.87  years,  while  in  Brighton  it  was 
23.02. 

Further  reference  to  the  same  Beport  may  be  useful  It  affords 
these  facts :  — 

PopnlAtSoB.  JktJOm,  DmOk-nib^ 

Cambridge 15,215  1,541  1  in  89^ 

Brookline 2,516  185  1  in  54^ 

Brighton 2,856  148  1  in  66 

It  thus  appears  that  during  these  years  Cambridge  had  an  annual 
death-rate  of  more  than  one  in  forty,  while  Brighton  had  a  death- 
rate  of  less  than  one  in  sixty-six.  Of  the  land  within  the  limits  of 
East  Cambridge,  from  60  to  75  per  cent  is  marsh. 

The  eminent  ParerU-Ihichatelet,  in  a  work  on  Public  Hygiene, 
published  in  Paris  in  1836,  gives  the  results  of  personal  observation, 
together  with  facts  collected  from  public  and  other  sources.  From 
this  work  it  appears  that  the  men  and  women  employed  in  the 
knackers*  yards  at  Montfaucon,  in  skinning  and  cutting  up  dead 
horses,  are  healthy  and  long-lived,  even  where  the  animals  have  died 
of  diseases  that  would  have  poisoned  persons  employed  in  the  care 
of  them  while  alive.  The  tanners  who  dress  the  skins  of  the  horses 
are  not  affected  by  the  diseases  of  which  they  died.  During  the 
cholera,  in  Petite- Villette,  bordering  on  Montfaucon,  the  mortality 
was  one  in  sixty-nine;  while  in  Grand- Villette,  which  is  distant  • 
from  it,  one  in  sixty  died  of  the  disease.  Not  one  man  in  the  knack- 
ers' yards  died,  and  not  one  was  sick. 

It  is  believed  that  decaying  vegetable,  not  animal,  matter  occa- 
sions disease. 

I  submit  that  a  just  and  reasonable  interpretation  of  the  statute 
applicable  to  the  present  inquiry  does  not  call  for  the  suppression 
of  the  Squire  establishment,  unless  •  its  continuance  is  proved  to  be 
injurious  to  the  health  of  the  inhabitants.  If  only  offensive  to  the 
sense  of  smell,  it  is  not  to  be  crushed.  It  stands  upon  the  same 
basis  with  many  other  things  not  altogether  agreeable,  but  whose 
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existence,  instead  of  being  against  the  "  comfort  and  convenience  " 
of  the  community,  is  essential  to  its  sustenance.  The  slaughter- 
Louse  is  necessary,  —  for  the  people  must  have  food.  Gas-works 
are  offensive,  —  but  the  people  must  have  light.  The  gathering  and 
carting  of  garbage  and  swill  in  the  streets  of  Boston  is  an  offence 
to  all  passers-by,  infinitely  greater-  than  the  transporting  of  any  part 
of  the  refuse  of  slaughter-houses  can  occasion  (indeed,  the  lat- 
ter can  give  no  offence  at  all  when  conducted  in  air-tight  w^agons), — 
but  the  refuse  from  dwellings  and  shops  must  be  removed  from  the 
city.  Horae-car  stables  are  not  agreeable, —^  yet  they  must  be 
located  among  the  people  who  make  use  of  this  mode  of  travel 
Even  school-houses  are  so  objectionable  that,  in  order  to  secure  land 
in  eligible  locations  for  them,  it  has  been  found  necessary  to  confer 
upon  the  local  authorities  the  power  of  eminent  domain. 

The  history  of  Miller's  River  is  the  history  of  the  shores  of 
Boston  and  its  neighborhood.  That  river,  like  (Jie  Charles,  was 
formerly  pure.  The  discharges  from  the  sewers,  and  the  slaugh- 
ter-house contributions  in  unenlightened  days,  aided  by  artificial 
changes  of  the  natural  shores  and  the  increase  of  population,  have 
turned  Miller's  River  into  a  series  of  foul,  precipitating  catch-basins. 
Not  very  much  attention  was  attracted  to  the  change  from  whole- 
someness  to  impurity  until  the  summer  of  1871,  when  an  expedient 
was  tried  by  the  city  government  of  Cambridge  to  relieve  the  sit- 
uation. This  effort,  unhappily,  only  served  to  render  matters  worse 
than  they  had  been  before.  It  was  the  construction  of  a  dam,  four 
or  five  feet  in  height,  at  the  Bridge  Street  crossing.  Now  water- 
filling  and  water-flooding  are  two  very  different  things.  Of  course 
the  effect  of  the  filling,  created  by  the  dam,  was  to  increase  the 
settling  character  of  all  the  basins  above  Bridge  Street.  The  trial 
of  this  experiment,  during  three  summer  weeks,  awakened  the  op- 
position of  Somerville,  and  induced  the  removal  of  the  dam  by 
Cambridge.  It  never,  however,  was  thoroughly  removed,  and  the 
influence  of  the  experiment  yet  lingers.  It  left  permanent  effects, 
in  a  largely  increased  deposit  upon  the  bed  of  the  basin.  Of  course, 
this  must  have  been  the  result,  for  the  influence  of  the  ebb  tide  in 
bearing  oceanward  the  more  solid  and  heavier  contributions  to  the 
water,  to  be  retired  with  the  last  half  of  the  ebb,  was  wholly  lost. 
Hitherto,  but  slight  attention  to  the  gathering  impurities  in  the 
river-beds  had  been  excited.     But  presently,  and  as  the  immediate 
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fruit  of  this  mistake,  public  apprehension  was  awakened,  and  it  has 
been  since  engaged  in  an  effort  to  trace  and  detect  the  source  of  the 
atmospheric  affliction  from  which  the  community  suffers. 

As  long  as  the  question  of  the  treatment  to  be  applied  for  the 
cure  of  the  evil  in  the  river-beds  was  a  matter  of  controversy,  thee 
was  much  excitement  in  the  community  and  denunciation  of  all 
suspected  causes  of  the  grievanca  But  men,  not  inflamed  by  past 
relations  to  the  contest,  —  such  as  former  mayors  of  Cambridge; 
the  present  mayors  of  both  Cambridge  and  Somerville ;  nearly  every 
member  of  the  pres*ent  Board  of  Aldermen  of  Cambridge ;  represent- 
atives in  both  Hou&es  of  the  Legislature ;  the  late  city  solicitory  Mr. 
Parker,  together  with  other  prominent  citizens,  —  have  the  good 
sense  to  bow  to  the  advice  of  the  Joint  Commission,  and  the  equi^ 
to  wait  for  its  results.  There  is  no  present  commotion  in  Cambridge 
and  Somerville  over  the  vexed  "  Miller's  River  nuisance."  There  is 
a  very  hopeful  attention  directed  toward  the  progress  and  results 
of  the  methods  suggested  by  this  Board,  and  enforced  by  the  Legis- 
lature, for  the  extermination  of  the  nuisance.  Public  expectation 
rests  confidently  in  the  belief  that  the  filling  of  the  basins,  and  the 
providing  of  the  grand  sewer,  will  cure  past  and  lingerii^  evils  in 
the  district    So  much  for  a  locality. 

Continuing  the  contemplation  of  purely  sanitary  observations, 
jrou  find  us  employed,  with  constant  and  liberal  efforts,  to  reUeve 
the  reasonable  objections  of  the  community ;  having  every  wish  for, 
and  interest  in,  its  prosperity  and  comfort  But  attention  directed 
toward  our  particular  establishment — quieted  by  the  fact  that  if 
any  similar  business  can  exist  in  any  available  situation  in  Massa- 
chusetts, we  ought  not  to  be,  at  present,  disturbed  —  is  led  forward 
to  the  ever-pressing  inquiry,  how  the  reconciliation,  through  the 
efforts  of  scientific  men,  of  these  commercial  interests  and  the  pub- 
lic comfort  can  be  solved  and  accomplished. 

The  contemplation  of  the  removal  from  Boston  to  the  West  of 
the  hog-slaughtering  business  leads  us  to  consider  what  such  a  step 
would  cost  this  community.  The  first  effect  which  summons  itseH 
to  attention,  is  the  immediate  promise  of  a  hard  winter,  with  low 
wages,  and  a  curtailed  employment  of  the  laboring  class.  To  them, 
as  to  all  consumers,  it  would  mean  and  be  an  increase,  in  our  local 
markets,  of  at  least  four  centsr  a  pound  in  the  price  of  pork,  —  Ae 
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staple  meat  consumed  by  them.  It  would  advanoe  the  price  of  beef 
and  mutton,  also,  in  the  same  ratio,  in  this  neighborhood.  Pork, 
every  practical  dealer  in  provisions  knows,  r^ulates  the  price  of  all 
animal  food.  The  farmer  and  stock-raiser  in  Maine  and  Vermont, 
or  in  the  West,  will  tell  you  this.  They,  outside  of  your  jurisdic- 
tion, watch,  Hke  the  near  neighborhood,  what  is  in  progress  here. 

I  presume  that  the  Board  are  in  agreement  with  Dr.  John  Simon, 
—  the  first  sanitarian  in  England,  —  who,  in  his  testimony  before 
the  Parliamentary  Commission,  lately  said  :  "  It  is  of  great  impor- 
tance for  the  happiness  and  for  the  health  of  a  community,  that 
&6sh  meat  should  be  easily  obtained,  and  as  cheap  as  possible." 

It  may  be  said  that  these  are  exceptional  times ;  but  the  leap  is 
easy  to  permanent  commercial  effects  upon  Boston.  Time  was  when 
Boston,  under  the  enterprise  and  guidance  of  her  early  merchants, 
held  up  her  head  ii^  bold  and  lofty  contest  for  the  commercial 
supremacy  of  the  Americ€m  shore  of  the  Atlantic.  To  remind  you 
of  th^  disastrous  results  to  the  commercial  prosperity  of  Boston, 
which  may  flow  from  ill-advised  measures,  let  me  caU  to  your  atten- 
tion the  tax  upon  sales  by  auction,  which,  on  its  adoption  about 
thirty  years  ago,  drove  away  to  New  York  our  trade  with  China, 
which  had  been  the  pride  and  support  of  the  commerce  of  Boston. 
Then  followed  a  period  of  decline  and  despondency,  and  New  York 
advanced  to  what  seemed  to  be  a  settled  and  permanent  obscuration 
of  Boston.  We  lost  the  English  steamers.  Imports  took  the  lead 
of  exports.  All  was  in  decline.  Many  were  they  wh6  predicted 
that  the  acme  of  Boston  prosperity  had  been  reached  and  passed. 
But  there  came  a  fresh  impulse  from  an  unanticipated  quarter.  Mr. 
Squire  started  his  business  upon  the  banks  of  Miller^s  River,  and 
others  followed  him.  Finally  the  business  attracted  the  attention 
of  the  Cunard  line.  Boston  smarted  under  the  withdrawal  of  steam 
communication  with  Europe.  Investigation  was  had.  The  fresh 
impulse  given  by  this  business  to  the  port  of  Boston  won  the  steam- 
ships back.  They  stay  or  go,  according  a^  it  continues  or  perishes, 
Mnder  your  order, 

I  venture  to  say  that  no  proposition  to  extinguish  any  one  busi- 
ness house,  or  any  collection  of  business  establishments  belonging  to 
tihe  same  class,  ever  awakened,  in  this  community,  such*  serious  at- 

m 

tention  or  conspicuous  remonstrance  as  this  hearing  has  drawn  forth. 
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Facilities  for  commercial  inteicoarse  determine  tbe  results  of  com- 
mercial rivalry.     There  are,  perhaps,  fifty  or  one  hundred  persons  in 
East  Cambridge  (not  a  soul  comes  here  from  Somerville)  who,  mo^ed 
by  one  motive  or  another,  ask  you  to  destroy  our  business  and  drive 
us  from  the  Commonwealth.     They  fail  to  attract  any  support  from 
the  local  authorities.    Against  their  effort  the  Boston  Board  of  Trade 
enters  its  solemn  protest.     Unwilling  to  say,  on  mere  custom-house 
presentation,  that  the  assailed  business  should  be  preserved,  the 
merchants  of  Boston  appoint  a  committee,  conspicuous  for  intelli- 
gence and  character,  and  headed  by  that  distinguished  and  experi- 
enced gentleman,  the  Hon.  Alexander  H.  Eice,  —  long  in  the  front, 
as  mayor  of  the  city  and  its  member  in  Congress,  —  as  the  represent- 
atives of  Boston,  to  visit  our  establishment,  and  to  test  with  a  prac- 
tical, common-sense,  business  judgment  the  validity  of  the  objections 
raised  against  it.     On  a  thorough  examination,  they  unanimously 
agreed  that  these  were  unfounded.     They  made  their  report    It  re- 
ceived the  unanimous  indorsement  of  the  body  that  sent  them  foith 
on  the  service.     They  appeal  to  you  not  to  strike  down  this  business 
and  drive  away  foreign  connections  with  the  city  of  Boston. 

Beside  the  protest  of  the  Cunard  Steamship  Company,  in  behalf 
of  the  ocean  service  of  Boston,  —  one  in  three  of  whose  ships  is 
loaded  by  the  single  establishment  that  I  represent,  —  the  Boston 
and  Albany  Railroad  Company,  to  whom  we  pay  $  700,000  in 
freights  annually,  presents  its  interest  to  your  attention.  And  this 
involves  the  State,  to  which  it  is  a  debtor.  Every  other  road  lead- 
ing from  Boston,  including  the  coming  Tunnel  line,  in  which  the 
State  is  concerned  to  the  extent  of  $  12,000,000,  is  largely  interested 
in  the  question  whether  this  business  shall  continue  or  perish. 

The  product  of  my  clients*  establishment  is  distributed  in  every 
direction.  You  will  remember  that  its  annual  value  is  $  8,000,000, 
of  which  five  millions  find  a  market  at  home.  By  its  life,  every 
spring  of  Boston  commerce  is  touched  and  invigorated.  Why?— 
Forty-five  per  cent  of  the  eocports  of  Boston  are  furnished  hy  thishvd' 
ness.  In  the  light  of  these  facts,  no  one  holding  any  official  relation 
to  this  hearing  can  be  surprised  at  the  unparalleled  rally  of  general 
business  interests  in  support  of  a  cause  denominated  private,  bnt 
really  the  cause  of  the  community. 

• 

Permit  fae  to  say  that  the  community  watches  with  solicitude 
the  progress  of  this  investigation.     Practical,  common-sense  judg- 
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ment  is  being  applied  to  its  developments.  What  has  been  pre- 
sented within  this  room  has  had  a  much  wider  hearing  without  and 
beyond  it.  In  the  marts  of  business  every  step  is  watched.  A  wide 
and  interested  audience  of  the  whole  public  is  addressed. 

The  existence  of  every  power  and  the  question  of  its  continuance 
are  dependent  upon  popular  welcome  and  support.  My  clients,  far 
from  being  fearful  or  timid  under  intelligent  and  practical  investi- 
gation, desire  its  observation.  It  is  inconceivable  to  them  that  an 
establishment,  which  the  necessities  of  the  community  demand 
should  exist  in  some  convenient  and  appropriate  location,  can  be 
condemned  where  it  now  is  situated.  Public  opinion  has  testified, 
by  the  action  of  local  tribunals ;  and.  we  have  presented  to  you  an 
overwhelming  exposition  of  resident  feeling,  judgment,  and  advice. 

It  occurs  to  any  one  indifferent  to  the  controversy,  —  and  therefore, 
of  course,  to  the  gentlemen  of  this  Board,  —  that  the  local  Boards  of 
Health  of  Cambridge  and  Somerville,  possessing  am{)le  powers,  may 
be  properly  trusted ;  and,  as  the  most  intimate  representatives  of  the 
people,  should  have  confided  to  them  the  disposition  and  settlement 
of  the  controversy,  presented  by  individuals,  merely,  to  your  atten- 
tion. I  ground  myself  upon  a  fair  and  equitable  proposition  in  this 
suggestion. 

I  speak  in  behalf  of  a  very  great  interest.  If  a  survey  of  the 
whole  Commonwealth  be  had,  it  can  attract  to  your  attention  no 
office  the  equal  in  importance  of  that  which  now  assembles  you. 
You  hold  in  your  hands  a  very  grave  duty,  and  there  is  nothing  but 
good  sense  and  courage  on  the  part  of  those  who  ask  you,  under  all 
the  attendant  circumstances,  to  leave  the  solution  of  the  controversy 
to  the  local  authorities,  chosen  to  office  by,  and  representing,  the  home 
opinion  and  judgment.  Trust  these  local  authorities.  They  are 
vigilant,  and  upon  the  ground.  It  seems  strange  that  an  appeal 
sbould  be  made  from  their  best  informed  judgment,  with  the  dream, 
even,  that  it  would  be  reversed  elsewhere.  It  seems  stranger  yet 
that  that  appeal  should  be  made  to  one  branch  of  the  Commission 
to  whom  the  Legislature  delegated  the  duty  of  discovering  and  rec- 
ommending the  proper  remedies  to  be  applied  for  the  relief  of  this 
general  district,  and  whose  recommendations,  in  every  respect,  have 
entered  into  absolute  requirements  of  law,  by  the  unaided,  and 
opposed,  exertions  of  my  clients.  Nay,  more ;  I  look  upon  it  as 
among  the  strangest  of  my  personal  and  professional  experiences, 
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that  I  should  be  sammoned  to  utter  a  word  of  defence^  here  and 
now,  in  their  behalf ;  when,  by  common  acknowledgment,  it  is 
known  and  proved  that  the  remedies  which  this  Board  itself  advised 
are  in  progress  of  accomplishment,  and  that  in  the  van  of  their  car- 
lying  out  stand  the  accused.  I  pray  you,  is  anybody  in  earnest  and 
honest  in  this  matter  ?  Search  all  Somerville  and  Cambridge  to- 
day, and  you  will  not  find  the  hand,  ofEicial  or  private,  which  has 
applied  itself  with  such  good  faith  and  energy  to  the  accomplish- 
ment of  your  advice  and  direction. 

Dp  we  ask  too  much  of  your  equity  and  judgment,  when  we 
stand  here  to-day  with  one  plain,  righteous  request^  —  whioh  is,  that 
you  will  permit  us,  as  a  party  to  a  controversy  which  you  have 
helped  to  solve,  to  do  the  work  already  assigned  to  us,  willing  to 
abide  by  its  results,  and  conscious  that  they  involve  the  settlement 
of  the  question  of  the  continuance  of  our  business  ?  Why  this 
premature  renewal  of  opposition  ?  Cannot  our  opponents  wait  to 
see  what  comes  from  the  developments  of  your  advice,  already  given 
in  the  premises  ?  Eely  upon  it,  the  present  application  finds  its 
spring  in  the  animosity  of  individuals,  and  is  not  sustained  by  the 
good  judgment  and  sense  of  justice  of  the  community  at  large.  At 
least,  let  us  try  one,  and  the  first,  of  your  prescribed  remedies  before 
we  are  sacrificed  to  those  who  have  opposed  us  from  the  start  Be- 
member  that  the  local  authorities  are  quiet,  friendly,  and  expectant 
of  good  results  from  measures  now  in  progress.  One  remedy  at  a 
time !  The  problem  is  a  complicated  one.  Let  it  not^  become  further 
involved  and  obscured  by  a  confusion  of  official  action.  I  think  we 
are  entitled,  in  view  of  liberal  expenditures  already  made  and  to  be 
faithfully  continued  by  us,  to  claim  that  the  filling  and  the  sewer 
shall  have  a  fair  trial  If  they  fail  to  obliterate  the  nuisance,  then, 
but  not  until  then,  in  common  fairness,  ought  my  clients  to  be  as- 
sailed, or  molested,  or  put  to  the  trouble  and  expense  of  an  inves- 
tigation like  the  present. 
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CLOSING  ARGUMENT  FOR  THE  PETITIONERS. 

Bt  CHARLES  J.  McINTtRE,  Esq. 

Mr.  Chatrkan  and  Gentlemen  op  the  Board:  — 

My  brother  has  occupied  nearly  two  hours  of  your  time  in  deliver- 
ing his  long  and  carefully  prepared  argument  for  his  clients.  But  I 
was  surprised  to  find  that  less  than  fifteen  minutes  of  this  were 
dedicated  to  the  question  which  actually  is  before  you  for  your 
consideration  and  conclusion.  Less  than  fifteen  minutes  were 
devoted  to  the  nuisance  of  which  we,  the  complainants  and  peti- 
tioners, here  copiplain,  and  ask  your  action  upon.  In  the  absence 
of  testimony,  his  argument,  perhaps,  might  be  conclusive ;  but  his 
aigument  ignores  the  testimony.  I  cannot,  therefore,  follow  in  his 
footsteps;  but  I  must  reply  to  some  things  that  he  has  said.  I  have 
the  homely  duty  to  refer  to  the  testimony  in  this  case,  and  upon  it 
ask  you  to  find  your  verdict. 

In  the  first  place,  I  will  say  that  I  did  not  interrupt  my  brother  in 
many  of  the  allegations  which  he  made,  because  he  suggested  that 
I  should  wait  and  correct  in  my  argument  anything  he  might  say 
which  perhaps  would  not  accord  with  my  views  of  the  testimony. 
In  the  b^inning  of  his  argument,  he  alluded  to  the  action  of  the 
committee  which  I  represent,  and  of  the  meeting  which  formed  it. 
I  deem  it  my  duty  to  say  here,  in  explanation,  that  that  committee 
was  appointed  by  a  majority  of  the  citizens  of  the  ward  who  were 
opposed  to  the  nuisance  existing  at  that  time  and  now,  and  was 
composed  and  appointed  by  the  citizens,  excepting  only  those 
present  who  were  employed  in  this  and  like  establishments.  And 
I  must  say,  further,  this :  that  after  that  terrible  stench  of  the  31st 
of  July  last,  the  citizens  were  aroused,  and  called  an  indignation- 
meeting,  which  took  place,  I  think,  two  evenings  following ;  that 
meeting  was  called  in  the  Ward  Boom ;  it  was  taken  possession  of 
by  the  employees  of  this  establishment  and  others  of  like  kind ; 
and  nothing  was  done,  or  attempted  to  be  done,  in  r^ard  to  this 
or  any  other  existing  nuisance ;  they  simply  took  possession  of 
the  meeting  and  adjourned.     Another  meeting  was  called.     The 
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same  parties  appeared.    With  them  were  Mr.  Squire  and  a  gen- 
tleman,—  his  nephew,  the  same  who  appeared  here  as  witness. 
Every  one  in  that  second   meeting,  as   in  the  other,  excepting 
these  employees,  were  for  the  suppression  of  the  nuisance.     Such 
was  the  general  expression  at  that  meeting,  except  by  these  em- 
ployees, who  had  to  be  talked  to  and  entreated  by  Mr.  Squire, 
through  his  nephew,  to  leave  the  hall,  after  he  saw  the  position  he 
took  in  staying,  and  constructively  indorsing  their  action.     When 
they  had  gone,  everything  was  peaceable  enough.     The  committee 
was  appointed.*     They  were  sent  forth  with  power  to  investigate 
fully  into  the  cause  of  things  that  existed ;  and  were  told  to  take 
such  action  as  they  deemed  proper  with  regard  to  them.     They  had 
an  arduous  work  to  perform.     They  worked  many  days  and  nights ; 
searched  near  and  far  for  the  source  of  the  nuisance ;  and  at  last 
found,  as  they  believe,  and  now  insist,  that  the  monster  stench  arose 
from  near  the  basins  of  Miller's  River.     They  found  what  might 
be  likened  to  a  hydra  coiling  around  the  basins,  which  have  been 
so  polluted  by  it.     Making  the  basins  its  Lernaea ;  and  having  for 
its  Argolis  Boston,  Cambridge,  Somerville,  and  Charlestown.    Ex- 
Iialing  its  nauseating  odors  from  each  of  nine  different  heads  to 
all  these  localities.     They  presented  these  nine  different  heads  or 
places  to  this  Board,  and  were  asked  by  it  which  of  them  they 
chose  first  to  attack ;  and  instead  of  presenting  the  weakly  and 
poor,  —  that  which  had  no  power  behind  or  money  to  sustain  it, 
—  they  have  chosen  the  chief  head  and  front,  the  main  one  of  these 
several  establishments,  —  the  one  that  can  command  the  |>ower, 
can  command  the  influence,  and  can  command  the  money,  to  make 
such  a  fight  as  you,  gentlemen,  have  seen  here  before  this  Board. 

As  I  have  said,  the  homely  duty  belongs  to  me  to  review  the 
evidence ;  for  u'pon  the  evidence  our  case  is  based.  I  will  not, 
however,  go  through  explicitly  with  the  testimony  that  has  been 
given,  because  you  are  familiar  with  most  of  it ;  but  I  would  draw 
attention  to  such  particular  points  as  are  thought  to  be  substan- 
tial in  our  prosecution,  and  leave  it  thera  It  seems  to  vaq  that 
only  two  questions  are  to  be  determined  by  your  Board.  The  first 
is.  Does  this  establishment  of  John  P.  Squire  &  Co.  give  forth  any 
odors,  and,  if  so,  are  they  offensive  ?  Second,  If  it  does  cive  forth 
offensive  odors,  do  they  tend  to  the  discomfort  or  the  inconvenience 
of  the  people  ?  I  believe  these  to  be  the  only  questions  which  you 
should  consider. 
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In  deciding  the  first  we  must  look  to  the  nature  of  the  business 
there  carried  on.  It  is  a  slaughtering  establishment  for  swine ;  and 
within  that  establishment  is  carried  on  the  business  of  rendering,  of 
making  sausages,  of  smoking  hams,  and  of  various  other  industries 
which  such  institutions  carry  on  within  their  limits.  The  main 
stench  which  we  find  within  its  limits  is  that  of  the  live  hog. 
This  is  very  offensive  to  some  persons,  and  is  unhealthy.  I  will 
here  call  the  attention  of  the  Board  to  the  report  on  the  keeping 
of  swine  in  the  city  of  Providence,  which  was  made  to  the  Board 
of  Aldermen  in  1865  by  Edwin  M.  Snow,  M.  D.,  who  is  Superin- 
tendent of  Health  in  that  city..  He  says  that  the  keeping  of  swine 
is  unhealthy  in  the  most  favored  localities,  and  is  a  source  of  disease 
at  certain  times.     On  the  first  page  of  this  Beport  he  says :  — 

"At  the  time  of  the  prevalence  of  Asiatic  cholera,  in  1854,  investiga- 
tions were  made  by  me  in  relation  to  the  causes  of  the  disease.  I  became 
satisfied,  and  I  believe  the  city  government  and  the  people  generaUy 
were  satisfied,  that  the  keeping  of  hogs  was  one  of  the  principal  causes  of 
the  disease  in  certain  localities.  The  reports  of  cases  of  the  disease  by 
many  physicians  unanimously  confirmed  this  <^inion." 

And  on  the  fifth  page  he  says :  — 

"  There  can  be  no  doubt  that  the  large  number  of  hogs  in  the  locality 
above  named  is  dangerous  to  the  public  health  at  all  times ;  and  should 
we  be  visited  by  an  epidemic  of  cholera,  dysentery,  or  other  kindred  dis- 
eases, the  hogs  would  be  the  direct  cause  of  a  laige  amount  of  sickness 
and  mortality." 

At  a  meeting  of  the  Providence  Medical  Association  on  Monday, 
May  1,  1865,  the  following  resolution  was  unanimously  adopted 
after  discussion :  — 

"  Resolved^  In  the  opinion  of  l^is  Association,  that  the  keeping  of  hogs 
in  the  compact  portions  of  any  city  is  a  nuisance  which  is  dangerous  to 
the  public  health,  and  should  never  be  permitted." 

Now  here  in  this  establishment  are  daily  kept  from  1,200  to 
1,500  hogs,  brought  a  great  distance  upon  the  cars,  and  in  the  sum- 
mer season,  of  course,  heated  and  excited,  and  giving  forth  more 
noisome  odors  than  the  same  number  would  if  constantly  kept 
And  Ihese  hogs,  in  and  of  themselves,  do  emit  such  vapors  and 
odors,  and  are  so  much  a  source  of  nuisance,  that  for  such  reason 
alone  we  say  the  establishment  should  be  situated  in  a  locality 
different  from  that  in  which  it  now  is. 

87 


678 

There  is  the  smell  of  the  scalding-tank  in  that  establishment 
testified  to  by  many.  There  is  the  rendering  smelL  (The  fresh 
rendering  smell  is  admitted,  I  think,  by  almost  all  the  witnesses 
on  both  sides ;  by  some  said  to  extend  beyond  the  establishment, 
and  by  others  said  simply  to  be  in  and  about  it  or  very  near  it) 
There  are  the  soups,  which  have  been  gone  into  at  some  lengdi, 
and  the  scalding-water  in  which  the  hogs  are  scalded  to  remove  the 
bristles.  But  mainly  and  chiefly  we  have  the  stench  that  comes 
from  the  apparatus  which  is  connected  with  the  close  tanks.  Al- 
though Mr.  Avery  denies,  in  his  testimony,  that  there  is  any  stench 
from  this,  I  think  most,  or  many,  of  the  other  witaiesses  for  the  de- 
fence do  not  make  that  denial ;  while  Mr.  Crowe,  superintendent  in 
one  of  the  departments  of  the  establishment,  testifies  that  there  is 
a  vile  odor  at  the  several  faucets  which  are  in  the  different  portions 
of  the  apparatus.  Mr.  Sharpies  testifier  to  the  same  fact;  also 
Professor  Munroe  and  Mr.  Magoun.  In  the  tanks  themselves  is  fat, 
or  rather  scraps.  In  some  of  them  are  dead  hogs,  and  in  otheis 
scraps  of  meat  and  fat  together.  The  lard,  we  claim,  takes  up  the 
odors  only  to  be  given  off  in  those  trying-kettles  which  are  above 
the  close  tanks,  —  and  of  which  Mr.  Carson  was  so  kind  as  to  in- 
form us,  —  which  we  did  n't  know  of  before.  Now,  I  have  enumer- 
ated what  we  have  found  in  the  several  portions  of  the  industry  of 
the  establishment,  and  we  find  in  that  establishment  these  different 
odors.  They  are  certainly  generated  there.  No  one,  I  think,  will 
deny  the  generation  of  these  odors  in  this  establishment 

We  pass,  then,  to  the  next  question.  Whether,  if  these  odors  are 
generated  in  the  establishment,  they  extend  to  the  inconvenience 
and  discomfort  of  the  inhabitants  who  live  about,  outside  of,  and 
near  to  the  establishment  We  claim  that  the  evidence  proves  they 
do.  We  show  by  Mr.  Sharpies  and  Professor  Munroe  that  these 
odors  are  very  intense ;  we  show,  by  comparison  with  the  basin, 
that  the  odors  which  arise  from  the  kettles  blacken  test-papers  more 
intensely  than  the  vapors  from  the  basins,  and  the  gas  from  the 
close  tanks  blackens  them  instantaneosuly  and  quickly,  —  although' 
I  believe  Professor  Horsford  failed  to  find  such  blackening,  yet  we 
have  testimony  from  two  other  chemists  who  found  it  very  dis- 
tinctly. It  is  only  necessary  for  us  to  show  that  certain  pe|^ons  of 
undoubted  veracity  have  found  the  odors  outside,  have  traced  them 
to  this  establishment  as  their  source,  in  order  to  prove  to  you  the 
nuisance  of  which  we  complain.    We  have  presented  to  you  many 
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witnesses,  of  unimpeachable  veracity;  we  might  have  presented 
many  more.  Perhaps  it  will  be  sufBcient  for  me  to  read  their 
names,  in  order  to  recall  to  your  memory,  those  who  have  actually 
traced  the  odors  to  this  establishment  on  several  occasions.  I  read 
them  in  the  order  in  which  they  were  sworn :  Samuel  Slocumb, 
Charles  O.  Welch,  Dr.  Famsworth,  Jonas  Woodard,  Asa  Tyler, 
Grove  H.  Loomis,  Charles  E.  Munroe,  S.  *P.  Sharpies,  Dr.  Abbot, 
Charles  K  Meyer,  Joseph  Magoun,  Lydia  Rooney ,  Maria  Spare,  Drs. 
Durgin  and  Boardman  of  the  Boston  Board  of  Health,  Dr.  Taylor, 
A.  W.  Hastings,  and  George  R  Brine.  All  of  these  witnesses  dis- 
tinguish between  the  several  odors ;  most  of  them  live  near  the  es- 
tablishment, and  have  lived  there  for  several  years,  and  all  of  them 
have,  during  the  last  summer,  followed  the  odors  to^  their  source, 
and  found  them  emanating  from  this  establishment;  Other  wit- 
nesses we  have  introduced  have  distinguished  between  the  odors, 
and  been  affected  by  theuL  There  is  no  need  of  my  reciting  their 
names  ;  they  are  in  your  mind. 

Here,  we  think,  we  might  well  rest  our  case  and  ask  you  for  a 
verdict.  But  what  answer  is  made  to  this  most  conclusive  testi- 
mony ?  Their  answer  seems  not  to  be,  "  We  do  not  make  this 
stench  that  you  complain  of;  we.  do  not  render  lard  which  gives 
forth  noxious  vapor ;  we  do  not  keep  live  hogs  which  incommode 
you."  But  the  general  answer  has  been,  "  The  basins  smell ;  the 
cesspools  smell ;  Broad  Canal  smells  ;  there  are  smells  and  stenches 
besides  ours,  and  therefore  ours  should  not  be  abated."  The  de- 
fendants have  not  produced  testimony,  if  I  understand  it,  fix)m  any 
witness  who  has  distinguished  between  these  smells  on  any  one  of 
the  occasions  where  we  have  traced  it  to  the  establishment.  They 
say  that  the  basins  of  Milled  s  River  contain  large  quantities  of  vege- 
table and  animal  matter ;  that  from  the  vile  flats  of  Broad  Canal, 
Charles  River,  Cajial  Street,  Charlestown,  Prison  Point,  Stony  Brook, 
and  other  localities  come  bad  odors.  We  don't  deny  any  part  of 
that  statement.  We  started  at  the  outset,  agreeing  with  them  that 
these  places  were  foul,  and  that  the  basins  of  Miller's  River  were 
rendered  intolerable  by  reason  of  it ;  we  claiming  that  they  were 
rendered  so  most  especially  by  the  establishments  upon  its  banks. 

Professor  Horsford  is  their  main  witness,  and  he  goes  very  care- 
fully, in  his  Report,  into  the  foul  sewage.  He  tells  us  of  the  sul- 
phuretted hydrogen  which  he  found  at  the  mouth  of  the  sewers  in 
the  several  places  which  have  been  mentioned.     He  differs  with 
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Professors  Munroe  and  Thompson  in  regard  to  the  animal  matter 
which  is  in  the  bottom  of  Miller's  River,  and  fails  to  find  the  ex- 
tremely large  quantity  of  ammonia  which  they  find  there  and  which 
must  be  there,  if  the  great  quantity  of  animal  matter  is  in  it,  whidi 
the  testimony  says  must  be,  from  facts  which  are  incontrovertiUe 
in  regard  to  the  throwing  of  filth  for  years  and  years  into  these 
basins.     He  finds  that  Broad  Canal  and  Stony  Brook  are  the  most 
foul.   In  his  tables  he  finds  Broad  Canal  has  1,800  cubic  centimetres 
and  Stony  Brook  496-^/\j^  centimetres  of  total  free  and  combined 
sulphuretted  hydrogen.     But  if  we  look  for  ammonia,  or  to  take 
the  amount  of  ammonia  in  Stony  Brook  or  in  Broad  Canal,  which 
Professor  Horsford  makes  in  his  tables  the  most  foul  of  all  these 
places,  and  gompare  it  with  the  ammonia  of  the  Miller^s  Biver 
basin,  —  and  the  anmionia,  I  believe,  is  the  most  offensive  part  of 
any  of  these  sulphur  compounds,  —  we  find  that  at  Broad  Canal 
there  is  only  -ff^  per  cent  of  ammonia  in  the  wet  mud,  wliile  under 
the  wagon-shed  on  the  basin  of  Miller's  Eiver,  which  is  the  place 
where  the  defendants,  I  believe,  used  to  slaughter  and  pour  in 
their  blood,  there  is  ^^  per  cent,  or  nearly  four  times  that  amount 
of  ammonia.      In  other  places  —  under  the  hog-pens  and  outside 
the  bulkheads  —  there  is  ^f^  per  cent;  so  that  there  is  a  much 
larger  amount  of  ammonia  in   these  basins,  and  a  much  largpr 
amount,  I  might  say,  of  offensive  matter  in  those  basins,  than  in 
Stony  Brook,  Broad  Canal,  at  the  mouth  of  Charles  River  sewers,^ 
at  Canal  Street,  Charlestown,  or  any  of  those  other  places  men- 
tioned by  the  defence.     And  he  refers  in  his  Report  to  the  night 
of  the  31st  of  July,  and  would  have  us  believe  that  the  blacken- 
ing of  that  night  was  produced  —  because,  as  he  says,  the  winds 
came  from  a  different  locality  —  from  this  same  Broad  Canal,  from 
the  Cambridge  Street  sewer,  and  from  the  sewer  over  at  the  House 
of  Correction.      He  described  how,  in  a  moist  and  murky  atmos- 
phere, the  air  might  have  become  saturated  with  foul  sulphur  gases, 
and  the  winds  bring  them  along  across  Cambridgeport  and  over 
to  East  Cambridge,  and  effect  that  terrible  blackening  formed  on 
the  night  in  question.     But  facts,  gentlemen,  sometimes  contradict 
the  best  efforts  of  scientific  men.     The  facts  show  that  on  that  night 
the  blackening  could  not  possibly  have  been  produced  by  any  vapors 
which  arose  from  that  locality.     My  brother,  Mr.  Derby,  when  he 
opened  for  the  defence,  brought  in  those  (pointing  to)  boards,  and 
stated  that  they  were  blackened  in  a  single  night     We  found  from 
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whence  those  boards  were  taken,  and  can  satisfactorily  explain  how 
that  blackening  was  produced.  It  was  the  blackening,  not  of  a 
single  night,  —  for  they  canie  from  over  the  mouth  of  a  sewer  and 
have  been  blackening  there  the  w^ole  summer ;  and  beyond,  to  the 
north  and  west  of  that  sewer,  and  from  this  wharf  where  those 
boards  were  blackened,  we  find  no  discoloration  of  the  houses.  We 
also  find  it  to  be  the  case  that  there  is  no  discoloration  of  those 
houses  which  face  Broad  Canal,  and  those  noxious  sewers  which 
have  been  spoken  of  so  much,  and  those  facing  the  Charles  Biver 
flats ;  there  is  little  blackening  to  be  found  till  we  reach  near  the 
comer  of  Cambridge  and  Sixth  Streets,  thence  it  extends  along  to 
the  foot  and  along  the  foot  of  Cambridge  Street  to  Sixth ;  along  on 
Gore  Street  to  the  comer  of  Sixth,  where  the  intense  blackening  is 
found.  Now,  then,  it  came  either  from  the  basin  of  Miller's  Biver 
or  from  the  establishment  situated  on  its  borders.  It  might>  gen- 
tlemen of  the  Board,  have  been  caused  by  the  mixture  of  both. 
On  that  night,  the  atmosphere  being  extremely  moist,  these  sulphur 
compounds  arose  from  the  establishment  mixed  and  saturated  the 
air ;  the  gases  from  the  basins  may  have  intensified  these,  but  those 
from  the  basins  alone  did  not  cause  the  mischief ;  for  in  the  other 
places,  near  to  foul  sewers  and  basins  on  that  night,  we  find  none  of 
the  blackening  effect  which  is  around  and  about  that  establishment. 
Professor  Horsford  goes  very  carefully  into  the  analysis  of  the 
waters  of  different  sewers  of  this  Miller's  Basin,  and  tells  us  about 
the  sulphuretted  hydrogen,  but  does  not  give  much  space  in  his 
Beport  to  the  gases  and  vapors  which  emanate  from  the  difierent 
emplo}rments  carried  on  within  the  works.  I  am  sorry  that  it  is  so. 
I  wish  that  he  might  have  gone  over  the  same  ground  as  Professor 
Munroe,  so  that  we  might  know  from  him  whether  he  would  agree 
with  him  in  his  Bepbrt  in  regard  to  the  difierent  gases  which  he 
gets,  especially  the  ammoniacal.  It  may  be  that,  as  the  learned 
Professor  is  pecimiarily  interested  in  works  of  like  character,  there 
is  some  little  prejudice  in  the  Professor's  mind ;  for  certainly  a 
gentleman  whose  labors  have  chiefly  been  in  finding  ammonia,  and 
in  making  ammoniacal  sulphates,  and  utilizing  ammonia  as  it  can 
be  utilized  in  making  phosphates,  —  he  certainly,  it  seems  to  me, 
unless  there  was  some  slight  prejudice  in  his  mind,  would  be  able 
to  find  that  substance  from  this  large  amount  of  animal  matter  at 
the  bottom  of  the  basin,  and  from  the' vapors  which  are  evolved 
from  the  establishment;  he  would  be  able  to  find  and  to  say 
something  more  about  it  than  he  has  in  his  most  ^ireful  Beport. 
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In  regard  to  the  soups,  which  we  say  will  foul  the  sewers,  he 
makes  conflicting  statements,  so  that  I  cannot  tell  which  he  means 
to  rely  upon  ;  and  I  must  rely  upon  our  own  chemist  for  the  solu- 
tion. On  page  28  he  tells  us  that  the  water  in  which  meats  are 
boiled  (this  is  speaking  of  the  waters  that  are  poured  into  the 
sewers  in  Boston  and  Cambridge,  and  which  he  says  came  up  through 
the  sewers  on  the  night  in  question  and  on  similar  nights)  — 

"  The  water  in  which  meats  are  boiled,  —  that  is,  the  meat  extract,  — 
ready  to  undergo  rapid  putrefactive  fermentation,  is  poured  into  the 
drain.  Meats  are  purchased  at  the  shops  to  be  sound,  and  found  to 
be  unsound.  The  boiling  arrests  the  change ;  but  the  putrid  juices  are 
poured  into  the  sink,  and  reach  the  sewer.'' 

On  page  31,  he  tells  us  — 

''  The  soup-liquor,  or  meat  extract^  has  no  offensive  smelL" 

And  he  goes  on  to  tell  how  well  it  could  be  poured  into  the  sewers 
without  offence  to  anybody.  I  think  he  is  frank  enough  to  admit 
that  the  fat  itself  does  emit  an  odor  such  as  is  perceived  from  the 
fiying  of  doughnuts. 

Mr.  Avery,  in  his  —  I  was  about  to  say  argument  —  in  his 
Report,  labors  hard  in  the  same  direction,  —  that  is,  not  in  the 
direction  of  what  is  evolved  in  the  establishment ;  but  we  do  find 
from  his  Eeport  some  aid  in  determining  the  source  of  the  odors. 
I  will  refer  to  one  portion  of  it,  which  says  that  "fats  greedily 

absorb  odors Lard  is  one  of  the  most  delicate  means  we 

can  employ  to  collect  odors."  In  two  or  three  places,  he  makes 
mention  of  the  fact  that  grease  or  fat  rapidly  absorbs  odors,  and 
gives  them  off  to  the  atmosphere.  If  that  be  true,  and  the  fat 
wl\ich  is  put  into  these  close  tanks,  being  mingled  with  more  meat, 
which  contains,  as  I  understand,  more  sulphur  and  more  ammonia, 
—  certainly  a  greater  amount  of  ammoniacal  gases  and  sulphides 
are  emitted  than  from  the  pure  fat  which  is  put  into  open  kettles. 
These  gases,  of  course,  on  the  authority  of  Mr.  Avery,  must  be  taken 
up  by  this  fat.  That  is  the  reason  why  lard  which  is  tried  out  in 
close  tanks  must  be  dried,  as  it  is  called,  and  why  these  kettles 
for  drying  are  put  so  high,  and  under  the  ventilators.  The  lard 
takes  up  the  foul  gases  and  odors,  and  is  not  fit  to  go  upon  the 
market ;  and  it  is  then  in  those  kettles  submitted  to  a  hot  atmos- 
phere, and  the  gases  go  out  immediately  through  the  ventilators, 
which  are  close  above.    These  kettles  hold  some  20,000  pounds 
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each,  or  in  that  vicinity;  so  there  are  60,000  pounds  of  lard  at 
several. times  a  day,  and  perhaps  at  all  times,  which  amount  will 
be  increased  when  they  try  all  their  lard  in  close  tanks,  and  more 
kettles  must  then  be  used ;  and  there,  I  think,  you  will  find  a  source 
from  which  there  will  be  an  increase  in  offensive  odors.  Mr.  Avery's 
allusion  to  the  stenches  which  were  distinguished  at  the  House  of 
Parliament  has  nothing  to  do  with  this  question.  We  distinguish 
between  these  several  odors.  Our  noses  are  educated  We  have 
been  there  so  long  that  we  can  tell  the  smell  of  the  hog  from  the 
smell  of  the  basin.  We  can  tell  the  smell  of  the  fresh-fat  ren- 
dering odor  from  the  vile  and  corrupt  rendering  odor.  We  can 
tell  the  opening  of  hogs  from  the  scalding-tank.  In  London,  they 
first  mistook  the  stench  to  come  from  a  graveyard,  then  from  a 
bone-boiling  establishment ;  and,  finally,  it  was  found  to  proceea 
from  the  river  Thames.  So  it  shows  that  their  nostrils  were  not 
educated  to  the  point  that  ours  are,  which  can  distinguish  between 
these  odors  at  any  time,  and  trace  them  up  to  their  source. 

The  defendants  have  brought  in  many  excellent  people,  —  most 
of  whom  live  far  away  from  the  place,  —  in  order  to  tell  you  that 
in  their  opinion  this  establishment  should  not  be  removed.  They 
are  not  troubled  with  the  odor ;  they  don't  have  to  live  near  it,  but 
most  of  them  have  experienced  the  fresh-fat  odor  when  arriving  near 
to  the  establishment  They  have  no  personal  interest ;  but  most  of 
them  would  prefer  not  to  be  obliged  to  live  near  the  works.  Some 
were  interested  alone  in  the  filling  of  the  basins,  looking  upon  it 
as  a  matter  of  expediency  alone,  that  this  establishment  should  be 
allowed  to  remain  where  it  is  till  Mr.  Squire  goes  forward  and  fills 
his  basip,  and  then  they  care  not  how  soon  the  establishment  is 
wiped  out ;  of  this  class  are  the  respective  Mayors  summoned  in 
here  by  the  defence,  —  the  Mayors  of  Somerville  and  Cambridge  : 
Mr.  Brastow  does  not  hesitate  to  give  that  as  his  opinion.  A  veiy 
few  of  their  witnesses  —  a  most  extraordinary  few — come  from 
the  inmiediate  locality  of  the  nuisance.  Most  of  these  who  have 
been  brought  here  by  the  defence  are  in  some  way  interested  in 
the  continuance  of  these  works,  or  are  not  interested  at  all  in  the 
community  in  which  they  reside.  Among  them  was  Alderman 
Sawin,  who  confessed  lus  brother  is  employed  at  the  establishment ; 
Mr.  W.  B.  Hastings,  who  does  a  large  amount  of  defendant's  insur- 
ance ;  Mr.  McDaniel,  who  has  no  personal  interest  in  the  ward,  or 
in  any  property  in  it,  has  only  lived  there  some  four  years,  and  his 
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knowledge  of  it  is  8o  Kmited  that  he  could  not  tell  toward  what  point 
of  the  compass  his  front  door  faces.  Mr.  Chaffee  is  the  only -one  of 
the  latter  class  of  witnesses  who  testifies  that  it  seems  to  him  to  he 
inoffensive.  His  sympathies,  we  can  plainly  see,  are  strongly  in  fiivor 
of  the  defendant.  Mr.  McSorley,  now  an  Aldennan,  brought  in  here 
also  by  them,  testified  in  regard  to  the  strong  odors  received  from 
the  marsh  and  from  the  low  districts  where  the  filling  is  put  in ;  but 
on  his  cross-examination  he  confesses  that  his  family  had  been  af- 
fected by  the  rendering  odor  and  his  son  made  sick  from  the  ddors 
of  which  we  complain  as  coming  from  the  Squire  establishment. 
Mr.  Adams,  master  of  the  House  of  Correction,  who  lives  on  the 
other  side  of  the  hill,  has  a  sewer  there  which  troubles  him  to  a 
greater  extent  than  even  the  rendering  smell,  although  he  has 
foimd  these  offensive  rendering  smells  at  times.  Mr.  Harvey  Geoige 
admits  that  he  has  smelt  the  live-hog  odor  at  his  house  on  Otis 
Street,  and  he  also  admits  that  he  has  smelt  the  rendering  smell, 
but  never  traced  it  to  its  source.  Not  one  of  the  witnesses  that  have 
been  brought  from  the  vicinity  has  traced  the  smells  to  their  source ; 
not  one  of  those  who  do  not  live  in  that  vicinity  has  traced  any  of 
the  rendering  odors  to  this  establishment.  General  Chamberlain 
and  Mr.  Obadiah  George  have  both  smelt  the  fresh-lard  odor  on 
Cambridge  Street,  but  none  who  are  not  employees  have  traced  any 
of  the  vile  rendering  odors,  except  a  few  who  live  near  Mr.  Keardon's 
establishment,  who  complain  of  his  horrid  odor.  This  was  admitted. 
We  have  to  say  to  those  witnesses  who  have  testified  in  this  case, 
of  odors  which  emanate  from  those  other  establishments,  that  we 
have  already  presented  those  places  as  nuisances  to  this  Board ; 
that  we  have  their  names,  and  will  soon  ask  them  to  como  forward 
and  help  us  abate  them.  Many  of  them  had  false  theories;  Mr. 
Merrill,  for  instance,  had  gotten  up  a  theory  of  metallic  vapors  aris- 
ing from  the  heights  of  the  high  chimney  of  New  England  Glass 
Company.  None  of  them  have  experienced  the  foul  odors  that  our 
witnesses  have  experienced  from  this  establishment ;  and  of  course 
their  testimony  should  only  be  given  the  weight  that  it  deserves, 
which  is,  that  they  know  nothing  in  regard  to  this  establishment 

The  defence  say  that  if  any  stench  is  produced  at  their  establish- 
ment it  is  all  destroyed  before  it  leaves  the  place.  They  say  their 
tank-water  is  purified,  and  that  this  is  done  by  the  pouring  in  of 
blood,  which  is  allowed  to  coagulate  and  gather  up  the  organic  mat- 
ter, which  is  then  shovelled  out  and  converted  into  fertilizers.    That 
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is  no  new  experiment ;  for  I  have  read  in  the  Report  of  your  Board 
of  the  present  year,  in  speaking  of  the  sewerage  question,  that  in 
London,  in  1868, 1  think,  a  Board  of  Commissioners  was  appointed 
to  inquire  into  the  best  method  of  preventing  the  pollution  of  rivers. 
And  among  other  methods  they  iind  what  most  nearly  approaches 
this  method  of  rendering  the  tank-water  inodorous  and  innoxious, 
what  is  called  the  ABC  process,  the  alum,  blood,  and  coal,  or 
Sillar's  process ;  and  I  should  like  to  read  a  few  extracts  from  what 
your  Honorable  Board  did  state  in  regard  to  it,  and  also  what  conclu- 
sions were  reached  by  that  commission.  And  this  is  what  your 
Honorable  Board  there  say :  — 

"ABC  Process.  —  Of  all  the  plans  at  various  times  proposed  for 
the  purification  of  sewage,  perhaps  no  one  has  awakened  greater  interest 
than  Sillar's  patent,  commonly  known  as  the  ABC  process.  The  patent 
is  in  the  hands  of  a  stock  company,  and  the  representations  of  those  in- 
terested in  the  company  are  of  the  most  favorable  character.  It  has, 
moreover,  been  deemed  by  the  Rivers'  Pollution  Commission  of  such  im- 
portance that  they  have  given  an  entire  report  as  to  the  details  of  their 
investigation  of  it.  The  following  is  an  extract  from  the  specification 
filed  by  the  patentees  ;  — 

<*  *  We  add  to  the  sewage  to  be  purified  a  mixture  consisting  of  the 
following  ingredients :  Alum,  blood,  clay,  magnesia,  or  one  of  its  com- 
pounds, —  by  preferefice,  the  carbonate  or  the  sulphate,  manganate  of 
potash,  or  other  compound  of  manganese,  —  burnt  clay,  otherwise  known 
as  ballast,  chloride  of  sodium,  animal  charcoal,  vegetable  charcoal,  and 
magnesian  limestone.  Of  these  substances  the  manganese  compound, 
the  burnt  clay,  chloride  of  sodium,  and  magnesian  limestone  may  be 
omitted,  and  it  is  not  essential  that  both  animal  and  vegetable  charcoal 
should  be  used.  If  any  of  the  ingredients  named  should  from  any  cause  be 
present  in  8u£Bcient  quantity  in  the  sewage,  it  may,  of  course,  be  omitted 
from  the  mixture.  The  proportions  in  which  the  ingredients  are  to  be  used 
vary  according  to  the  nature  of  the  sewage  to  be  purified ;  as,  for  instance, 
if  a  large  proportion  of  urine  is  present,  we  increase  the  proportion  of  clay ; 
if  the  sewage  is  much  dihited,  we  slightly  increase  the  proportion  of  aJum 
and  blood  ;  if  it  contains  a  large  proportion  of  street  refuse,  we  decrease 
the  proportion  of  clay.' 

"  From  the  quantities  employed  it  is  evident  that  many  of  the  sub- 
stances mentioned  in  the  above  specification  are  non-essential ;  the  essen- 
tial ingredients  of  the  ABC  mixture  are  alum,  blood,  clay,  and  char- 
coal. These  materials,  in  proper  proportion,  are  mixed  with  water  and 
run  into  the  sewage  in  a  continuous  stream ;  the  mixture  is  then  tub- 
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jeoted  to  violent  agitation,  and  allowed  to  subside  in  tanks.  A  heavy 
flocculent  deposit  sooo  settles  to  the  bottom  of  the  tanks,  and  the  clarified 
liquid  is  discharged  into  the  river,  or  into  tide-water,  as  the  case  may 
be.  When  enough  of  the  sediment  has  accumulated  in  the  tanks  it  is  re- 
moved, dried  in  a  Needham's  press  or  on  drying  floors,  and  then  offered 
as  a  manure. 

"  The  proprietors  of  the  patent,  the  Native  Guano  Company,  limited, 
claim  for  their  process  two  advantages :  first,  that  it  purifies  the  sewage 
to  such  an  extent  that  it  may,  without  harm,  be  discharged  into  a  river ; 
secondly,  that  they  produce  a  valuable  manure,  a  manure  costing  about 
25 «.  a  ton  to  manufacture,  and  worth,  at  least,  their  selling  price,  £  3  10«. 
($17)  a  ton. 

"  As  already  stated,  the  process  has  been  subjected  to  a  searching  in- 
vestigation at  the  hands  of  the  River's  Commission.  As  there  is  no  rea- 
son to  suppose  that  the  Commissioners  were  actuated  by  any  motive  other 
than  a  desire  to  ascertain  the  truth  in  the  matter,  full  weight  must  be 
given  to  the  result  of  their  examination.  It  will  not  be  necessary  in  this 
place  to  detail  the  results  of  their  analyses,  nor  the  methods  they  em- 
ployed ;  it  will  suffice  to  give  their  conclusions.     They  say  :  — 

'^'Our.  investigations  in  Sillar's,  or  the  ABC  process  of  treating 
sewage  as  carried  out  at  Leicester  and  Leamington,  extending  over  nearly 
two  years,  have  led  us  to  the  following  conclusions :  — 

'^ '  1.  The  process  removes  a  large  proportion  of  the  stupended  impuri- 
ties firom  sewage,  but  on  no  occasion  when  we  have  seen  it  in  operation 
has  this  removal  been  complete  as  to  render  the  effluent  sewage  admis- 
sible into  running  water. 

"*2,  The  ABC  process  removes  a  very  small  proportion  of  the 
soluble  polluting  matters/rom  sewage.  After  treatment  by  this  process 
the  effluent  sewage  is  very  little  better  than  that  which  is  obtained  by 
allowing  raw  sewage  to  settle  in  subsidence  tanks 

"  *  4.  The  manipulations  required  for  the  extraction  and  drying  of  this 
maniu-e  are  attended  with  a  nauseous  odor,  especially  in  warm  weather, 
and  would  occasion  a  serious  nuisance  in  or  near  a  town/  " 

This,  it  would  seem,  is  substantially  the  same  method  which  the 
defendants  come  in  here  and  say  they  are  using  to  get  rid  of  the 
foulness  of  their  scalding-tank.  It  would  seem  that  for  two  years 
the  London  Commission  has  looked  into  a  subject  of  a  like  kind, 
and  find  that  only  a  portion  of  the  suspended  impurities,  and  none 
of  the  soluble,  are  caught  up  and  utilized. 

We  do  not  say  that  the  smells  of  the  31st  of  July,  as  I  have  be- 
fore mentioned,  came  merely  firom  this  .one  establishment, — they 
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came  largely  from  it,  —  but  to  it  were  added  the  nauseous  vapors 
from  the  basins.  That  was  the  night  the  new  machine  was  put  in 
which  was  to  do  so  much  good ;  and  the  Aldermen  were  invited  to 
inspect  it  That  night  no  trap  was  in  the  machine,  nothwithstend- 
ing  the  testimony  of  Mr.  Carson  and  other  employees  of  the  estab- 
lishment, for  we  have  it  from  Mr.  Kendall's  lips,  the  machinist  who 
put  it  in.  There  was  nothing  there  but  a  common  goose-neck, 
which  I  tried  hard  to  make  the  employees  testify.  But  they  would 
not  There  was  nothing  but  that  common  goose-neck.  We  think 
that,  the  machine  not  being  in  perfect  order,  these  noxious  vapors 
escaped  from  the  goose-neck  all  night,  and,  mingling  with  the  other 
vapors  of  the  territory,  polluted  the  air  near  the  establishment  But 
they  say,  why,  if  these  vapors  and  gases  blacken  the  paint,  why 
is  it  that  the  houses  which  are  directly  opposite  the  works  are  un- 
tainted ?  The  answer  is  very  simple ;  I  agree  with  brother  Muzzey 
that  there  are  buildings  which  shield  the  houses  from  the  vapors  of 
the  Squire  Basin.  But  the  basins  are  not  wholly  on  the  north ;  they 
extend  around  to  the  west  And  if  the  foulest  basins  are  west  of 
this  establishment,  as  the  defence  claims,  and  vapors  from  the  basins 
were  the  sole  cause  of  the  discoloration,  why,  then,the  odors  coming 
down  Medford  Street  would  color  those  houses  on  their  westerly 
sides  and  would  also  deflect  from  the.  Squire  buildings  and  color  op- 
posite as  well  as  on  Sixth  and  Cambridge  Streets.  It  seems  very 
plain  to  me.  We  claim  that  these  vapors  are  heated  when  they 
arise  from  the  establishment,  and  they  have  not  fallen.  It  is^  too 
near  for  them  too  fall  The  vapors  from  the  Squire  Basin  certainly 
cannot  reach  them ;  and  the  vapors  from-  the  establishment  have 
not  been  sufficiently  cooled  in  the  upper  atmosphere  to  descend  so 
near  and  cause  that  intense  discoloration. 

They  tell  us  that  since  our  movement  against  the  establishment 
they  have'placed  deodorizers  in  their  pens ;  they  have  covered  them 
with  charcoal  Mr.  Munroe  says  that  charcoal  in  hog-pens  theo- 
retically is  successful  in  deodorizing,  but  practically  it  is  not  And 
he  knows  from  experience  the  practical  working  of  their  deodorizers. 

In  order  to  show  how  much  ammonia  might  be  produced  in  the 
close  tanks,  since  the  beginning  of  the  hearing  we  have  asked  the 
defendants  almost  daily  to  produce  the  actual  number  from  their 
books  of  dead  hogs  which  arrive  at  the  establishment  and  are  used 
up  there.  They  have  daily  promised ;  but  we  have  not  yet  received 
the  statement 
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Mr.  Mvzsey,  You  shall  have  it  this  moment.  It  has  escaped  our 
attention. 

Mr,  Mclntire,  It  makes  no  material  difference.  You  'can  put  it 
in  before  I  get  through.  But  we  have  been  unable  to  ascertain.  It 
has  been  estimated  about  one  per  day.  I  think  it  is  much  more 
than  that 

Mr,  Muzzey,  It  is  about  ten  a  week. 

Mr,  Mclntire,  They  say  also,  when  this  sewer  is  finished  and 
the  soup  and  the  waste  are  carried  into  it,  there  will  be  no  smelL 

The  statement  of  the  number  of  dead  hogs  receiyed  at  the  establishment 
l>eing  handed  hun,  Mr.  Mclntire  read  it  and  said :  — 

From  April  to  November,  —  in  nine  months,  —  their  account 
says  350.  There  are  350  dead  hogs  boiled  up  in  the  tanks  during 
this  period. 

They  say  that,  when  their  sewer  is  completed  and  the  basin  filled, 
there  will  be  no  more  trouble.  The  soup  and  waste  will  then  go 
into  the  sewer,  and  there  will  be  no  noxious  vapors,  their  apparatus 
consuming  the  vapors  generated  in  the  close  tanks,  and  the  hogs 
being  deodorized  and  the  buildings  improved,  we  will  no  longer  have 
cause  for  complaint.  But  will  that  be  true?  Shall  we  not  have 
another  Miller's  River  at  the  end  of  the  sewer  itself,  in  Charles 
River  under  Craigie's  Bridge,  the  bed  of  which,  it  is  testified,  is  lower 
than  anywhere  else,  when  the  solid  matter  of  sewage,  as  Professor 
Horsford  told  us,  will  flow  up  stream,  perhaps,  rather  than  down, 
and  lodge  upon  the  Cambridge  flats,  which  now  are  so  foul  from 
the  sewage  which  is  emptied  upon  them.  I  think  that  the  people 
of  Cambridge,  Charlestown,  and  Somerville  may  not  be  troubled  so 
much,  but  the  people  of  Boston  will  be  troubled  more,  by  the  nui- 
sance than  they  have  heretofore  been,  provided  these  establishments 
are  allowed  to  empty  their  sewage  into  this  contemplated  sewer  and 
have  it  discharge  where  it  is  proposed. 

They  urge  in  their  defence,  that  there  is  no  ill  health  at  the 
establishment ;  that  the  men  are  all  strong  and  their  families  well 
Of  this  I  will  speak  anon.  The  statement  that  no  more  odor  is  to 
be  perceived  than  that  which  arises  from  the  frying  of  doughnuts, 
forcibly  reminded  me  of  what  I  found  in  the  Report  of  the  Superin- 
tendent of  Health  of  the  city  of  Providence  upon  the  subject  of  fat 
and  lard.  This  Report  was  presented  to  the  Board  of  Aldermen  in 
September,  1871.  It  is  almost  identical  with  the  defence  in  this 
case:    I  .will  read  what  he  says  on  page  5.    In  speaking  of  the  dif- 
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ferent  processes,  some  being  rendered  in  open  kettles  and  others  in 
close  tight  tanks,  he  says  :  — 

*'  The  question  to  be  considered  is  this  :  Does  this  process,  conducted 
in  this  manner,  constitute  a  nuisance  which  demands  the  action  of  your 
Board  for  its  abatement  f  The  answers  to  this  question  will  be  of  the 
most  contradictory  character.  If  you  visit  these  establishments,  no 
special  nuisance  will  be  found.  They  are  conducted  in  as  cleanly  a  man- 
ner as  the  business  will  allow,  and  we  are  bound  to  believe,  from  the 
character  of  the  owners,  in  most  cases,  that  they  are  desirous  of  doing 
nothing  that  will  be  an  injury  to  their  neighbors,  or  will  make  a  public 
nuisance. 

"  The  greater  portion  of  the  odor  of  the  boiling  fat  is  carried  upwards 
by  the  chimneys  and  ventilating  draughts,  so  there  is  no  odor  perceived 
in  the  establishment  which  would  be  specially  offensive  except  to 
Hebrews,  and  to  those  Christians  who  believe  that  the  Lord  had  good 
and  sufficient  reasons  for  declaring  some  to  be  unclean  animals,  and  for- 
bidding the  use  of  their  flesh  by  his  chosen  people. 

**  If  we  inquire  on  the  spot  of  the  owners  or  employees  of  the  estab- 
lishment, they  scout  the  idea  of  there  being  any  possible  nuisance  in  the 
business  they  carry  on.  They  would  have  you  believe  that  their  busi- 
ness is  the  healthiest  in  the  world  ;  that  no  person  engaged  in  it  is  ever 
known  to  be  sick  :  and  they  will  tell  you  that  you  might  as  well  complain 
of  frying  crullers  or  doughnuts  as  being  a  nuisance. 

"  This  is  nearly  the  language  I  heard  at  one  of  the  establishments 
reported,  in  my  investigations  upon  the  subject.  But  on  the  very  same  day 
I  was  informed  by  parties  of  the  highest  respectability  and  character, 
living  twenty,  thirty,  and  more  rods  from  the  same  establishment,  that 
the  odor  from  it  is  extremely  offensive,  that  it  is  perceived  almost  every 
day  in  the  year,  except  when  the  wind  is  strong  in  the  opposite  direction  ; 
that  they  are  often  compelled  to  close  their  windows  to  avoid  it,  that 
women  and  children  are  made  sick  by  it,  and  that  sotae  persons  have 
been  obliged  to  leave  their  rooms  entirely  on  account  of  it.  These  par- 
ties are  ready  to  make  their  statements  before  your  Board,  or  elsewhere. 

"  There  are  a  great  number  of  other  persons  who  have  not  been  troub- 
led to  the  same  extent,  but  who  have  often  perceived,  and  have  been 
annoyed  by,  disagreeable  and  offensive  odors  from  these  establishments. 
I  have  no  doubt  that  some  if  not  all  the  members  of  your  Board  can  tes- 
tify to  this. 

'*  It  is  a  well-known  fact,  and  easily  explained,  that  persons  who  are 
constantly  employed  in  any  offensive  business  will  become  accustomed  to 
the  disagreeable  odors,  so  that  they  will  be  no  longer  offensive  to  them. 
Such  persons  are  inclined  to  scout  the  idea  that  these  odors  can  be 
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offensive  to  otherSy  or  can  make  othen  sick.  This  will  explain,  to 
extent,  the  positive  language  of  denial  upon  this  subjeot)  generally 
by  those  employed  in  such  establishments. 

''  Another  fact  will  also  aid  in  explaining  the  contradictory  testimo' 
we  find  in  relation  to  this  matter.     It  is  the  fact  that  the  greater  porti 
of  the  offensive  odors  in  these  establishments  are  carried  upwards  by 
ventilating  flues,  and  are  not  perceived  by  those  in  them.     But 
fi&vorable  winds  and  atmospheres,  these  same  offensive  odors,  with,     fj} 
their  concentrated  nauseousness,  will  be  carried  directly  into  the  Ceuh^IIj. 
rooms  and  bedchambers  of  persons  living  at  considerable  distance  fkx)in 
the  source  of  the  nuisance. 

'*  Even  the  worst  nuisance  in  the   city,  the  establishment  for  hoiliug 
dead  animals  and  slaughter-house  offal  at  Field's  Point,  is  comparatiTely 
inoffensive  on  the  spot ;  but  the  most  horrible  stenches  are  wafted  from 
it  by  the  winds  to  the  hills  beyond,  to  vessels  and  steamboats  in  the 
harbor,  and  sometimes  even  pervade  lai*ge  portions  of  the  city. 

"  It  is  certainly  possible  that  the  fat-boiling  establishments  in  the  citj 
may  be  comparatively  inoffensive  inside,  and  yet  may  be  serious  and  an- 
noying  nuisances  to  great  numbers  of  people  at  considerable  distances 
from  them." 

On  page  8  he  says :  — 

"  Having  stated  these  facts  in  relation  to  the  business  of  fat  and  lard 
melting  in  this  city  and  in  other  places,  and  having  shown  the  opinions 
of  others  upon  the  subject,  we  are  now  ready  to  give  an  answer  to  the 
question,  already  stated,  which  is  to  be  decided  by  your  Board,  uamely  • 
Does  this  process  of  fat  and  lard  meltiiig,  conducted  as  it  is  iu  this 
city,  constitute  a  nuisance,  which  demauds  the  action  of  your  Board  for 
its  abatement?  I  am  compelled,  after  the  most  careful  consideration, 
to  answer  this  question  in  the  afiBrmative." 

And  on  page  10,  he  says  :  — 

'*  It  seems  to  me  to  be  established  that  the  fat  and  lard  melting  estab- 
lishments, as  conducted  in  this  city,  do  make  a  nuisance  which  requires 
to  be  abated." 

'*  It  is  certain  that  all  fat  and  lard  melting  should  be  done  in  imme- 
diate connection  with  the  place  where  the  animals  are  slaughtered,  and 
that  neither  fat  and  lard  melting  establishments  nor  slaughter-houses 
should  be  perfnitted  in  the  compact  portion  of  cities." 

To  which  we  all  agree,  and  my  brother  Derby  also  agrees  in  that 
fact,  in  his  argument  before  the  Joint  Commission. 

Mr,  Derby.  Would  you  do  me  the  favor,  sir,  to  read  the  resolu- 
tions with  which  Dr.  Snow's  Report  closes,  which  is  that  fresh-lard 
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^'^^tter  may  be  rendered  in  a  city  within  twenty-four  hours  after 
**i«  animalfl  are  killed  ? 

JIfr.  Mclntiren  Yes,  sir ;  I  will  read  the  whole  of  his  recommen- 
ions,  beginning  at  the  first :  — 

**  I  would  recommend  the  following :  — 

•*  First,  That  the  rendering  of  fat  or  lard  within  the  limits  of  the  city 
*^  entirely  prohibited,  except  it  be  from  animals  slaughtered  for  food,  and 
^^'Uess  it  be  done  within  twenty-four  hours  after  the  animal  is  killed  from 
^hich  the  fat  or  lard  is  taken. 

*'  The  reason  of  this  order  is  obvious,  from  the  preceding  report.  The 
effect  of  it  would  be  to  stop  the  rendering  of  the  hi  and  lard  of  animals 
,  billed  at  the  West.  It  would  also  stop  the  boiling  of  offensive  fat  from 
Animals  that  have  died  from  natural  causes. 

"  Second,  That  the  rendering  of  fat  and  lard  in  open  kettles  bo  pro- 
l^ihited,  and  it  be  allowed  to  be  done  only  in  such  tanks  or  kettles  as 
^haU  effectually  consume  all  odors  from  the  heated  fiett. 

*^  The  effect  of  this,  if  enforced,  would  be  to  close  all  the  fat  and  lard 
tnelting  establishments  in  the  city.  At  present,  where  any  attempt  is 
ixuide  to  consume  the  offensive  odors,  the  combustion  is  so  imperfect  that 
the  animal  matter  contained  in  the  steam  is  only  scorched,  and  passes 
out  of  the  chimney  in  a  far  more  offensive  condition  than  it  was  origi- 
nally. There  are,  however,  several  processes  by  which  the  odors  from  the 
heated  ht  may  be  effectually  destroyed,  and  it  is  no  more  than  right  that 
parties  engaged  in  the  business  should  be  compelled  to  use  these  pro- 


Mr.  Mclntire,  As  I  have  said  before,  I  was  pleased  to  find  that 
my  brother  Derby  agrees  entirely  with  this  conclusion  in  his  argu- 
ment against  the  filling  of  the  lower  basin,  before  the  Joint  Com- 
mission, when  he  said :  — 

''  Is  it  desirable  that  small  houses  shall  creep  into  that  area,  —  creep  up 
aioimd  the  packing-house  1  Is  it  not  better  to  keep  them  at  a  distance, 
where  they  can  have  the  healthful  influence  of  air  and  water  1  Is  it  not 
better  for  Mr.  Squire  to  have  his  establishment  over  the  water  tolerably 
pore,  than  to  have  these  houses  abutting  upon  it,  cutting  off  all  the 
avenues  for  the  admission  of  pure  air  to  the  slaughter-house  1  I  respect- 
fully suggest  to  this  Commission  that  you  promote  health  by  keeping 
them  at  a  distance,  —  by  keeping  this  basin  open,  if  it  can  be  made 
reasonably  pure." 

Mr,  Derby,   I  indorse  it,  sir,  again. 

Mr.  Mclntire,  I  only  wished  to  show  the  Board  that  you  indorsed 
it  then;  it  pleases  me  to  have  you  indorse  it  now.    That  is  also 
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our  position.  We  say  that  the  farther  the  establishments  are  from 
the  dwellings,  the  healthier  the  locality  will  be. 

Now,  in  regard  to  sickness,  they  have  said  that  they  have  known 
of  no  sickness  in  the  establishment.  But  very  curiously,  from  their 
own  testimony,  we  have  elicited  the  fact,  that  the  superintendent 
has  been  off  a  portion  of  two  summers  on  account  of  sickness ;  that 
the  head  slaughterer  has  had  two  attacks  of  typhoid  fever ;  that 
the  gentleman  who  took  care  of  the  tanks  on  the  31st  of  July  has 
often  himself  become  sick,  and  has  applied  for  another  position, 
which  has  been  given  him. 

Mr,  Derby,  He  was  not  strong  enough  to  do  that  duty.  He 
was  not  sick. 

Mr,  Mclntire,  So,  though  when  we  have  been  requested  to  show 
any  particular  instance  where  there  has  been  sickness  beyond  tem- 
porary nausea  and  irritation  of  the  throat  caused  by  the  smells 
which  emanate  from  this  establishment,  we  have  been  unable  to  do 
so,  yet  they  themselves,  by  their  own  witnesses,  have  shown  us 
these  of  the  parties  in  their  own  establishment  who  have  become 
sick  and  have  been  affected  by  the  vapors. 

Mr,  Muzzey,  You  claim  three  cases  of  illness,  in  two  years, 
among  seven  hundred  men.     Nothing  very  alarming  in  that ! 

Mr,  Derby,  And  one  of  those  cases  not  of  sickness,  but  lack  of 
strength. 

Mr,  Mclntire,  That  simply  proves,  not  that  three  alone  of  your 
people  have  been  sick,  but  that  we  have  discovered  that  three  at 
least  have  been  sick,  while  you  have  said  that  not  one  had  been 
sick,  but,  on  the  contrary,  the  employees  were  the  healthiest  in 
the  community. 

In  regard  to  the  report  in  the  Boston  Medical  and  Surgical  Jour- 
nal on  the  health  of  the  people  living  in  the  localities  about  this 
establishment,  we  do  not  claim  that  mortality  shown  in  these 
statistics  is  entirely  due  to  this  establishment.  Of  course,  the  low 
land,  the  vile  basins,  and  these  establishments  combined,  go  together 
to  make  up  the  extreme  mortality  which  is  found  in  that  district 
We  should  not  ask  to  have  one  alone  of  these  causes  abated ;  we 
ask  to  have  all  these  causes  abated,  for  they  all  havef  an  influence 
in  the  extreme  amount  of  sickness  in  that  locality. 

Now,  I  pass  to  what  is  said  by  my  brother  in  his  argument  in 
regard  to  the  action  of  different  boards  of  health  in  regard  to  this 
establishment.     I  disagree  with  him  entirely  in  what  he  has  given 
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you  as  the  result  of  different  presentations  and  as  to  the  action  of 
those  different  boards.  I  say  to  you,  and  you  have  the  papers  be- 
fore you,  see  whether  I  or  my  brother  be  right,  —  I  say  that  this 
and  other  establishments  have,  by  both  the  Boards  of  Health  of 
Cambridge  and  SomerviUe,  several  times  been  pronounced  and  ad- 
judged nuisances  to  the  inhabitants  and  population  surrounding 
them.  On  November  26,  1872,  after  a  long  hearing  which  we  had 
before  tlie  Cambridge  Aldermen,  which  took  up  a  period  of  some 
two  weeks,  they  unanimously  adjudged  the  place  a  nuisance.  The 
records  of  it  I  have  here  shown  you.  But  they  did  nothing  upon 
their  report,  immediately  retiring  from  office.  Before  that,  in  1871, 
the  authorities  of  the  cities  of  Cambridge  and  Somerville  together 
appeared  before  your  Honorable  Board,  and  presented  this  estab- 
lishment, among  others,  as  a  nuisance,  and  asked  for  your  action 
upon  it.  In  1873,  on  July  16,  the  city  of  Cambridge  again,  by  its 
vote,  adjudged  this,  among  other  places,  to  be  a  nuisance,  and  left 
the  matter  to  the  City  Solicitor  to  proceed  against  the  several 
establishments.  But  when  the  City  Solicitor  prepared  and  pre- 
sented the  different  indictments  for  their  signatures,  they  were  fear- 
ful of  their  great  power,  great  influence,  political  and  social,  and 
money,  and  dared  not  raise  their  voice  against  these  establishments. 
In  1873  (also  this  year),  August  25,  the  Board  of  Health  of  Somer- 
ville, as  'I  have  shown  you,  by  discriminating  testimony,  adjudged 
this,  among  other  places,  to  be  a  nuisance,  and  has  said  plainly,  in 
its  official  report,  that  this  place  was  a  nuisance.  There,  1  say,  are 
four  different  adjudications :  one  from  both  cities  in  1871 ;  an- 
other from  the  city  of  Cambridge,  after  a  long  and  patient  hearing 
in  1872 ;  and  two  during  the  present  summer  from  local  boards 
of  health,  who  only  dared  to  go  so  far  as  to  say  (what  the  people 
knew  before  the  complaint  was  presented  to  them)  that  the  places 
were  nuisances,  but  dared  not  raise  their  hand  to  prevent  or  abate 
the  nuisances.  That  I  submit,  may  it  please  your  Honors,  is  the 
reason  why  tlie  Legislature  constituted  such  a  Board  as  this  Board 
of  Health.  It  is  aloof  from  all  influences  and  powers  which  can 
be  brought  to  bear  on  a  purely  political  board  such  as  these  local 
boards  always  are.  That  is  the  reason  why  our  committee  has 
finally  applied  to  this  Board  for  relief,  and  asked  you  to  do  what 
should  be  done,  and  which  they  are  so  fearful  to  take  hold  of. 
Another  judgment  against  this  establishment  is  the  judgment  of 

the  Boston  Board  of  Health.     Dr.  Durgin,  and  Mr.  Boardman,  its 
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Cliairman,'  after  experiencing  these  smells  on  the  other  side  of  the 
water,  in  Boston,  and  tracing  up  the  source  of  these  oifeS^ive  odors, 
unqualifiedly  say  that  they  experienced  similar  odors  in  the  estab- 
lishment that  Mr.  Boardman  sm^lt  at  his  house,  and  similar  to  the 
odors  complained  of;  and  we  think  that  that  Board  has  adjudged 
this  place  to  be  a  nuisance.  I  was  about  to  refer  to  his  lapguage, 
but  I  think  I  need  not.  He  says  it  in  unqualified  terms.  When 
asked  by  my  brother  how  he  would  compare  the  business  as  con- 
ducted at  this  establishment  with  that  conducted  at  the  Brighton 
Abattoir,  Mr.  Boardman  says  it  is  not  to  be  compared.  His  lan- 
guage was  that  one  of  them  was  conducted  in  a  neat  and  unobjec- 
tionable manner,  and  the  other  was  an  intolerable  nuisance.  I 
believe  those  were  the  words  that  lie  used. 

Mr,  Derby,    No  such  language,  Mr.  Mclntire. 

Mr,  McIrUire,  I  can  refer  to  it,  but  I  don't  think  I  will  take  up 
the  time  of  the  Board  for  that  purpose.     I  can  find  it. 

These  complaints  against  this  establishment  have  covered  a 
period  of  between  three  and  four  years.  The  proprietors  have 
promised  they  would  so  improve  their  premises  by  putting  in  new 
apparatus  and  improvements,  that  the  stench  would  no  longer  re- 
main. But  continually  we  have  the  same  complaint;  the  odors, 
instead  of  decreasing,  are  increasing  with  the  size  of  the  establish- 
ment, and  we  find  them  to-day  worse  than  when  we  first  com- 
plained, four  years  ago. 

Pardon  me,  it  was  Dr.  Durgin  who  testified.  Since  I  said  it 
was  Mr.  Boardman,  I  have  asked  for  Dr.  Durgin's  testimony,  and 
find  he  says  this,  in  his  cross-examination,  of  the  establishment  and 
the  Abattoir :  "  One  was  a  great  nuisance,  and  the  other  was  not." 
That  is  the  way  he  compares  it.  "The  Abattoir  was  free  from 
odors ;  the  other  I  should  not  wish  to  stay  a  great  while  in  or 
around.  I  have  no  doubt  that  the  odors  complained  of  in  Boston 
come  from  the  establishment,  and  make  people  sick." 

Mr.  Boardman  did  say  something  in  comparison  in  his  cross- 
examination.  He  says  that  "  there  was  no  sort  of  comparison  be- 
tween Mr.  Squire's  and  the  Abattoir." 

Mr.  Derby,  And  the  Superintendent  of  the  Abattoir  thought  Mr. 
Squire's  establishment  perfect 

Mr.  Mclntire.  But  two  of  the  Board  of  Health,  whose  business 
is  to  ferret  out  and  look  up  nuisances,  who  are  paid  by  the  city  of 
Boston  to  distinguish  between  one  such  place  and  another,  say,  by 
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unanimous  judgment,  that  this  is  not  to  be  compared  with  thd 
Abattoir. 

Mr,  Derby,     I  would  not,  sir,  have  interrupted  you,  but  I  under- 
stood you  to  speak  of  an  adjudication. 

Mr,  Mclntirt,     I  suppose  they  have  no  power  to  make  any  adju- 
dication in  the  matter. 

Now  it  may  be  possible  to  render  an  establishment  of  this  kind 
so  perfect,  or  so  near  to  perfection,  that  it  would  cea^e  to  be  a  nui- 
sance to  the  population  and  the  people.  But  certainly,  in  tlie  his- 
tory of  Massachusetts,  hog-slaughtering  has  as  yet  not  reached  that 
state  of  perfection.  It  may  at  some  future  time.  Nor  in  the  vari- 
ous cities  of  the  Union,  or  in  the  cities  abrdad,  do  we  find  that  abso- 
lute perfection  has  been  reached;  on  the  contrary,  from  all  the 
advices  we  are  able  to  procure,  that  they  are  constantly  troubled 
from  like  sources  of  nuisance,  which  is  only  kept  down  to  a  toler- 
able state  by  the  use  of  the  most  extreme  cautionary  measures,  by 
corps  of  Sanitary  Police,  and  by  such  regulations  as  will  allo'\*' 
Boards  of  Health,  at  any  moment,  to  enter  into  the  works  and  con- 
trol them,  subject  to  the  desires  of  the  people,  rather  than  to  the 
ideas  of  the  owners  of  the  establishment.  This  establishment  might, 
by  such  force,  be  brought  to  a  tolerable  state  of  perfection.  But  we 
claim  it  is  not,  and  that  the  Board  cannot  act  upon  what  the  place 
may  be  made  to  be,  but  what  it  now  is. 

Much  has  been  said  in  regard  to  the  territory  where  these 
establishments  are  located,  or  where,  perhaps  I  should  say,  this 
establishment  is  located ;  about  its  being  of  such  a  nature  that  it 
should  be  devoted  entirely  to  trade.  That  may  be.  In  the  future  it 
is  possible  that  all  that  low  territory  there  will  be  devoted  entirely 
to  trade.  It  is,  I  suppose,  the  nearest  suburban  place  to  the  busi- 
ness centre  of  Boston.  There  is  no  town  outside  that  is  so  near,  or 
with  any  portion  of  it  so  near  and  so  convenient.  But  it  is  sur- 
rounded by  Charlestown,  —  which  is  now  part  of  Boston,  —  by 
Somerville,  by  the  liigher  and  better  portions  of  Cambridge  ;  and  I 
submit  that  this  territory,  if  it  is  to  be  devoted  to  manufactures, 
should  not  be  devoted  to  such  manufactures  as  will  taint  the  atmos- 
phere of  these  healthy,  high,  and  well-located  places  that  surround 
it,  where  people  intend  to  live  and  must  live,  where  the  finest  resi- 
dences are.  Nor  should  such  be  permitted  to  pollute  the  atmosphere 
of  the  territory  where  they  are  located,  to  the  discomfort  of  persons 
not  employed  in  those  establishments,  and  whose  avocations  compel 
them  to  reside  in  the  locality  near  to  these  establishments. 
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The  committee  saw,  when  they  began  their  action  against  this 
establishment,  what  a  fight  would  have  to  be  made  to  abate  it. 
They  saw  what  efforts  would  be  used  to  bar  their  work  and  clog 
their  wheels  in  every  direction.     But  they  believed,  when  they  came 
to  this  Board,  these  would  be  unavailing.     They  felt  that  you  would 
take  a  broader  view  than  local  boards,  and  would  look  to  the  e^'i- 
dence,  instead  of  political  influence,  in  solving^  this  great  question. 
It  took  a  Napoleon  in  1810  to  compel  Uie  butchers  to  assemble  in 
abattoirs.     It  will  take  no  less  power  than  that  of  a  State  Board  of 
Health,  with  the  extraordinary  powers  given  it  by  the  Legislature  1 
of  Massachusetts  in  1873,  to  compel  this  and  other  like  establish- 
ments to  go  into  abattoirs,  under  proper  supervision  and  control,  ! 
where  people  shall  not  be  injured  by  their  foul  and  noisome  ex-  . 
halations. 

In  behalf  of  the  committee  whom  I  represent,  I  thank  you, 
gentlemen  of  the  Board,  for  your  great  kindness  throughout  this 
whole  hearing,  and  for  the  attention  which  you  have  given  me. 
We  are  content  to  leave  the  determination  of  this  matter  in  your 
hands,  for  we  know  that  here  we  will  get  justice.  We  have  been 
rebuffed  and  defeated  —  personally  rebuffed,  defeated  by  non-action 
—  when  we  have  applied  to  other  boanis.  Here  we  feel  safe  to 
rest  our  case,  satisfied  that  whatever  result  may  be  reached,  the  ver- 
dict wiU  not  be  affected  by  fear  of  the  defendants.  Boards  of  Trade, 
or  political  bodies. 

Mr.  Derby.  The  gentleman  has  put  in  something  from  my  argu- 
ment before  the  Joint  Commission.  I  do  not  i)ropose  to  read,  but 
I  have  marked  a  few  parallel  passages,  to  which  I  wish  the  Board 
would  refer.  Some  allusions  are  made  to  a  statement  in  my  opening 
with  regard  to  the  blackened  boards  that  have  been  presented  here. 
Now,  to  the  best  of  my  recollection,  I  did  n't  allude  to  them  in  the 
argument.  They  were  spoken  of  by  Professor  Horsford  in  his  testi- 
mony ;  and  I  had  n't  heard  of  them  until  they  were  presented. 

Mr.  McJntire.  My  recollection  is  that  Mr.  Der})y  alluded  t^)  these 
boaixls  as  being  blackened  in  a  single  night. 

Mr.  Derby.   I  had  not  seen  them  at  the  time  I  made  my  ai-gunient. 

Tliis  concluded  the  hearing,  and  the  Board  took  the  case  under 
advisement. 
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